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first deliveries of the NW 
aterpillar 955F TRAXCAVATOR 
.. it’s British made 


OGRAPH BY COURTESY OF 
OR WOODROW CONSTRUCTION LTD, 


FRED MYEF 


YOUR CATERPILLAR DEALER 


FRED MYERS LTD. SALES: 24 Bruton St., London, W.1. Hyde Park 6911 
SERVICE: Maidenhead Rd., Windsor, Berks. Windsor 1913 
Chart Rd., Ashford, Kent. Ashford 1771 
Southend Arterial Rd., Brentwood, Essex. Herongate 251 


Caterpiniar, Cat and Traxcavator are Registered Trademarks of Caterpillar Tractor Co. 
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\orlds finest excavator 


‘lappy Christmas 


ew Year 


| Su ROCESTER STAFFS-__‘ TEL: UTTOXETER 3122 TELEX 3654 
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Mounted on a Fordson Tractor, Bo 
the Tractair gives 110 cu. ft. min. esse 
at 100 Ibs./sq. in. Transmission  <fBry: 
is smooth and the air-operated BHyi 


governor keeps fuel consumption 
to a minimum. Clearance is 
ample even for the roughest 
ground. The drawbar remains 
available for towing. 
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The Holpack’s robust, tubular steel frame can be 
readily attached to many tractors with hydraulic or 
power-operated 3-point linkage. It can be elevated 
for travelling — giving more than ample clearance - 
and can be detached in 2 minutes, leaving the tractor 
free for other work. Output F.A.D. 110 cu. ft./min. 
at 100 Ibs./sq. in. 
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Air power 
where you want 
it — fast 


The Holman Tractair and Holpack 


Real mobility — the ability to move 
fast from site to site without special 
preparation or delay — pays big . 
dividends. You save time and labour, Ba 
by using a really mobile, go-anywhere 1 , 
air power supply. Put a Holman ot 
Tractair or Holpack to work and you'll : 
soon see the savings in time and costs. }. 


Write now for Catalogue 19/A5/A9 ‘. 





Air... compressed air... power... 


Holman Bros. Ltd., Camborne, England; Camborne 2275 and 44 Brook Street, London W.1; Hyde Park 9444. 
Also in Birmingham - Cardiff - Glasgow - Peterborough - Sheffield. Australia - Canada - East Africa - France 
india - South Africa Spain - U.S.A. - West Africa. With Agents and Representatives throughout the world. 
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With a tree of great age (1,200 years is not unusual) a timber of enor- 

Western red mous resilience may be taken for granted. Yet Western Red Cedar is 
also the lightest of all commercial softwoods and is unsurpassed in 

cedar its easy workability. Free from pitch or resin, highly resistant to decay, 

acids and alkalies, handsome both in texture and colour — few timbers 

combine so many rare qualities, or provide a better material for so 

many different uses. Roof decking, exterior cladding, interior panel- 

ling, door and window framing, moulding and partitioning, are just 

some examples. For further information contact the Commercial 

Secretary (Timber), Canada House, Trafalgar Square, London SW1. 


aK bs 





West Coast woods 
give shape 

to an exciting 
architectural design 
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@® VIBRATING 
TAMPERS 
@ PAN 
VIBRATORS 
@ BAR 
CROPPERS 
@ ROTARY 
FLOATS 


@ LIFT & FORCE PUMPS @ INTERNAL 


VIBRATORS 
@ EXTERNAL 
VIBRATORS 


HIRE WITH OPTION TO PURCHASE 
ALLAM MACHINERY HIRE LTD. 


132-135 SLOANE STREET, S.W.1 telephone: SLOane 9976 (5 lines) 
SCOTLAND : 39 Cavendish Street, Glasgow, C.5 Telephone: South 0186 


THE CONTRACT JOURNAL 





Let us remove your Overburden the modern way with a fleet of Caterpillar Bulldozers 
and 18/25 cu. yd. Scrapers, or let us Stockpile your material for the Winter Months. 


YOUR SITE INSPECTED AND ESTIMATED FREE OF CHARGE 
’PHONE: NOTTINGHAM 50881 FOR PROMPT EFFICIENT SERVICE 


GAYLORD, EDWARDS & CO. LTD., CARLTON ROAD, NOTTINGHAM 





December 22 1960 


) i 
Only the Best 1960 Plant 


TJ, Flive... 


BRISTOL 
294222 


Victoria House, Temple Gate, Bristol, | 


Rios MN. "ee 
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O folds... NO rivets... NO leaks... 


in VELFLO Circular Duct Fittings 












smoother flow... less noise... greater economy! Those are the three great 


advantages brought to high-velocity air conditioning ductwork by Velflo. 


Velflo fittings are made from pressings produced from metal dies and are all 


welded, so there are no folds, rivets or other projections to cause internal 


surface friction, and no leaks. 


And because they are mass-produced, Velflo fittings are much cheaper 


than hand-made components. 


Allstandard Velflo fittings will shortly be available from stock anywhere in Britain. 


4s well as being ideal for high velocity air conditioning systems, Velflo fittings 
arealso eminently suitable for conventional installations... dust and fume 


extraction plant... rain and waste water installations . . . pneumatic conveying. 


VELFLO 


BY WILMOT BREEDEN 


‘or detailed cataloque. write to 


| lesManager, Dept 5, Wilmot Breeden Ltd., Goodman Street, Birmingham, England. Tel. Central 6891 


Toa estinncencninnasiaeaeeananeamiatiiaesaianiameetaaeals 
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“CARTRUK” 
“THEY'RE ON SITE EVERYWHERE” 
— Mobile Trailer Vans to suit‘all applications. 10’, 12’, 18’ and 22° x 7’ 6”. | 


JIB LENGTHS TO120 ft. 
mneeenet GEAR 


WELDING 
by 
SUBMERGED 
ARC 





Wustrated 16’ x 7’ 6” Standard Model 


CARTRUK LIMITED, BEEHIVE MILL, STOCKPORT 
Telephone: 5227/8 











All engines* 
start 










DIVERS, 


‘ —” ft FROGMEN 
' x : y it {\ AND PLANT 
first time | | 5 cme 
‘ [— PREFERRED 
with eee | Welding, Rates from 
| Explosive work. £7 7s. per day, 


One shot of EASY START in the air intake gives instant 


starting in the coldest weather—one shot of EASY START 
saves money, time and trouble. UNDERWATER CONSULTANTS 


*petrol, diesel, paraffin, gas and oil. Immediate and efficient teams available anywhere in the world. 


EASY START in the press button pack 15/- RETAIL from For Diving Contracts, consult: 
Garages and iach A eewsdl ? MARTIN WELDING AND CUTTING CO. LTD. 


B dville Ltd.. 6 Stratton Street, London W.1 Tel: (day) Dartford 24139 DARTFORD, KENT. (night) Farningham 2452 
raav *9 >, > eae 











Cries 


‘pant NOW 
- poNTRACTORS DON ABEA / 








| 1 OF 
enter TO COTARCORSp 


AVA/LABL 





OFFICE: 
293 BALLARDS LANE - FINCHLEY - N.12 
Phone: HILIside 5068-9 

Plant Manoger : Mr. E. G. H. Parnell 










WARRINGTON 


| 
i 
: 
ROYSTON -OFFICE : Phone::ROYSTON 3007 Phone: PENKETH 2095 = 





CAMBRIDGE OFFICE: 
Phone WATERBEACH 57/ 









MODELS FOR EVERY SITE 


B Ta 


For sloping sites garages can be stepped 


NOW AVAILABLE WITH 


_— Roller Shutter Doore! 


@ Any number in one block. 

@ Free advisory service available 

@ Hinged or ‘Up & Over’ Doors 
' @ Extensive free delivery area 





@ Erection service available 
@ Purchased by over 300 Councils 
e@ 3 years’ Guarantee 
e@ Attractive Deferred Terms 
Batley Multiple garages provide an unequalled 
investment = ideal for Housing Estates, Public 
Utilities, Hotels, a lock-ups, etc. Send for 
fully descriptive "Da 
RNEST BATLEY LIMITED 
141 Colledge Road, Holbrooks, Coventry. Tel. 89245 
141 New Islington, Manchester, 4. Collyhurst 2887 
123 Shepperton Road, London, N.I. Canonbury 8793 





















Back to back in Roof slopes tofront 


one block 
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“BROOMWADE” at 


, 
52 


Rotary Portable Compressor in the: 
turbine hall at the Kariba Dam: 





“BROOMWADE” Air Compressors and 

Pneumatic Tools, famous for their proven 

ECONOMY, EFFICIENCY and RELIABILITY, 

were used in various phases of the “BROOMWADE” 
construction of the £113,000,000 Kariba Dam. 

“BROOMWADE" are proud to have added their AIR COMPRESSORS & PNEUMATIC TOOLS 
contribution to this magnificent achievement. —YOUR BEST INVESTMENT 





BROOM & WADE LTD., P.O. BOX No. 7, HIGH WYCOMBE, BUCKS. TELEPHONE; HIGH WYCOMBE 1630 (10 LINES). TELEX: 83-127 
799 SAS 
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He For Hire 
~ to Contractors. 


A large and comprehensive 
fleet of plant, in first-class 
condition, supported by a 
field maintenance service 
second to none. Thus, your 
worries are over when you 


Hire from 
ALLEN 


-Our fleet comprises : 


@ Graders & Rollers 
of all types. 













@ Michigan Shovels 


@ Truck mounted 
Excavators 


@Dumpers @ Pumps 
@ Small Trenchers 
@ Compressors, etc. 





May we have YOUR enquires ? 


JOHN ALLEN & FORD @Slim 


(Oxford) LTD. 
Long Lane, Littlemore, OXFORD 
Tel: 78241/2/3 
Wokingham Depot Tel: 75 & 55! 








PLANT HIRE 


Available For Long or Short Term Hire 


Cranes: Coles 5 ton and 22RB 


Rollers: 24 ton and 5 ton 
Bromag Vibrating Roller 


Bulldozers: Bristol 25, D4 with Scraper 
Digger: Dinkum Major Digger 


Loaders: Muir-Hill 2WL Loader with | cu. yd. 
Bucket 


Compressor: Consolidated 120 with 2 Tools, 
“500” with 6 Tools 


Pile Driver: Delmag D5 

Road Surfacer: Barber-Greene 
Pumps: 4” x 6” 

Pneumatic Concrete Placer 


B. E. CONLIN 


9la MARTON ROAD, BRIDLINGTON, YORKSHIRE 
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Why ‘mark time’ 
in standing time? 


Nothing upsets a builder’s 
economy more than having 

to put men on unproductive 
chores in standing time, 
What a great opportunity to 
make your own concrete slabs 
and bricks for future jobs, 
and what a great little machine 
LINER make to do just that! 


The <(Q)ysi2 


Makes Plain Slabs, Grooved or 
Tongued and Grooved Slabs, 
Frogged or Plain Bricks, Rock 
Faced and other Building Blocks. 
Handtamping unnecessary. Fast 
in operation. Needs only wood 
pallets. Write for Brochure. 


H.P. TERMS... ONLY 10% DEPOSIT 
THE 


ER 


CONCRETE MACHINERY CO. LTD. 
187, Park Road, GATESHEAD, 8. 
Phone: 72501 (7 lines) 
Grams ; ‘‘Liner, Gateshead” 


London Office : 2 Lexden Road, Acton, W. 3. 





Telephone : ACOrn 893} 





Also at: ex 
Birmingham, Manchester, Liverpool, Bristol, Leeds, Grantham, AY | ‘ysl 
Torquay, Edinburgh, Glasgow, Dundee, Belfast, etc. 


Serving CONTRACTORS and 
MUNICIPAL AUTHORITIES 


IN THE 


NORTH-EAST 


Phone: BRIDLINGTON 2331 
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SUPPLEMENT 


GROUP 


OF COMPANIES 


Registered Trade Mark 
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BRENTWOOD: ESSEX 
OL SRL 
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See the colour advertisement 


on Page via, viia. 
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PRESTRESSED 


NB a eR LTRS 


PRECAST UNITS 
FOR THE ENGINEER 


UNITS FOR INDUSTRIAL PLANTS 
ARCHITECTURAL PROJECTS, CIVIL 
ENGINEERING & PUBLIC WORKS 


Photograph reproduced by courtesy of 
Mehew, Esq., O.B.E., B.Sc., M.Inst.C.E., 
A.M.T.P.I., County Surveyor of Derbyshire, 
showing 40’0” beams prestressed, pretensioned, 
laid for the new bridge on the A.50 at Fostons, 
Derbyshire. 
Main Contractors:— D. T. Bullock & Co. Lid. 
Civil Engineers, Aldridge, Staffs. 





Seven Works cover the country offering a complete service for the 
production of precast units and prefabricated structures. We can 
arrange for onr representative in your area to call and discuss your 
projects. 


TARMAC VINCULUM Ota e 


Ettingshall ,-Wolverhampton . Telephone: Bilston 41/0) Cfourteen Lines 
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McKIERNAN 
-TERRY 
DIESEL 

PILE 
HAMMERS 
FOR 
POWER, 
ECONOMY 
AND 
RELIABILITY 


McKiernan-Terry DE-30 diesel pile 
hammer in false leaders 
driving a steel box pile 





McKiernan-Terry Diesel Pile:Hammers ’are-designed for reliability, 
combined with economy in both operation and maintenance. They 
are’completely self-contained and need no external source of power 
other than a winch to lift the hammer and to raise the ram-piston for 
starting. 

Fuel and lubricating oil consumptions are low and the built-in 
tanks hold sufficient fuel and oil for two to three days normal 
operation. All parts are readily accessible for inspection or mainten- 
ance. Ruggedly built from highequality materials and components, 
including special alloy- steel parts, and manufactured to close 
tolerances and fine finishes, the McKiernan-Terry range of Diesel 
Pile Hammers provide a most economical and reliable means of 
driving piles of all types. 


For jull details write for List No. 190/K 


TECHNICAL REPRESENTATIVES THROUGHOUT THE WORLD 





10 HAYMARKET, LONDON, S.W.1. Telephone: TRAfalgar 1924 


oSP 181 





This completely new side discharge- 
dumper provides hydraulically operated 
finger tip controlled side discharge of 

concrete-— 1-3’ above ground level whilst 


travelling under load 


SPECIFICATION 


Chassis. 


Skip. 


Turning 
Radius. 
Engine. 


Gearbox. 


Driving 
Axle. 


Speeds: 


Pump. 
Control 
Valve. 
Ram. 


Hoses. 





SUPPLEMENT 
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DISCHARGE 
DUMPER 
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6" x . and 4” x 2” Channel, elect- a 
rically welded giving ample 

strength and rigidity. a 
3/16” thick sheet steel, electrically = 


i 


m8 
| 


welded and braced whererequired. gem iE 
Capacity: 27 cu. ft. water level. eR Mo 


Speed of lift: 7 seconds. ea 
Loading height: 4 ft. 

Maximum payload: 30 cwts. 

9 ft. Gins. 

Petter AVA2. 11.5 h.p. @ 1650 
r.p.m working off half speed shaft. 
Chain drive to clutch, slow runn- 
ing “Renold” 2” pitch. 

Constant mesh, 3 forward, 1 re- 
verse, gears hardened nickel 
chrome steel with a ground finish 
to ensure smoothness in running. 


4 star differential with half shafts Peon again 
of 100 ton steel. action ram driven from 


12” x 2” brakes, pes a aa 
ist gear: 4 m.p.h. ee 
2nd gear: 74 m.p.h. 
top gear: 124 m.p.h. 
reverse: 4 m.p.h. ae 
44 gpm. W 1,500 r.p.m. Chain MTT Ey 
drive. , 
Manually operated with relief un- 
loader valve set at 1,500 p.s.i. 

23° stroke-2$" bore with nickel 
chrome ram, tested 2,500 p.s.i. 
Adequate in strength with a single 
wire braid, tested 2,500 p.s.i. 


anni, 


Olea le Mm lm ome) 


t 
£720 del Ol mr eM er tal 


accurate placing of concrete 
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THWAITES ENGINEERING CO. LTD. 
CUBBINGTON * LEAMINGTON SPA 
TEL: LEAMINGTON 3089 
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SAE 15 cwt DUMPER Coweuwe 15 cwt DUMPER 


CAPACITY: Water Level s 's % 2p Ta with “In-Line” Drive from Engine via Clutch and 4-speed 
Struck Level ° Res 15.0 cu. ft.) Gearbox to Driving Axle. 


Heaped » + + + 18.0 cu. ft. CAPACITY : Water Level ~ oe e125 cu. ft. 
GEARBOX: Constant Mesh with Three Forward and One Struck Level : 5 ; 15.0 cu. ft. 


Reverse Speeds. Heaped ~ «  « eRe 
Chain Drive with Girling Clutch. GEARBOX: Constant Mesh with Three Forward and One 
Powered by Petter or Lister Diesel Units. Reverse Speeds. 
Chain Drive with Girling Clutch. 
Powered by Petter or Lister Diesel Units. 


\ + 
wy 


bo 


- 


Sere <== 


Cowttey Fae AA 2s cwt DUMPER 


SKIP: Gravity Tipping with Hand Return. Tipping of STEERING: Ackermann Principle with Ball Joints and 
Skip arrested by Spring-loaded Chains to absorb shock. ‘ Land Rover Type Steering Column. 


CAPACITY: Water Level . ‘ ‘ ‘ 20 cu. ft. Constant-mesh Gearbox with 3 Forward and | Reverse 
Struck Level . . . » 35 cu. ft. Speeds. 


Heaped » + 2 4 40 cu, ft. CAPACITY: WaterLevel . . . . (8cuft. 
GEARBOX: Constant-mesh Gears ‘Change on the Struck Level . ; ‘ ° 25 cu. ft. 


Move” 3 Forward Speeds, | Reverse. Heaped . a - . : 28 cu. ft. 
DRIVING AXLE: E.N.V. Double Reduction Heavy Duty Powered by Petter PHI. 6} h.p. Single Cylinder Air- 


Type. cooled Diesel Engine. 
Powered by “Lister” S.L.2 or “Petter” A.V.A. 2T. 
Power Unit. 


E FOR FULL PARTICULARS TO: R OB R ID 


Dy eR a ee ee CONTRACTORS’ PLANT 








pS 


JAMES F LOW & CO. LTD 


MONIFIETH DUNDEE SCOTLAND Phone: Monifieth |. 


—————————————eeee 


— 
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OTICE.—Orders fer advertising are accepted en 
the understanding that the Editor may make any 
aierations «in am advertisement to ensure its 
goformity with the style and standards of “The 
ct Journal,” @ Proprietors reserve the 
right 10 suspend, cancel or refuse an advertisement 
without stating any reason. No undertaking is given 
hat an advertisement wilh be published on any 
ecified date. Communications which are not actual 
to the advertisement will not be forwarded. The 
Proprietors reserve the right to open communications and 
to withhold those mot im accordance with this rule. 


temporary roadways ano compound tences 
Cc. EVANS AND SONS, LTDO., offer Sommerteid 
TRACK, S00 roils, each 2Syd. x 10ft.. Interlaced 
at Qin. centres with 3sin. M.S rod; and Pierced Stee! 
TRACK (airfield strio), standard 10ft. x 16in. x ‘gin 
first-class, re-layable. 
Contact: C. EVANS AND SONS, LTD., Burnside Whart 
Burnside Street. Bow, E.3 Tel. ADVance 5691 2/3 


FREFABRICATED STEEL-FRAMED BUILDINGS from 
stock: 30ft., 40ft., SOft., GOft., 75ft., 100ft 
clear spans, and lengths in Increments of 12tt. Gin 
Sheeting may be either asbestos or galvanised.—Write 
for Catalogue Ref. K.104, from THE LILLESHALL CO. 
LTD., Oakengates. Telephone: Oakengates 120. 


ANTED, Alloy and Steel TUBULAR 
SCAFFOLD, In large quantities oniy. -:tes cleared 
anywhere. Also NON-MECHANICAL BUILDER PLANT 
Contact: C. EYSN*° AND SONS, LTD.,. Burnside Whart 
Burnside Streer, wow, E.3. Tel.: ADVance 5691/2/3 


OR SALE, 20,000ft. of SCAFFOLD TUBE, sound 
used condition 2,000 PUTLOGS and 10,000 
Overhauled FITTINGS 
PLANT AND BUILDING EQUIPMENT, LTD 
Chatheld Road, London, S.W.11. BATtersea 9213 


TARPAULIN 


JOHN MACNAMARA },°. 
BUSH ROAD, LONDON, S.E.8 
BERMONDSEY 3275 & 1435 








ALL 81268 - PROMPT DESPATCH 
PODMORE WORKS LIMITED 
19-773, GARRATT LANL, LONDON s.w.r 

PHONES; WIMBLEDON 7623 








fia 
PAINT TRANSFERS 
PERMANENT - FADELESS - EASY FIXING 


for 


CONTRACTORS’ PLANT - TRANSPORT VEHICLES 


4VERNON PLACE, LONDON, W.C.! 
Phone: HOLBORN 4695 
Grams; GAYSYNS, WESTCENT, LONDON 





















SPECIAL OFFER OF LARGE SIZE TUBE 


10in. Tube in lengths up to 40ft. 

!2in. Tube in lengths up to 40ft. 

I4in. Tube in 'engths up to 20ft. 

\Sin. Tube in lengths up to 20ft. 

I6in. Tube in tengths up to 40ft. 

18in. Tube in lengths up to 25ft. 

20in. Tube in lengths up to 20ft. 
All of these sizes can be supplied plain ends or flanged 
Also in stock a quantity of 24in. Tube, flanged in 

lengths of approximately 24ft. 

large ‘stocks of smaller size Tube always available. 


MIDLAND IRON & HARDWARE 


CO. (Cradley Heath), LTD., 
CRADLEY HEATH, STAFFS 


Telegrams: 
Cradley Heath 


Telephone 
Cradley Heath 66364-5-6 





—_— 





FENCIN 


SUPPLIED AND ERECTED IN ANY DISTRICT 
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MISCELLANEOUS ITEMS, BUILDINGS, PROTECTIVE CLOTHING, FENCING, TARPAULINS, ETC. 


AST-IRON s$PiGOT ana SOCKET PIPING 
mostly new, standard tengths. immediate delivery 
16in. bore, 100ft 9in. bore. 200ft 
1Sin. bore. 100ft 8in. bore, SOOft (Screweo Giane 
12in. bore. SOOft 6in. bore. SOOft 
10in. bore, 100ft 
CAST-IRON FLANGED mostiv ew 
1Sin. bore, 11 x 12ft. lengths 
1Oin. bore, 300 x 12ft. lengths Stantor 
Bin. bore, 200ft. in 4/9ft. lengths 
Sin. bore, SOOft. In 6/9ft. lengtns 
4in. bore, SOOft., chiefly 9ft 
Also large selection BENDS, SLUICE vacvEes 
Full details on request 
FRED WATKINS (ENGINEERING). LTD. 
Coletord. Glos 


CAFFOLDING. — Urgently WANTED, Steel and 

Alloy SCAFFOLD TUBE and al! types of 
SCAFFOLD COUPLERS. Inquiries for Non-mechanical 
Builders’ Plant welcomed.—Contact: SCAFFOLDING 
SERVICES, 69 Upton Lane. Forest Gate. London. E.7 
Tel.: Gra 2002 


ANTEO used Corrugatead Stee: SHEETS 
from 4ft. and up 22-gauge or heavier Alse 
Anderson and Elephant SHEETS 
Contact. C. EVANS AND SONS, LTD. Burnside Whart 
Burnside Street Bow E3 Tel ADVance S691 2/3 


EW ROADFORM PINS for SALE.—5,000 2ft. x 


Tin. dia. at 2s. 6d. each; 6,000 2ft. x 7gin. dia. 
at 2s. each.—TEMPLE MILLS (STEEL), LTD., Temple 
Mills Lane, Stratford, E.15 Maryland 2660/7734 


“TAnrauins for SALE and HIRE 
EDWARD ASH, LTD., 
Kent Wharf, Creekside, Deptford, S$ E.8 
2 


Telephone Tideway 2661 










NOTICE TO ALL CONTRACTORS 


Winter Reinforcements Limited 


are now trading from 
298 THE BROADWAY, BEXLEYHEATH, KENT 
YOUR ENQUIRIES ARE CORDIALLY INVITED 





FOR SALE 


30 tons gin. dia. new REINFORCING ROUNDS, 
lengths 30ft. To B.S.S. 785. Delivery 3 to 4 weeks. 
Write to: COX AND DANKS, LTD., 
Frederick Road, Salford, 6. 


Coy Ih dae) sas 


So] ER ern OMe Oe Yet. 


HARKIS & BAILEY LTD. 
CROYVWON 
ADDiscombt 3181 Ref: Mr. £. A. Jones 





HARDCORE 


Keen rates quoted for delivery in 
London and Southern Counties 


W. S. WRIGHT LTD. 


I Salisbury Road, Bromley, Kent 
Phone: RAV 1148-9 








Genuine Bargains in Ex-Gov. Recond. 
PLAN CHESTS 


Double Elephant size. Soft- 
wood, reconditioned. Rich 
brown finish. 


6 Drawer £20 15 0 
8 Drawer £23 00 
10 Drawer £25 S80 





Carriage £1 10 0 
Enquiries invited for plan chests—steel, oak or 
mahogany, new or reconditioned 


fe] 4-DRAWER FILING CABINETS 
| 


c | Foolscap, plywood panels. Finished 
==| rich brown shade. Reconditioned 





o £6 0 0. Carriage 15/- extra. 






] FOLDING 
FORMS 


ws Sound well 





— made, 6ft. x 10in 17/6 


. Care Paid 


FOLDING TABLES from 27/6. ro.oinc 


CHAIRS, 12/6, and many more bargains in Office 
Furniture, Racks, Benches, Cupboards, Lockers, etc 


Write for tltlustrated Lists. 


Bloom & Spivack (Furniture) Ltd., 
138 Old Street, London. E.C ! CLE 0138 


W. A. SKINNER 


& CO. LTD. 
LONG DITTON, SURREY 


Phone: EMBERBROOK 1960-196 
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ITE GOODS.— RAILWAY SLEEPERS, sound, second. 
hand 1-50. 11/9 each 51-100, 11/3 each; 100 
and over. 10/9 each Collected ex vard. 10/9 

Sommerteid TRACK -olls, 25yd. long x 10ft. wide 
M.S. rods. Yin. centres, £12 10s. per roll. 
FARPAULINS, second-hand, overhauled, ropes and 

eyelets 18ft. x 12ft. £6 16ft. x 1Sft. £6 15s 
£1 


24ft « 15ft 0 
A F. SIMPSON, LTD., 
28/70 Penge Road. South Norwood, §.£.25 
Telephone Sydenham 3131 (3 lines). 


REASE GUNS. heavy duty. 70 per cent. off fist 

price, Tecatemit, 29'20z flexible tube, nexagon 
read, hand lever operated Brand new condition, 60/ 
zach. six at SS/-. 20 at 48/- Hydraulic head, 10/- 
xtra 


CROMWELL CO., Newport, Mon. 59045. 


ERBYSHIRE LIMESTONE, all graces dary 
or tarred up to 200 tons per day. or graded 
mailer sizes available delivered to site 
GEORGE DAVIS (HAULAGE), L7D. 
2 Bosworth Road. Nottingham Telephone 64819 


OR SALE, 50,000 BRICKS, Fiettons and_ Facings 
lying Oxon. area. Also quantity of Soil and 
Drainage Pipes. 
PLANT AND BUILDING EQUIPMENT, LTD., 
Chatfield Road, London, S.W.11. BATtersea 9213. 


CROW STEEL FLOOR CENTRES, 1,500 available, 

Sizes 2, 3 and 4, for HIRE.—Contact: C. EVANS 
AND SONS, LTD., Burnside Wharf, Burnside Street, 
Bow, E.3. Telephone: ADVance 5691/2/3 


TEEL TUBES and FITTINGS, SECTIONS, STRIPS, 
BLANKS, etc. List on request.—E. STEPHENS 
AND SON, LTD., Bath Street, €.C.1. 


| EDWARD ASH, LTD. 
| 
| 








FOR 


RAILWAY SLEEPERS 


AND 


CROSSING TIMBERS 


KENT WHARF. GREEKSIDE, DEPTFORD, $.€.8 
Telephone: TiDeway 2661-2 


DEMOLITION 


HARDCORE, 
CLINKER & ASHES 
SAND, BALLAST, ETC. 


GEO. E. CLOKE, LTD. 


In Association with 
HUDSONS DEMOLITION BRANCH 
“‘Elmsted”, Neasden Lane, N.W.10 
Phone : GLADSTONE 4296-7 & 1163-6 


SCAFFOLDING & PLANT 


From stock, reconditioned and new. We 
can offer a continual supply and service of: 
SCAFFOLD TUBE (Steel and Alloy) 
PUTLOGS (Steel and Alloy) 
FITTINGS - “H” FRAMES 
BOARDS + PROPS - STRUTS 
TRESTLES AND SPLITHEADS 
FLOOR CENTRES 
COLUMN AND BEAM CLAMPS 
ROAD FORMS 


For detailed list of above and 
all other items of stock contact: 


Cc. EVANS & SONS LIMITED 

BURNSIDE WHARF, BURNSIDE 

STREET, BOW, LONDON, E.3 
Telephone: ADVance 5691 (3 lines) 
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MISCELLANEOUS ITEMS, 


‘OR SALE—FROM STOCK. 
Prime REINFORCING RODS to 
S-gauge and 43gin. 

diameters. 
300 tons new and second-hand R.S.J. and CHANNELS. 


1,000 tons new and second-hand CORRUGATED 
SHEETS. 


Contact: C. EVANS AND SONS, LTD., Burnside Wharf, 
Burnside Street, Bow, E.3. Tel.: ADVance 5691/2/3. 


ELLINGTCN BOOTS.— Avon Stonehenge—best 


8.S.S. 785, 
Forward deliveries on other 


boot on the market. Write for our lists, 1st 
and 2nd qualities. All sizes available, but special 
offer sizes 10 and 11, 15/- per pair (plus postage 
under three pairs). Guaranteed. — DUSTRIAL 
CLOTHIERS, LTD., 118 North i Hornchurch, 
Essex. Telephone: "Hornchurch 4666 


ONCRETE CURING AND seeeT” PROTECTION. 


New proofed HESSIAN, 40in. wide x 15yd. 
length, 25/- each. Special price large quantities. 
HILL, 118 North Street, Hornchurch, Essex. Telephone: 


Hornchurch 46661 


FGOR SALE, 1,000 SLEEPERS. Sultable for tem- 
porary roads.—KENNETH SHEPLEY, 73 Boodie 


Street, Ashton-under-Lyne, near Manchester. ASH 
3338. aM 
NE HUNDRED Heavy Oak TIMBERS, 6ft. long, 
12in. x 12in., first-class condition, 30/- each. 
Ll. W. VASS, LTD., Ampthill, Bedford. Telephone: 
Ampthill 3255/6. 
ANTED, 


TRENCH SHEETS, Acrow PROPS, any 
EVANS 


quantity.—Contact C. AND SONS, 


LTO., Burnside a Burnside Street, Bow, €E.3. 
Tel.: Advance 5691/2 : coal 
ATTICE STEEL aaaneaa MASTS (Light and 
Heavy), 30ft. to 150ft. high, for immediate HIRE. 
BELLMAN’'S, 38 Cornwall Gardens, London, S.W.7. 
Telephone: Western 3033. ‘ 
ANTED: CORRUGATED STEEL SHEETS, 
Second-hand. Any area Sites cleared. Prompt 
payment.—j. DUFFY, Bank Street. Clayton. Man 


chester, 11. Telephone: East 3361 


OBILE LIVING UNITS AND OFFICES bullt to 
specification for Home and Overseas contracts 


Write TRAILER HOMES, LTD., Shannon Corner 
Kingston By-pass, New Malden, Surrey. 


CAMBRIDGE 
ASPHALTE 


co. LTD. 


SWANN ROAD, CAMBRIDGE 
Telephone’: 2606 & 55621/2 
ALSO; 
FLEXIBLE ROOFING PITCH MASTIC 



















REINFORCED 


RUBBER HOSE 


FOR AIR COMPRESSORS 
SUCTION & DELIVERY, ETC. 










THE CENTRAL MANUFACTURING 
& TRADING CO. (DUDLEY) LTD. 
OLD HILL STAFFS 
Phone: CRADLEY HEATH 69434 (10 lines) 

















N. MIDLANDS DEPOT. 
116 SIDDALLS RD., 
DERBY 
Phone: 48521/2 


SOUTHERN DEPOT, 
16 HEATH ROAD, 
ST. ALBANS 
Phone: 50721/2 






WAITE FOR PARE MAVETAATEO A178 MAT CRE 
Of Ova COMPLET E AANCE 


LONG WHATTON * 
LAIG. 


NR. LOUGHBOROUGH 
Telephone HATHERN 35! 


| 
| 
| 
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SUILDINGS, PROTECTIVE CLOTHING. FENCING, TARPAULINS, ETC. 


OUND SECON D-HAND PLANT. 

1,000 No. 1 Acrow PROPS, 39/6 each; 500 No. 2 

Acrow PROPS, 45/6 each: 20,000ft. 13/21ft. Steel 

SCAFFOLDING, 1/3'2ft.; 100,000 shorter lengths, 

'/2ft.; S/H SCAFFOLD BOARDS, 1/3'aft., all lengths 
A. F. SIMPSON, LTD., 


68/70 Penge Road, South Norwood, S.€.25. 
Telephone: Sydenham 3131 (3 tines). 


AJISSEN TYPE HUTS for SALE. Prompt despatcn 
of 16ft., 24ft. and 30ft. wide Huts; also Romney 
HUTS, 35ft. wide, and BLISTER HANGARS, 86ft. 6in. 
and 91ft. wide. These buildings are in various lengths, 
and comprise stee! framework with galvanised corru- 
gated steel sheeting.—Full details from Dept. (128), 
1. THORN AND SONS, LTO., Brampton Road, 
Bexleyheath, Kent. Telephone: Bexleyheath 0021. 


ANTED, STEEL ROUNDS, SECTIONS, 

CORRUGATED SHEETS, Steel and_ Alloy 
SCAFFOLDING, FITTINGS, SCAFFOLD BOARDS. 
Large and small quantities permanently required. 
Attractive prices, good payments, rapid decisions 
—. H. CHURCH AND CO. (EDMONTON), LTD. 
$8/70 Penge aoe: _S.E.25. _ Tel.: SYDenham 3131 


ANTE 

Steel SECTIONS, REINFORCING RODS, 
CORRUGATED SHEETS. Inspection anywhere. 
Contact: C. EVANS AND SONS, LTD., Burnside Wharf, 
Burnside Street, Bow, E.3. Tel.: ADVance $691/2/3. 


TTARPAULINS (Repaired) and REROPED SHEETS 
in all sizes. Also Decorators’ DUST SHEETS. 


the cheapest: KENNETH SHEPLEY, 73 Boodle 





etc. 


For 


Street, Ashton-under-Lyne. near Manchester. ASH 
3338. eens Boe 
LEEPERS for access roads and all purposes. 


TIMBERS for shoring, paling and walling. Consult 
us first.—TRACK SUPPLIES AND SERVICES, LTD., 


Haversham Bank Sidings, Wolverton, Bucks. Tel. 
Wo'verton 2242. cde pone ; - 
ISSEN - TYPE HUTS, 16ft., 24ft. and S30ft 


span, clad new or second-hand sheeting. Also new 
Galvanised NISSEN SHEETS for SALE, all standard 





sizes. — NAYLOR'S (BILSTON), LTD., 204 Wolver- 
hampton Street, Bilston 41689 : 
ANT ED, BRICK and CONCRETE 
HARDCORE, any quantity. — R. BARKER 
(PECKHAM), LTD., New Cross 3337. 
FOR SALE 
FOUR STEEL-FRAMED BUILDINGS, approx. 100ft. 


x 32ft. wide x 16ft. to eaves. Double sliding door 
each end. Two lines of windows each side. Galvanised 


corrugated sheet cladding. Complete with gutters, 
downspouts, etc. Sketches and photographs on 
application. Price £825 each on site, or £900 each 


dismantied and delivered. 
Write: COX AND DANKS, 
Frederick Road, 


LTD., 
Manchester, 6. 


SOMMERFELD TRACKING 


Sound S/H, approx. 25yd. rolls, 10ft. wide, 

reinforced every Qin. with 4gin. M.S.R., 

£12 10s. per roll. C.P. London area, or 
10-roll lots throughout England. 


A. F. SIMPSON, LTD., 
68/70 Penge Road, London, 


S.£.25. 
Telephone: SYDenham 3131/5. 





PILE DRIVING - DIVING 


Piling Work carried out afloat and on 
shore in London and Home Counties. 


Crane Barges and Heavy Lifting 
Equipment for hire. 


Diving carried out with expert divers 
using modern equipment. 


Underwater Cutting and Welding 
Work a speciality. 


PILING AND PLANT HIRE 
CO. (KENT) LTD. 


Abbeydale Road, Wembley, Middlesex 
Perivale 4471/73 





unusually robust for see are 
Standard sizes from 8’ oo 


























—— 
or SALE. 

S500 tons re-layable 7S5ib. per yard F.B. 
~ oo lengths, with fishplates and fishboits 


20 CROSSINGS In re-layable 7S5ib. per yd. F.g. rail, 
with all necessary fittings. 

100 tons of re-layahie 9Sib. per yd. B.H. RAILS, jp 
60ft. length: with anotates to sult. 

2,000 re-layable CHAIRED SLEEPERS 
Sib. per yd. B.H. rail. 

EDWARD ASH, LTD., 

Creekside, Deptford, London, S.£.5 


Kent Wharf, 

HALE HARDCORE, also SCREENED SHALE for 

sports grounds, road construction, French drains 
etc. Supplies in various parts of Great Britain, 
Particulars and_ quotations from: WARWICKSHip¢g 
QUARRIES, LTD. Bedworth Road, Nuneaton, 
Telephone: Coventry 67821. 


LEEPER S. 
100 tons Crossing Sleepers, from 9ft. to i3f 
lengths. 
}. A. K. SHEPLEY AND CO., 
6 Meadow Street, Manchester, E.1. ARDwick 2256 


TEEL SECTIONS and PLATE. etc. Cut to you 
specification. New and second-hand materia) 
available.——-TEMPLE MILLS (STEEL), LTD., Tempis 
Mills Lane, Stratford, E.15. Maryland 2660/7734, 
ANTE£&oOD Braithwaite SECTIONAL 
TANKS or LOOSE PLATES. 4ft. square, disin. to 
Sigin. thick.—FRED WATKINS (ENGINEERING), LTD., 
Coleford, Glos 


BOR SALE: SCAFFOLD MATERIALS 
For keen prices, service and quality. 
Contact: C. EVANS AND SONS, LTD., Burnside Whart, 


Burnside Street, Bow, E.3. Tel.:  ADVance 5691/2/3 


ANTED, all items of NON- MECHANICAL 

BUILDERS’ PLANT. Sites cleared by arrangement 

PLANT AND BUILDING EQUIPMENT. LTD., 
Chatfield Road, London, S.W.1 1, BATtersea 9213 


OR SALE, NISSEN HUTS, 36ft. x 16ft., black, Iron: 
sheeted, £60 each. — F. —- AND SONS, 
Tel. 18 and 19 


pas, 


Suitable to, 


—. 


LTo., 





Newport Pagnell. 













OADFORMS WANTED, state size and quantity 
available, condition and price. — Write Box 

M.3243, ‘The Contract Journal."’ 
TARPAULINS &: 
ALL SIZES 


Also OILSKINS. Prices from PODMORE WORKS 
769/773 Garratt Lane, S.W.17. Tel: Wimbledon 7622 
SS 


BEFORE DECIDING, view this plant 


Immediate delivery and terms arranged. 
FOR SALE: 

100,000ft. STEEL SCAFFOLDING TUBE; 5,000 
FITTINGS, all serviced; 2,000 BLADE-END 
PUTLOGS, Sft. and 6ft.; 500 Acrow Type PROPS; 
500 TRENCH PROPS; 10,000ft. SCAFFOLD 
BOARDS, fully bound; also 1,000 JOINT PINS, 
almost new. Immediate delivery. 


M. SANDERS, 
18/20 Medilar Street, 
the Regal 


LTD., 
S.E.S. ROD. 5143 
Camberwell Green) 


London, 


(side of Cinema, 





CONTRACTORS’ AND BUILDERS’ 


TOOLS 


JOHN MACNAMARA ffi"'o 


Soon ROAD, LONDON, 5S.E.8. 
BERMONDSEY 3275 & 1435 


RAILWAY SLEEPERS 


10,000 in stock 
BEFORE ORDERING RAILWAY 
MATERIALS OF ANY KIND 
WRITE OR TELEPHONE: 


E. L. PITT & CO. (Coventry) Ltd. 
BRACKLEY TOWN STATION, 
BRACKLEY, NORTHANTS. 

Telephone: BRACKLEY 2271/2 

Telex: 83159 










NEW, , T-PROOFED, SEAMS DOUBLE- 
pete GREEN, RO eo THREAD; 


WITH BEST LINEN 
REINFORCED BRASS EYELETS, SPLICED ROPES 
Weight before re 
(160z2.) (1502.) 
Size approx. JUTE S 
12ft. x 9ft. gs US 
. £318 
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GENUINE EX-RAIL 


lott x tof, . £2 $0 | 2oft.x laf 150 
t. x % © 2 . 
14ft.x 10ft. - £2176 | 21ft. x 20ft. - £5126 


All sheets are eyeletted and roped. 
immediate delivery — Carriage oak. 
Money _ refunded not satisfi 


MORELAND TRADING Co. Ltd. (G) 
25 St. Pancras Way, London, N.W.! 
Telephone: EUSton 5210 and 2383 
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: 
i 
; MISCELLANEOUS ITEMS, ETC. ELECTRICAL, SPARES AND OVERHAULS, 
: —_—_—— | VEHICLES AND ANCILLARIES 
ONAL WOODEN HUTS, shiplap boarded sides, VANS OF BOW OFFER. 
| geertin..x 2in. framework, timber and felted roofs, TRENCH STRUTS, second-hand, Nos. 1, 2, 3. | SCOneey  Sasrerrn 
on One 1954 Foden, powered by 6LW Gardner 
} izes from 30ft. x 21ft. to 9Oft. x 21ft., Bft. to eaves. TRENCH SHEETS, new. Diesel Engine, 5-speed gearbox, fitted with 20ft 
‘ sso HUTS, 3in. x Zin. framework, sizes from 30ft. ROADFORMS, heavy duty, S'2in.-6in.-8in. x 10ft., | aac ie Seamer Trailer 333 350 ° 
: 1eft. to 100ft. x 18ft., 7ft. to eaves. 100 1,500 in stock. First-class condition. | One 1949 E.R.F., powered by 6LW Gardner Diesel 
WOODEN FLOOR SECTIONS, sizes 18ft. x Sft., suit- | New ROADFORM PINS. | Engine, 5-speed gearbox, fitted with 20ft. 25-ton 
able for many purposes, any quantity sold. Viewed Contact: C. EVANS AND SONS, LTD., Burnside Wharf, Karrimore Trailer, £1,850. 
at any time, inc ae Sunday. — 7 Queen Street, Burnside Street, Bow, E.3. Tel.: ADVance 5691/2/3. One Scammell, powered by 6LW Gardner Diesel 
Hightown, Hednesford, near Cannock, Staffs. ____ | 7-6R SALE AND HIRE. ROLLOVER CONCRETE Engine, 6-speed gearbox, fitted with 20ft. 25-ton 
ew SCAFFOLD BOAR DOS. — Selected POURING SKIPS and CIRCULAR TIPPING Pe Trailer, £2,350. its 
swedish Whitewood: 1-12 boards, 1/934 ft. SKIPS; also all types of Non-Mechanical Equipment, | the above vehicles Ms first-class condition 
13 to 50 boards, 1/754 ft; 51 to 100 boards, 1/6 ft.; including SHUTTERING, FLOOR CENTRES, TRENCH throughout. ee 
100 boards or over. Tisis it. With tin. x 20-gauge | SHEETS and STRUTS, SPLITHEADS and TRESTLES. | pon Wis MOTOR COMPANY. LID... 2, 
eee See an abelentiok Colcay nem stock. PROLANT AND “BUILDING EQUIPMENT LTD ao edhill Works, Arnold, Nottingham. Tel. 26-3331. 
tandard——P! 7 ° . . les | i L 
qarriage paid 2S-mile radius. —H; C. HILL, LTD. | Chatfield Road, London, S.W.11. BATtersea 9213. ee ee ee 
68-70 Penge enham 3131/4 i. si | a on wee eaReTee ———~_| 10-ton ARTIC. FREIGHT TRAILERS, ideal for site 
Telephone: 2 —— — — ———— for New or Second-hand PROPS, BEAM CLAMPS offices, portable stores, etc., 20ft. x 8ft., fitted 
ATER STORAGE TANK, 10,000 gallons, all- COLUMN CLAMPS. TRENCH STRUTS, ROADFORMS. air brakes conversion dolly, twin 900 x 20 tyres. 
W welded construction, 3gin. plate, 30ft. x 6ft. Gin. SCAFFOLD TUBES and Fittings. 1,500-gallon TANKERS, fifth wheel coupling. 
wide x 8ft. Gin. high. Offers invited. — TEMPLE Also additional eauipment not listed. J. T. LEAVESLEY, LTD., s/6 
MILLS (STEEL), LTD., Temple Mills Lane, Stratford, 87-89 Walton Street, S.W.3. | _Alrewas, Staffordshire. Tel.: Alrewas 354/5/6. — 
E15. Tel: Maryland 2660/7734. Telephone: Kensington 8526. ANTED. REPLACEMENT PARTS for all Crawlers, 


GLEEPERS.—No! We are WIDE AWAKE. : k <a Tractors and Contractors’ Plant. ¥ 
§ For roadways, silage, machinery or re-laying. “Sonar Bee ee ae ee Write Box E.F.513, “The Contract journal. 
Contact: C. EVANS AND SONS, LTD., Burnside Wharf, 


















ways, buildings, bridges, machinery, etc — Write 
Burnside Street, Bow. E.3. Tel.: ADVance 5691 /2/3. phone or call: JOHN HILROY AND CO., 290 Shirley 
ANTED, approx. 420vd. of 5/6ft. high second- Road, Southampton. Telephone 76230 a al 71 SERIES 
hand IRON or STEEL FENCING.—Details to: | 47 R oiTt rf NG. LTD.. DORKING 
— 13 St. James's Gardens, London, oe SURREY "Teteomone, sate" ns GENUINE SPARES 
Oa = ; : a classes o supplied and erect 
TORK LIFT STACKER, steci, 2-ton, 2-wav. Soecialists In Chain Link Estimates free | COMPREHENSIVE STOCKS 
Pallets, variety of sizes.—ROSEFIELD SALVAGE ONVEYOR BELTING, P.V.C., unused, 5-ply, 
CO, Dumfries. Telephone 533 and 862. sub-standard. — ROSEFIELD SALVAGE  CO.., 40%, OFF LIST PRICE 


AJ ANTEDO: Second-hand GRANITE KERB, Dumfries. Telephone 533 and 862. 
W SETTS, BLOCKS: also PAVING, any quantity. 
Full details, write Box F.H.987, ‘The Contract Journal.” 


TOR SALE, approx. 3,000ft. of Bolted Steel SLEEPERS—RELAYABLE & ROADWAY 


SECURITY FENCE in 8ft. Gin. x 8ft. Gin. sections. 


f. JAMES AND SONS, Newport Pagnell 18 and 19. CROSSING TIMBERS—ALL SIZES 
eeene DELIVERY ex STOCK 


| 5,000ft. Gin. Medium weight Tube, plain ends. F. HARDWICK LTD. 


2,000ft. Bin. Seamless Tube, plain ends. ARMLEY ROAD, LEEDS 12. Phone: 23487 


10,000ft. 2in. Screwed and Socketed, random lengths. 


10,0008. | 2tain Screwed and Socketed, random | E. C. G. TRAILERS LTD. 
5,000ft. 3in. Screwed and Socketed, random lengths. ALL SIZES — PROMPT DESPATCH 96 Hackford Road, S.W.9 Telephone : REL 3853 


5,000ft. 4in. Screwed and Socketed, random lengths. 
Inquiries for Tubes and Pipes 'zin. to 36in. would | 
be welcome. Most sizes available ex stock. : 
DOWNINGS (BARNSLEY), LTD., 


Doncaster Road, Barnsley, Yorkshire. 


Tel.: Barnsley 3603/4/S. THE PODMORE WORKS FRANK COWLEY 
All Grades Tarred and Dry Lime- 


769-773 GARRATT LANE, LONDON, S.W.17 
stone, Hardcore, Ashes, Red Shale, 


Keen Prices — Phone: WIMBLEDON 7622 
° | 

Concrete Aggregates, High Grade i DEPENDABLE BUSES AND COACHES FOR 
| Screened Building Sand delivered | YOUR INSPECTION AND TEST 

in the Midlands, Nottingham area ALL VEHICLES CAN BE TAXED-AT 
ed — Be -_ ee oo, Most sizes and types are stocked and | | £12 10 O PER YEAR 
i. onion Mean "lieu — special tarpaulins can be made to indi- 

” — vidual specifications. Excellent materials 

and fine workmanship. § Wholesale only 


AS GOOD AS A ROOF 






P.R.LOWEa e Seana nine 1839 


TRAILERS 


25’ Semi-trailers, Scammell and all types 
new and reconditioned immediately 
available. 200 always in stock. 






















1957 DAIMLER Singie-deck Bus, with sliding 


front entrance, by Charles 
Roe, powered by Gardner 6LW_ Engine. This 
machine is guaranteed 51,000 miles only since 
new, and is in super condition throughout, £750. 


| — 


; SHENINGTON QUARRIES LTD. 








1952 A.E.C. Mk. !V_underfloor-engined 39- 
2 BOSWORTH ROAD, NOTTINGHAM $I NGLETON, “CLINT & CO. LTD cna ai “inex cellent. conaition a ae 
or immediate service, ’ be 
ee -* Senne NEWLAND WORKS, LINCOLN 1948 A.E.C. 2i-csnce, Willowbrook. ‘bodies. 
Phone: 24542 (2 lines) Gieiens Singleton Linceln powered by A.E.C. 7.7 Diesel Engines, all in 





unmarked condition, £325 each. 


1948/49 LEYLAND PS1 34-seater Service 


Buses, front entrance, 








powered by Leyland PS1 Diesel Engines, £275 
each. 


HIRE 
LADDERS 





1947/48 ALE.C. ‘ign Soaps. Dowie seshery 


Engines, an exceptionally clean fleet and 
excellently maintained, £325 each. 


1948 A.E.C. Low. Bridge _ Double-decker, 















Permanent or temporary 
High recovery value | 
30ft. to 100ft. clear span; lengths 
in any multiple of {2ft. 6in. 
Write for leaflet K.104 


THE LILLESHALL COMPANY LTD. 
ST. GEORGES © OAKENGATES — SALOP. 


om na ea fitted with AEC. 9.6 Diesel 
ines, a ver ne m ne rei or imme- 
UP TO 80FT. EXTENDED diate work, £325.) . 
TOWER LADDERS j ISAAIAS/46 GUY ita tite wey eet 
8ft. wide bodies, in extremely nice condition, 
UP TO 35FT. WORKING HEIGHT lef 4 fi é powered by Gardner SLW Diesel Engines, £295 
steel-framed, prefabricate 7 
32 - t Coaches, 
POLE LADDERS | BUILDINGS || 1999 BRISTOL 32,5288 oO 
UP TO 80 RUNGS Dicoet a with five-speed gearboxes, 
TRESTLES & STEPS | PACTORY SUILDINGS | J LEYLAND Getters, 1948 "and 1550 bodies, 
WORKSHOPS, PLANT STORES, excellent and very clean throughout, £225 each. 
FROM ETC. ETC. | §— All the above vehicles carry out three months’ 
J Oo he Pi o ence riveting or welding guarantee and CSS goer serviceable 
e ly erection | a 
* 
* 


Write for latest stock list, also special spare 
Part price list showing saving of 75% on spares. 


WILL TAKE YOUR OLD VEHIGLE IN 
PART EXO@NANGE 


MACNAMARA 


& CO. LIMITED 
BUSH ROAD, LONDON. S.E.8 


YOUNGS FENCING |": come 


ALL TYPES SUPPLIED Phone: MANCHESTER BLACKFRIARS 7577 
AU TYPES SUPPLIED YOUNGS or ORPINGTON tro. sneer NAT 


hone: ORPINGTON 26641 (3 Lines) 211-215 HIGH ST., ORPINGTON, KENT | 


Oakengates 120 











Five 
Two 


complete on 
wood 
Telephone: Chandler's Ford $328. 


Should 
60668 
from the 
Prices are well below list and mean substantial savings. 
Dispatch ex 
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ELECTRICAL EQUIPMENT, SPARES AND OVERHAULS, VEHICLES AND ANCILLARIES 


WO Carrimore Low-load 4-ton TRAILERS, with 
A Type Bedford Unit, 30ft. long, 22ft. in well. 
Unregistered, £395 each. 

One Carrimore 12-ton LOW-LOAD TRAILER fitted 
to S Type Bedford Tractor, 23ft. in well, 35ft. 
overall. Unregistered, £685. 
20-ton TOWED LOW-LOAD, 16-wheel, with 
ramps, £485. 
20-ton Pole or Pontoon carrying TRAILER, 
adjustable centre, 900 x 20 tyres, Winch, £395. 
ARTIC. RADAR VANS, air brakes, 900 x 20 
tyres. Good condition, £75 each 


20-ton Towed La Cross MACHINERY TRAILER, 
10 stud wheels, take big dozer, £375. 


Towed Dyson LOW-LOADER TRAILER, knock-out 
axle, 10/15S-ton, £625. 

Tasker ARTIC. 3/S-ton TRAILERS, £75 each. 
8.T 6-ton 4-wheel DROPSIDE TRAILERS, 


1100 x 20 tyres. 
SOUTHERN COUNTIES TRADING CO. 


As new, £185 each. 


Portsdown Hill Road, Bedhampton. Tel.. Havant 1438. 


EW 6-Voit H.D. 110-Amp/hr. BATTERIES: Lucas, 
Exide, etc., £3 15s. 
New Knife BATTERIES, 6.8-Voit, 75-Amp, £5 10s. 
J. T. LEAVESLEY, LTD., 
Alrewas, Burton-on-Trent, Staffs. Alrewas 354/56. 
CR SALE, 17-kVA 3-phase GENERATOR, with 


single-phase tapping (Caterpillar, with D4 Engine), 
skids, very little used, £225.—34 Oak- 


Road, Chandler's Ford, Eastleigh, Hants. 


ANTED, 10/12-ton LOW-LOADING TRAILER, 
16ft. well, to suit Leyland Comet.—RAPID 
LOADERS, LTD., 152 Oxford Street, Bilston. Tel.: 


Bilston 41751. 





CATERPILLAR TRACTOR AND 
RUSTON EXCAVATOR OWNERS 
ring Axworthy and Co., Ltd., at Windsor 
for unused Caterpillar and Ruston SPARES 
large and comprehensive stocks available. 
stock. Panic service in 


AXWORTHY AND CO., LTD., 
(Drotts for Hire), 


emergencies. 











Old Windsor, Berks. Tel.: Windsor 3434/5, 3384. 
MAIN SERIES 71 
DEALERS & 110 PARTS 
IN THE —_ | AND EXCHANGE 
DIESEL 
NORTH POWER UNITS 


F. MITCHELL (NOTTM.) LTD. 


DERBY ROAD *- NOTTINGHAM 
Telephone: 77701 Day or Night 


EVERYTHING 
MADE MOBILE 


SITE} 
OFFICES 
22' 
Insulated 


from £355 








| DORMITORIES 
| |4’ 4-berth £410 
| | | | 18’5-berth £505 
| G7 22’ 6-berth £595 


SHOW UNITS — RESIDENTIALS 


ALL UNITS FOR 
SALE OR HIRE 


LANDSMAN’S SERVICES 
BUCKDEN + HUNTINGDON 


¢ 


ep 


ES 
4 
ALLED IN ALL TYPES OF PLANT DURING WEEK-ENDS OR TO SUIT CUSTOMER'S CONVENIENCE 


ENGINES INS 


l 


uSTON POWER TO SERVE YOU 
From stock: SERVICE EXCHANGE ENGINES, 
Type VRON, VROHN, VRHN, VQBN, VPHN, 
YEN, VCBN. 

Full range of ENGINES from _10RB to 54RB Excavators. 
SERVICE EXCHANGE ENGINES also stocked for 
Cranes, Locos., Pumps, Power Packs, etc. 
CHANGEOVERS to EXCAVATORS and other PLANT 

UNDERTAKEN on site by STAFF of competent 
FIELD ENGINEERS. 
TILSLEY AND LOVATT, LTD., Engine and Plant Div., 
Newstead Trading Estate, Trentham, Stoke-on-Trent. 
Telepnone: Trentham 57331 and $7332. 


Telegrams: ‘‘Diesel,"" Stoke-on-Trent. 
PARES eer SA te 
10BD Muir-Hill Dumpers. 


C.P.T. Compressors. 
Blaw Knox 12S. 
List prices less 40 per cent. discount for complete lots 
Lists on application. 
WILSON PLANT HIRE, LTD., 
Weedon Rd., Northampton. Tel.: Northampton 4653/4 


J J. JOHNSTON AND CO., LTD., for REPAIRS, 
e OVERHAULS and FIELD SERVICE to all types 
of Centractors’ Plant, Mobile Cranes, etc.—'Phone 
Eigar 6905. RAPIER SPARES AND SERVICE. 
Coronation Road, Pzirk Royal. London, N.W.10 


RISTOL ANGLEDOZERS AND EQUIPMENT. 

Immediate SPARES and REPAIR SERVICE for all 

models.—H. A. SAUNDERS, LTD., Main Distributors, 
The Butts, Worcester. Telephone 26651. 


OR SALE, 300/400-Amp. 
WELDING SET; 
hauled.—WILLIAM__ G. 
Road, Leeds, 12. Tel. 


Murex Diesel-driven 
and generator over- 
SEARCH, LTD., Whitehall 
639081 (10 lines). 





TRELAWNY 


Leamington Spa 
Telephone: 8622 


FOR TRACKS | 






C 











NAISMITH for 
EXCAVATOR SPARES 


COMPLETE EXCAVATOR TRACK 
ASSEMBLIES IN STOCK FOR: 
10RB—l4in., 1ORB—20in., 19RB—1l6in. 
19RE—20in., 15BE—16in. 


22RB—26in. Single Lug. 

22RB—26in. Double Lug. 
33RB—22in., 33RB—26in., 38RB—27in. 
54RB—30in., 54RB—36in. 

Smiths 21—24in., Smiths 5-20—l6in. 
Lima 34—22in. 

Co 
TRACKS MANUFACTURED IN 


FINEST BRITISH STEEL TO RIGID 
SPECIFICATION AND TESTED 
THOROUGHLY UNDER ARDUOUS 
—— WORKING CONDITIONS 


e 
BRITAIN’S LARGEST 


MANUFACTURER OF 
EXCAVATOR PARTS 





COMPETITIVE PRICES 
LISTS ON APPLICATION 


JACK NAISMITH AND CO., LTD. 


Manufacturers and Distributors of 
EARTHMOVING EQUIPMENT SPARES 


53-55 South Portland Street, Glasgow, C.5. 
Telephone: South 3467 (3 lines). 
Telegrams: ‘‘Jaynell'’ Glasgow C.S. 

Works: 
61-71 Megan Street, Bridgeton, Glasgow, S.E. 


Telephone: Bridgeton 0774. 











as. 
YLINDER HEADS. — Caterpillar, jn 

B.M.C., AC. 
Special 


national, Ruston, Diamond fT, é 
Gardner, etc., perfectly repaired’ by our 
“FUSION WELDING PROCESS," no matter 
badly cracked. Finished, machined, tested, sta an 
Also Repairs to Crankcases, Sumps, Differentials my 
Axles, rear and front, reconditioned. Exchange pe" 
R6 P4 Heads. Established 40 years. Satista em 
guaranteed.— ANGELL AND WILLIAMS (PECKisie” 
LTD., Sumner Road, S.E.15. Telephone: RODney mM) 


3559, 
ANTED for large contract: 40-ton 

BOAT; 250 Bottom Dump and BOO R RICK 

Deck SCOWS; 400-h.p. Diesel TUG: 45-ton TRUct 
and Derrick CRAWLER CRANE, 100ft. Boom: Ck 
Shovel EXCAVATOR, 100ft. Boom: Vulcan "O"'g' 
PILE HAMMERS.—Write Box E.3272, “The com” 
Journal." Ontract 


OR SALE, 20-ton LOW-LOADER, Dyson Anc 

Trailer and A.E.C. Matador 4 x 4 Tractor Unie 
Price £1,000.—W. ELLIOTT AND SONS (youl! 
LTD., 67’ Wetherby Road, York. Tel.: York Jorn 
After hours—York 71194 0, 


EACH for Kango Electric HAMMERS, OFF-HE 
SHELF SERVICE for new TOOLS, Spares ¥ 
ACCESSORIES. 48-hour overhaul service.—HUBERY 
C. LEACH, LTD., High Street, Cheshunt, Hertfordshi : 
Telephore: Waltham Cross 25161. we. 


WO 2100 x 25 WHEEL and TYRE ASsEwaise 
7 16-ply, relugged, £90 each. SEMBLiES, 
10 1200 x 24 TYRES, &-ply, unused, £22 eacp 
L. W. VASS, LTD., Ampthill, Bedford. Amptnhili 3255/6. 
WE BUY REPLACEMENT PARTS for Caterpitigr 
Tractors.—Send offers to B .Q. “ 
Contract Journal." 2 







BALL AnD ROLLER BEARINGS 
FOR ALL CONTRACTORS PLANT 


BRITISH @ AMERICAN @ CONTINENTAL 


Any quantity despatched same day. 


A.C. BEARINGS 
245 KNIGHTSBRIDGE §.W.7 


EXCHANGE ENGINES 
and QUICK and EFFICIENT 
SPARES SERVICE 


FOR YOUR 


aU STOW 


ENGINES 


Consult 


STREATHAM ENGINEER 


Official Spares Stockists 





SPARES: SERVICE: = 
12/14 Wellfield Road, 43/45 Mitcham Lane, 
London, S.W.16. London, S.W.16. 
STR 3107 STR 2014/5 


















WM eat 


ARE SO HELPFUL 
FOR 


DIESEL GENERATING SETS 
SALE OR HIRE 
YOUR ENQUIRIES WELCOMED 


GROUP OF COMPANIES 


‘*Matbro” House, Beddington Lane, 
Croydon, Surrey. 
Me Olga ee al aed 


MPP) SUC A ee me ue 


RUSTON-PAXMAN SERVICE 


TILSLEY & LOVATT LTD. 


ENGINE & PLANT DIVISION NEWSTEAD TRADING ESTATE 


TRENTHAM, STOKE-ON-TRENT, STAFFS 


TS Tye eee a a eee 





Grams: ‘ Diesel’’ Stoke-on- 
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tment Me 








\ 
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ELECTRICAL, SPARES AND OVERHAULS, 
VEHICLES AND ANCILLARIES 


.—We have available SPARES from the 
ae machines. Substantial discount from 
jist pricesi—— eeciad KD 

Tourneau Scraper, ode \ 
12yd. eneau Winch, Type T. - 
Le Spares, Series 8R, 2U, 13A, 


aterpillar Tractor 

o iA. vee * 
xcavator. 
1201 te Box £.3173, ‘The Contract Journal.” 


1ESEL ENGINES SERVICE EXCHANGE | 
D For Smith Excavators, Ingersoll, C.P.T. and other 

moressors. Foden and E.R.F. Dumpers and Tippers 
a ir-Hill and Chaseside Loaders and Dumpers. 

7 Field service available day and night 

TILSLEY AND LOVATT, LTD., 
Engine and Plant Division, Stoke-on-Trent. 

OR SALE, Bedford TRACTOR UNIT, 1955, Perkins 
F Diesel Engine, Scammell coupling, 10-ton Lo-lode 
Trailer, k/o wheels, including Winch and skids, £850. 
BRITANNIA PLANT, LTD., Tewkesbury Road, 
Cheltenham. Tel. 56167. 


ALTERNATOR SETS from 75-kW to 450-kW 

are We also PURCHASE DIESEL ENGINES 

and GENERATING SETS.—SIPPY, 118 Pepys Road, 
London, S.W.20. 


International 


OR SALE, ROLLERS, TRACK PIN 
F and BUSH GROUPS, TRACK BOLTS and other 
SPARES of all descriptions. Good discounts. * 

Write Box £.B.518, ‘‘The Contract Journal. 


ANTED, Karrimore Drop-frame TRAILER, 18ft. 
W well —CHURCH ROAD MOTORS (SOUTHEND- 
LTO., Church Road, Hadleigh, Tel. 


ON-SEA), Essex. 


57271-6. 
WELDING SET WANTED, up to 300-Amp. 
D'*tust be portable, in good condition.—Write 
| 
| 





Box £.3245, ‘The Contract Journal." 


FORD REGULUS SPARES. Large quantity going 
BeNhear.—LONDON MORTAR MILLS, 400 Roding 


Lane South, Woodford Green. 
ANTED, One 04 CAB.—M. DICKERSON | 
(CONTRACTORS), LTD., Cambridge 56973. 








RUSTON 
EXCHANGE 
ENGINE SERVICE| 


Consult the Specialists 


Wheatley ¢ Whiteley 


99 Kirkstall Road, Leeds 3 
Tel: 31122 





COAGH SPECIALISTS 
of the SOUTH 


always have available a 
Large stock of Good Used 
PASSENGER VEHICLES 

many with C.O.F.s 
Ideal for conveyance of staff 
Yearly Road Fund Tax £12.10.0 


BEDFORD 26 str. Coaches from £75 

or suitable for SITE OFFICES, from £50 

A.E.C., LEYLAND, etc., 33/35 str. 
from £100 


Let us demonstrate at your premises 


E BAKER & CO. (DORKING) LTD. | 


The Coach Works, Farnham Trading Estate, | | 
Farnham, Surrey. Telephone : 4626/7 


Nunmacy 
\ 
ED a ait 
\ iter 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 


OADS AND RUNWAYS OFFER FOR SALE: 
10RB EXCAVATOR, 4600 Series, with Backacter 
and Skimmer Equipment, £500. 

22RB EXCAVATOR, 18000 Series, 
37RB eens 7000 Series, 


F/S. 
ane EXCAVATOR, 8000 Series, 
Ss 


with F/S. 
with Dragline or 


with Dragline or 


38RB EXCAVATOR, 12000 Series, with Dragline 
or \ 

38RB EXCAVATOR, 19000 Series, with F/S. 

S4RB Se VATOR. 22000 Series, with Dragline 
an 


S4RB EXCAVATOR, 9000 Series, with Dragline. 

S4RB EXCAVATOR, 21000 Series, with F/S. 

802 LIMA, with F/S and Dragline. 

1201 LIMA, with Dragline and F/S. 

10SS_ P. and H., with 100ft. Dragline. 

NCK605, long and wide, with Dragline and F/S. 
ROADS AND RUNWAYS, 

26 Victoria Street, London, S.W.1. Tel.: Abbey 4905. 


i Oo K EN FOR PLANT. 
HIRE your EXCAVATORS, DOZERS and 
SCRAPERS, Dinkum Major DIGGERS and Drott 
SHOVELS, TRENCHERS, DUMPERS, ROLLERS, 
CONCRETE MIXERS, PUMPS, COMPRESSORS, 
RAMMERS VIBRATORS, 


° HOISTS, GENERATORS, 

etc., from TOKEN CONSTRUCTION CO., LTD. 
Plant Depots: 

Station Rd., Thatcham, Berks. Tel.: THA. 3243-3370. 

Vaimar Rd., Camberwell, S.£.5. Tel. BRixton 5103. 






















SHAWNEE POOLE DUMP TRUCKS 
FOR HIRE 
We operate the largest hire fleet of these 


machines in England; consult us for all 
your requirements. 


Our hire fleet also includes D.8’s, D.7’s, 

D.4’s with Scrapers, Drott Shovels, Ex- 

cavators all sizes, Cat. 977 Traxcavators 
and 25 ton Low Loaders. 


PLANT HIRE OR CONTRACT 
IRVING AINSWORTH (MORLEY) LTD. 


MORLEY - Nr. LEEDS 
Phone: MORLEY 1800-1-2 


IM lia, 


you need a 


LA 


97 Air 
f 


ye | b 
HIRE°<J 
nt 


OPA a 


ey] 
W.G. cial 


WHITEHALL RD 


LTO. LEEDS 12 


Single chain Ring discharge Grab particularly 
suitable for handling sand, ballast, etc. No. 236 


JOSEPH WESTWOOD & Co. Ltd. 


Contractors to H.M. Government Departments, Crown 
Agents for the Colonies, British Railways (British 
Transport Commission), etc. etc. Bridge and Con- 
structional Engineers; manufacturers of Pressed Steel 
Troughing and Sheet Metal Equipment. Steel Stock 
Holders. 


NAPIER YARD, MILLWALL, LONDON, E.14 
Telephone: EASt 1043 


"Grams: Westwood, Easphone, London. 
Cables: Westwood, London. 
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ErAuse HIRE SPECIALISTS 
Lower Bristol Road. Bath. 
Consult G. W. SPARROW AND _ SONS, LTD. 
jib Extensions to 170ft. 


with all your lifting problems. 
Lifts up to 50 tons; 

COUNTRY WIDE SERVICE 
‘Phone: Bath 78158-78450. 


ELDING PLANT for HIRE. Diesel-driven Weld- 
Ing Plants, single and twin. Any part of 
country. Operators if necessary —UNDER WATER 


WELDERS AND REPAIRERS, LTD., Roath Basin, 
Cardiff. 


“TRAxcavators for HIRE. Caterpiliar 977, 955, 
HT4, International BTD6, 4-in-1. All In first-class 
condition, with experienced operators. — MOBILE 
HAULAGE, LTD., 230 Tottenham Court Road, London, 
W.1 Tel.: Langham 7833/5. 
Utaenev REQUIRED, SHEET STEEL PILING. 
In any length and section considered.—Write 
Box C.C.386, “The Contract Journal.” 
Fo SALE, SIDE-SHIFT and CLAMP; also Hyster 
VA70 FORKLIFT TRUCK, 7,000ib. 
Write Box P.3267, ‘‘ The Contract Journal.” 


WELDERS 


1958 


300 amp. LINCOLN PORTABLE 
DIESEL SETS 


FOR HIRE 


Very Keen Rates—For Long Term Hires 


MOORE’S PLANT LIMITED 


105-129 MARKFIELD ROAD, N.I5 
Phone: TOTtenham 0401/8 








Rollers 2}-10 ton 


Barber-Greene Asphalt 
Finishers 


Bristol ‘25’ Angledozer 
10 R.B. Excavators 
General Contractors’ Plant 


Haulage by our own Low Loader can 
be arranged at competitive prices. 


Enquiries invited 


WILLIAM F. REES LTD., 


Plant Department, 
MARLPIT LANE, COULSDON, SURREY. 
Tel: Uplands $302. 


wESTWOODs 
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J. + JOHNSTON AND Company, itp 
. OFFER FOR HIRE: 


1534 SUPPLEMENT THE CONTRACT JOURNAL 
PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 
LANT FOR SALE. OR SALE AT CLEARANCE PRICES. 
Jones Super 40 3-ton MOBILE CRANE, on Abelson BDOK250 TOWER CRANE and Track. 
a ae a 2VSO Engine, 25ft. Channel Acrow 3ft. x 2ft. SHUTTER PANELS, and smaller 
+ No cab, sizes. 


Ss. 

Terrapin PORTABLE BUILDING, 18ft. Gin. x 24ft. Gin. 
x 11ft. high, folds down for transporting to 
18ft. Gin. x 7ft. Gin. New condition. Cos: £975. 
Price £350. 

Rapier 3-ton Diesel/Electric Fully MOBILE CRANE, 
powered by Perkins 4-cyl. Engine, £925. — 
Seven Stothert and Pitt 7/5 MIXERS, with 5/1 Lister 
Diesel Engines. Extremely clean machines, from 

£50 each. 

Five Stothert and Pitt 5/3'2 MIXERS, Petrol Engines, 
£35 each. 

Seven. Millars Force Lift Diaphragm WATER PUMPS, 
Bamford Petrol Engines. Completely reconditioned. 
From £40 each. 

Ruston 6yd. SCRAPER, good tyres, £185. 

Muir-Hill 3yd. DUMPER, Petrol, £75. 

G. H. DUNNING, 
Ballards Yard, High Street, Edgware. Edgware 2572. 
Open week-ends. 


OR SALE or HIRE: JUBILEE TRACK; TIPPING 
WAGONS; BOGIES, etc.; B.H. and F.B. RAILS 
for relaying or shoring; Pierced Steel PLANKING 
and SHUTTERING PANELS: HAND WINCHES; SHEAR 
LEGS and CHAIN BLOCKS; CRANE BUCKETS; LIFT- 
ING JACKS; STORAGE TANKS; GIRDERS; ANGLES: 
CHANNELS and ROOF TRUSSES; Steel Frame and 
Wooden Section BUILDINGS; Steel and Cast-iron 
TUBING up to 24in.—CYMRIC TRADING CO., LTD., 
Liandaff, Cardiff. 


,ELMAG Diesel PILE HAMMERS for HIRE .. . 
Our fleet of these fine machines Is the biggest In 





Britain. Models D5, D112 and D22 available with 
rope suspended teaders, and leg guides, suitable for 
driving any section of pile 

DUDLEY VALE, LTD., 


3 Buckingham Place, London, S.W.1. ViCtoria 0252. 


ANTED, quantity JUBILEE TRACK, LOOSE 
RAILS, WAGONS, CRANE SKIPS, ROADFORMS, 
2-ton Hand DERRICK CRANE. — Full particulars, 
prices, write Box P.3116, “The Contract Journal." 


HM 7ANTED, DRAGLINE or CRANE EQUIPMENT 
for 19RB Excavator.—D. DAVIES AND SONS 
(DINAS), LTD., Liansawel, Liandeilo. 








PLANT NOW FOR A 
GOOD SPRING 


DIGGERS: 


Dinkums, Dinkum Malors, }.C.B.s, Fergusons, 
from £130 down, £6 10s. per week for two 
years. Cash price .. ; £650 


1958 Dinkum Major, perfect throughout, fully 
equipped, £320 down, £60 per month for two 
years. Cash price .... £1,600 


1958 Dinkum Major, perfect throughout, fully 
equipped, £340 down, £63 per month for two 
years. Cash price . ee 


1959 Dinkum Major, perfect throughout, fully 
equipped, £360 down, £67 per month for two 
years. Cash price 


Dinkum Digger and Bulidozer, mounted 
type County Crawler, excellent value. 
down, £33 per month = for 2 
Cash_ price ‘ ° 


late 
£180 
years. 
£900 


DUMPERS 


and Chasesides, 
10s. 


Muir-Hills 
from £75 down, £3 
years. Cash price 


Aveling-Barfords, 
per week for two 
£375 


SHOVELS: 


Weatherills, Brays, ail Hydraulic, 
£7 10s. per week for two 
years. Cash price sc ‘ £800 


Bray BL4SOT, October, 1958, overhauled as 
necessary by manufacturer. £560 down, £104 
per month for 2 years. Cash price £2,800 


Chasesides, 
from £160 down, 


SPECIAL: 


TD18A, in very good working order. 
£320 and £15 per week for two vears. Cash 
price obdd 550d Se SPACERS . .... £1,600 


Demag Excavator, very little used, complete 
with ‘tg cu. yd. Trencher Attachment and 
23 cu. yd. Forward Digging Attachment, track- 
mounted, driven by Deutz HO153/8E Engine, 
all Hydraulic, £1,600 down, £300 per month 
for two years. Cash price .. £8,000 


Deposit 


MAIN DISTRIBUTORS OF 
DINKUMS—DUMPERS—ROLLERS— 
COMPRESSORS—TIPPERS—TRACTORS 


DIAL-MEC LTD. 


CAXTON HILL, HERTFORD 


Tel. 


3175/6 and 2456/7/8/9 





MOO 


Road Machines Twin-bucket WEIGHBATCHERS. 
Parker 10/7 and 7/S Tilting Drum MIXERS, Petrol. 
For details, ring BOXmoor 3810, or apply to: 
LONDON FERRO-CONCRETE CO., LTD., 
Maxted Close, Hemel Hempstead, Herts. 


ET UNICORN WORK FOR YOU.—When buying 
or selling all Mining, Quarrying, Contractors’ 
Plant, Loose Equipment, Ancillaries, etc., our Register 
will produce what you want.—Send your inquiries or 
details of equipment for disposal to UNICORN PLANT 
REGISTER, Box, Wilts. Tel.: Bath 88053. 


OR SALE or HIRE, Latest type AIR LOCKS, L.P. 

COMPRESSORS and MEDICAL LOCK for caisson 

sinking.—A. E. FARR (PLANT HIRE), LTO., West- 
bury, Wilts. Tel. 356. 


OR SALE, 25-ton 
30ft. to 105ft. 

on completion of 
Contract Journal.” 


OR SALE, Sulzer FIRE PUMP, Type M, 700 g.p.m., 


Lorry-mounted CRANE, Jibs 
New 1960. Immediate delivery 
sale.—Write Box P.3229, ‘The 


total head (ft.) 111.7lb., 2,870 r.p.m. Excellent 
condition. Price £150.—R. S. HAYES, Jenkins Yard, 
Bridgend. Tel. 3311 (3 lines). 


‘OR HIRE in Leicestershire and adjacent counties: 

Coles and Hydrocon MOBILE CRANES and J.C.8. 

EXCAVATORS.—CREESE PLANT HIRE, Thurmaston, 
Leicester. Syston 2932/3. 


LOGGETTS PLANT HIRE. — Fleet of DIGGER- 
LOADERS for immediate HIRE.—2 Burtons Road, 
Hampton Hill, Middx. Tel.: Teddington Lock 1138/9 


 EQUIRED, 10/8 Double Rope GRAB for rehandiing 
sand.—Give age, price and condition to Box 
P.3244, “The Contract Journal." 


OWER CRANE for HIRE.—Liebherr F25. Maxi- 
mum height 133ft., radius 75ft., load 2 tons. 
JERRAM, Sandford Works, E.6. GRA 4617/8. 


OR SALE, 6/8-ton Greens TANDEM ROLLER and 
Modern 10-ton D.R.M. ROLLER. 
Write Box P.3266, ‘* The Contract Journal." 











BUNKER CLAMSHELL GATES 
LEVER OR AIR OPERATED 
ALL STEEL CONSTRUCTION 


MAXIM CONVEYORS 
(ENGLAND) LTD. 


BELVEDERE - KENT 
Ring ERITH 4223 


LOW HIRE RATES 


for 








Drotts 4-in-l. 


DINKUM DIGGER Majors, with Hydraulic 
Power Grab or Trenching Bucket. 


D2 and D4 BULLDOZERS. 

D4s and 4/S5yd. SCRAPER. 

CALFDOZERS. 

TRACTORS, TRAILERS, DUMP TRUCKS. 
Mobile and Portable COMPRESSORS. 
DUMPERS, 4yd. to 4yd. 

Chaseside LOADING SHOVELS. 


ROLLERS, Vibrating and Deadweight type, 
64cwt. to 10 tons. 


PUMPS. 

RAMMERS. 

MIXERS and WEIGHBATCHERS. 
Kango HAMMERS. 

4ft. CHAIN SAWS, power-driven. 
SCAFFOLDING, etc. 


ARE OFFERED BY 


TRUNDLES LTD. 


HUNSDON, 
NEAR WARE, HERTS. 


Telephone: Stanstead Abbots 71. 








Neals QM 4/6-ton capacity Mobile CRAN 
senee hel EIGESEAEME, soscen, mm seenen 
ones obile ANE, 30/40ft. Jib, 
Rapier S-, 6- and 7'2-ton capacity MOBILE CRANE 
Neals G 1Scwt. capacity PORTABLE CRANE 
jules Weitz GiISHVA TOWER CRANE, p 
Drott 1 cu. yd. Tractor SHOVELS. 
Rapler %3 cu. yd. Crawiler-mounted EXCAVATOR; 
all equipments. 
DUMPERS, 1Scwt. and 22'acwt. capacity. 
COMPRESSORS, 2- and 4-tool, portable ang jor 
CONCRETE MIXERS c 
MIX , 5/3'2 to 14/10 cu. ft, 
SWING WEIGHBATCHERS, 14 cu. ft. Double waa: 
Rapler Centrifugal PUMPS, 2in. to 4in. 
Wickham Diaphragm PUMPS, 3in. and 4in. 
Stothert and Pitt 6'tacwt. Vibrating ROLLERS. 


271 Uxbridge Road, London, W.12. 
_— . Tel.: Shepherds Bush 6941. 
OR SALE. a 


One 19RB SHOVEL EXCAVATOR, 11000 Series, 


One 43RB DRAGLINE EXCAVATOR,’ 15000 Series 
One er Model 360 TOWER CRANE, new 
W. THOMPSON (PLANT), LTD., 


67 Brook Crescent, South Chingford, E.4, 
Tel.: Silverthorn 5593. 


or SALE. 

Jones 3-ton MOBILE CRANE, 
25ft. Jib, ex Ministry, never 
unused. £575. 


G.F. Diesel DUMPERS, '2 cu. yd. and 34 cu, yg 
£80 each. J 


SUTCLIFFE, Holts Road, Arnold, Notts. Tel. 26-3417, 


VAILABLE for Immediate HIRE.—D6, D4, TDi4 

and TD18 TRACTORS, DOZERS, SCRAPERS, 
19RB and 10RB_ EXCAVATORS, all equipments, 
DINKUM DIGGERS and Drott SHOVELS. — Apply 
TILBURY CONSTRUCTION CO., LTD., Ruscombe 
Works, Twyford, Berks. Tel.: Twyford 177. 


Fo SALE, Potain Record TOWER CRANE, Model 
607, excellent condition, purchased August, 
1959.—THOS. COGGON AND CO., LTD., 
Lane, Off Watch House Lane, Doncaster. 


RAILWAY MATERIAL 


. RAILS OF ALL SECTIONS AND ALL 
4.% ACCESSORIES—CONTRACTORS’ PLANT, 
Ps TOOLS, ETC. 


INSTALLATION OF SIDINGS UNDERTAKEN 


ARMYTAGE & SONS, LTD. 
LEADMILL ROAD, SHEFFIELD, | 


Ruston Diesel, 
reeved, appears 


Pipering 





IMMEDIATE DELIVERY 
Ex Stock 
Sherman Trencher/Bray Shovel 
Liner Roughrider Dumpers 
Stothert & Pitt Vibrating Rollers 


Clarke Hydrovane Mobile Compressor 
Arden 3/2 Mixers 
Fisher Pipe Detectors 
GREENHAM EQUIPMENTS LTD. 
Clayton Road, Ruislip Road 


Greenford, Middlesex 
Ring Viking 3651 












~ CONCRETE SKIPS 
us & 
TTOM ARGE and TIPPING TYPED | 


M. E. ENGINEERING LTD. 
457 FINCHLEY RD., LONDON, N.W3 
HAMPSTEAD 7401-2-3 
















FOR HIRE 


QUARRY BANK, BRIERLEY HILL, STAFFS. 


a 


Warsop Centrifugal and\Wickham Diaphragm. 


COMPRESSORS 


J. W. COX PLANT HIRE LTD. 





60—600 C.F.M. 






Phone: CRADLEY 66695 


Tel: 
TOTtenham 


0401 
(10 lines) 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 

aac sai Sai — 

EAGRON (CONSTRUCTION), LTo. HE UNUSUAL PLANT SERVICE | ODERN PLANT FOR HIRE, with experienced 
OFFER FOR HIRE: We claim to have *he most comprenhens'!ve PLANT operators and backed by an efficient service 

NEALS QM_ 4/6-ton capacity MOBILE CRANES, Jibs HIRE SERVICE in this country, and you can obtain | organisation: — 
from 24/60ft., heavy duty pneumatics. With from us almost everything the builder requires, from a EXCAVATORS, 's, 38 and '2 cu. yd. 
Grabs if required. drain plug to an excavator. Our lorries deliver in | Jj.C.B. HYDRA-DIGGAS. 

NEALS 2-ton MOBILE CRANES, mounted = on the London area every day. Note the telephone No. | DUMPERS, '2 to 4 cu. yd., Diesel. 
pneumatic tyres or crawler tracks. , Brentwood 2116. — SYMES (PLANT), LTD., Ongar | ROAD ROLLERS, 1 to 12 tons. 

NEALS 1S5cwt. MOBILE CRANES, 20ft. Lattice Jibs. Road, Brentwood, Essex. | COMPRESSORS—Mobile and Portable, with every 

JONES KL44 3/4-ton capacity CRAWLER-MOUNTED | =- on tf } type of equipment. 

CRANES, 24ft. Channel to 40ft. Lattice Jibs, with 120 . | Chaseside SHOVELS, '2 to 1 cu. yd. 
Toft. Jury Jibs. | » Sy Yd Winget CENTRAL MIXING PLANT. | ANGLEDOZERS—international and Fowler. 

COLES and LORAIN 5/25-ton capacity LORRY- | with 3 cu. yd. Mixer, complete installation. CONCRETE MIXERS, 5/312 to 14/10 cu. ft. 
MOUNTED CRANES. Second-hand TRUCK MIXERS, mounted on Foden, | PUMPS, 11!2in. to 6in., Diesel. 

LIMA 802 30-ton capacity CRAWLER-MOUNTED | Dodge and Leyland chassis. | Earth Rammers, Hoists, Cranes, Mortar Pans, Kango 
CRANE, fitted 80/100ft. Jib, with Back Hitch | WILLIAM G. SEARCH, LTD., Whitehall Road, Hammers, Roadforms, Traffic Lights, Scaffolding, 
Gantry. First-class condition. | Leeds, 12. Tel. 639081 (10 lines). and most types of Contractors’ Plant. 

CONCRETE MIXERS, 5S/3'2, 7/5, 10/7, 14/10 and 7 ttotined een rome HUBERT C. LEACH, LTD., 

21/14 cu. ft. capacity, Dlesel-powered, high or | YY NG PLANT FOR wteRE | 131 High Street, Cheshunt, Herts. 
standard discharge, with Integral Weighgear and conmpneasons Tel.: Waltham Crass 25161 (5 lines). 
crapers. - — __ 

OUMPERS, Diesel, '2/4'2 cu. yd. capacity. MOBILE CRANES. URPLUS CONVEYOR BELTS. New, unused and 

COMPRESSORS, Lorry-mounted and Portable, with full LIGHTING PLANTS second-hand. Most widths up to 36in. in stock 
equipments. » woene ests, 7/10 @YE-ARC, LTD., Plant Hire Division. for Bg delivery. a Belts 

UEEN ese ' H . /10cwt. - supplied on sale or return_basis. 
we ie, rail as required. | Silvertown Works. North Woolwi-n Road. London, €.16 Sheffield: 27 Broomgrove Road (Tel. 64436). 


EXCAVATORS, 10, 19, 24, 33 RBs and NC.K. 304 
with all equipments. 

40ft. HANGING LEADERS tor 
Excavators, complete with all necessary fittings. 

DROTT and ALLIS-CHALMERS HDSG TRACTO- 
SHOVELS. 

CATERPILLAR and BRISTOL TRACTORS, ail 

).C.B. and DINKUM DIGGERS. 


19RB or 22RB 


sizes. 


ROLLERS, 634cwt., vibrating, to 10-ton capacity. 

SHUTTERING, SCAFFOLDING, PROPS, ROAD. 
FORMS, etc. 

MONO-RAIL and C.P.0.A.C. CONCRETE PLACER 
EQUIPMENT. 

BAR BENDERS and CROPPERS, Diesel and Electric 
drive 

CHINOOK HEATERS, all models available 

FURTHER DETAILS 
Abbey House, Victoria Street, London, $.W.1 
felephone: ABBey 5152 (4 lines). 


ANTED, 19RB and 22RB EXCAVATORS, prefer- 
ably with Face Shovel Equipments; also 5-ton, 
7-ton and 10-ton Electric Derrick CRANES.—GEORGE 
COHEN SONS AND CO., LTD., 600 Wood Lane, 


W.12. SHEpherds Bush 2070. 


ALL BUILDERS’ PLANT 


Alloy and Steel Scaffold tube, 
boards, fittings, Acrow props, 


concrete mixers, etc. 


Prompt delivery, competitive prices and 
terms arranged 


M. SANDERS LTD. 
18/20 Mediar St., London, S.E.5. ROD 5143 


PLANT HIRE SUGGESTIONS 


TARPAULINS: 





1Sft. x 12ft.—Ss. per week. 18ft. x 21ft.— 
6s. per week. 18ft. x 15ft.—7s. 6d. per 
week. 21ft. x 15ft.—8s. 9d. per week. 


RAILWAY SLEEPERS—for Site Work: 
Size 8ft. Gin. x 10in. x Sin.—10d. per week. 
PUMPS: 
Warsop_2in. 
£5 per week. 
RAMMERS: 
Warsop—£S per week. 
HOISTS: 
10cwt. Platform, up 
per week. 
SITE HUTS: 
12ft. x 8ft.—2Ss. per week. 10ft. x 8ft.— 
20s. per week. 8ft. x 6ft.—15s. per week. 
PAINT SPRAY PLANTS: 
One-gun Electric—£4 10s. 
SCAFFOLD BOARDS: 


Centrifugal, 6,000 g.p.h., 


to 60ft. high—£6 


per week. 


2d. per ft. per month of 4 weeks 
STEEL TUBE 
‘ad. per ft. per month of 4 weeks. 


ALUMINIUM ALLOY TUBE: 
lad. per ft. per month of 4 weeks. 
All rates ex Depot. 
(Dally rates available in some cases.) 


CAMPBELL-GRAY LTD. 


Penge Rd., South Norwood, 
— Telephone: SYD. 


68/70 
S.E.25, 


London, 
3131 (S tines) 








“Phone: ALBert Dock 4381 (10 lines). 


OR HIRE.—Available immediately. 1201 LIMA, 
fitted with genuine American 100ft. Crane 
Boom, Back Hau! Gear, Bridle, etc., and in first-class 
condition. —- PLANT SALES, LTD., 25 Castlereagh 
Street, London, W.1. Tel.: Paddington 2663/5. 


ANTED, Jones Super 40, or similar, MOBILE 

CRANE, pneumatic or solid tyres. Wanted for 
yard use.—Full details to HOLDSWORTH (YORK- 
SHIRE), LTD., 10 Park Square, Leeds, 1. Tel.: 
Leeds 32861. 


ARKER 4ft. Gin. Overoll Portable MORTAR MILL, 


Lister Diesel Engine, in excellent condition 
throughout, £265.—NORMAN WALKER (MACHIN- 
ERY), LTD., Anlaby, Hull. 


AND S. SERVICES, 88 Cherrydown Ave., London, 

e E.4 (SIL 3028).—For good second-hand PLANT. 
Plant inspections carried out. Personal service at the 
right prices. Send us details of your surplus plant. 


BE Xcettenr Priestman 12/10 Single Chain GRAB, 
Been little used. £115.—NORMAN WALKER 


(MACHINERY) LTD., Anlaby, Hull. 








19 & 33 R.B.s 
T.D. & H.D.14s 
MERTON OVERLOADERS 


FOR HIRE 


SAND & SHINGLE LTD. 


FAGGS RD., FELTHAM, MIDDX. 
FELTHAM 3045 


BELT CONVEYORS 


We invite enquiries for the hire of 
conveyors and ancillary equipment 
to handle bulk materials, Our 
organisation is at your disposal to 
provide technical advice. 

Attractive daily and weekly rates, 


Please write or telephone : 
SUTCLIFFE PLANT HIRE LTD. 


i4a BOND STREET, WAKEFIELD 
Telephone: Wakefield 6031 








cece eran te dee 


hire it from... 





LSON_ Z 


gl 






Wallis & Steevens 25 to 10/ton. 














Glasgow Area: 
2468). London: 
South Wales: 


Luggle Bank Road, Kirkintilloch (Tel. 
33 St. George's Drive (Tate 8772). 
1.F.S Kingsway Trading Estate, Bridgend 
(Tel. 1567). 
ONVEYORS WANTED. 
24in. wide Belt x 200ft. to 250ft. 
24in. wide Belt x SOft. to 100ft. long. 


Write Box P.3241, ‘‘ The Contract Journal." 


long. 





WO Muir-Hill 3yd. DUMPERS, Diesel Engine, 
good tyres, inspection invited, £350 each. 
3syd. Wolf EXCAVATOR, any equipment, in good 


order, £1,150.—E.K. PLANT, LTD., Folkestone 51651. 


OR SALE, Smith 210, with F/S, Skimmer and 


Backacter; also 10RB with any one equipment. 
B.G. PLANT (SALES AGENCY), LTD., Watlington, 
Oxon. Watlington 44. ae 

‘OR SALE, Chaseside and Muir-Hill LOADING 


SHOVELS. — B.G. PLANT (SALES AGENCY), 
LTD., Watlington, Oxon. Watlington 44. 


EQUIRED, 1201 Lima DRAGLINE EXCAVATORS 
in really good condition. 
Write Box RR.516, ‘* The Contract Journal.” 





FOR HIRE IN SOUTHEND AND 


AREA 
5-ton MOBILE CRANE, 40ft. Jib. 
LONG and SHORT HIRE and REHIRE. 


CHURCH ROAD MOTORS (Southend-on-Sea), 
(Plant Department), 
Church Road, Hadleigh, Essex. 
Telephone 57271 (10 lines). 


LTD. 


KINGSTON PLANT 
HANWORTH °- MIDDX. 


FOR 19 R.B. EXCAVATORS AND 


ALL PLANT HIRE 


FELTHAM 4084 


FOR IMMEDIATE HIRE 


1959 model 607 
RECORD TOWER CRANE 


—sz - 





CAPACITY : 
3 tons @ 28ft. 
1 ton @ 82ft. 


Complete with all ancillary equipment 





CHAMBERLAIN PLANT LIMITED 


CROWN WORKS 
Southbury Road, Enfield, 
Middlesex. 


Tel: HOWARD 4994 





Tel: 
TOTtenham 
0401 


(10 lines) 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 


RESSOR S. 


A 'R cOoOMmM Pe 
Reavell Model DSAGE, 100 c.f.m., 100Ib. p.s.i., 


with 22-h.p. motor, 400/350, all on C.I. bed, 
£250 
Two 10ft. x 4ft. Vertical 3gin. plate AIR RECEIVERS, 
£185 each 
Holman 2-Tool T13D0 TRAILER COMPRESSOR, Dorman 
2DL Diesel, £325 
Bristol new 2-Tool COMPRESSOR on Fordson 1953 
Diesel Major Tractor, £750 
One Bristol 30 c.f.m. Electric 400/3/50 7.S-b.p. 
STATIONARY SET, on receiver 20in. x S8in., 
£165. 
WILLIAM R SELWOOD LTD., 
Chandler's Ford, Hants. Telephone 2981 
ty YOU WANT to PURCHASE or HIRE any | 
CONTRACTORS PLANT please get in touch | 
with METAL UNION (PLANT), LTD 7S Victoria | 
Street, London, S.W.1 Telephone’ ViCtoria 4868/9 


7429, 2177/8 


TEEL SHEET PILES 
4 WANTED. All Sections bought 


and TRENCH SHEETS urgently | 
large and small 


quantities. Immediate payment 
DUDLEY VALE, LTD., 
3 Buckingham Place, London, S.W.1. ViCtoria 0252 


and Pitt 14/10 Diesel 
Lister Freedom Engine 
£450.—NORMAN | 


RACTICALLY new Stothert 
CONCRETE MIXER, with 
Any trial or inspection our works 
WALKER (MACHINERY), LTD., Anlaby, Hull 


OR SALE, New 3in. Mud Marvel Single and Twin 

Diaphragm PUMPS. Immediate delivery ex stock 

WILLIAM G SEARCH, LTD., Whitehall Road, 
Leeds, 12. Tel. 639081 (10 lines) 


For HIRE IN THE MIDLANDS: 10-ton Lorry- 
mounted CRANES, Jibs to 75ft.—L. NELSON 
AND CO., LTD., Lugtrout Lane, Solihull, Warwickshire. 
Telephone: Sheldon 4005 


OR SALE, 12A 
TRAXCAVATOR, 
Bucket. New 1959. — 


Caterpillar 955 
with 153 cu. yd. Side Dump 
JOHN WILLIAMS (PLANT 
HIRE), LTD., Hillcrest, Euxton, Lancs. Chorley 3110. 

OR SALE. 2-tool C.P.T Diesel COMPRESSORS 

and 1-too! Copco Diesei COMPRESSOR, 500 c.f.m. 
COMPRESSOR B.G. PLANT (SALES AGENCY), 
LTD Watlington, Oxon. Watlington 44 


UU EEE 
EXCAVATORS FOR SALE 
(Abridged List) 


Series C 


PRIESTMAN MACHINES: 

Cub Mk. V, new 1960, 26ft. Dragline. Excellent, 

£2,500. / 
Wolf 3A, new 1953, Skimmer and Backacter, £1,150. 
Panther, new 1953, with Crowd Shovel £850. 
Panther, new 1953, with 40ft Dragline and 21/17 

Grab, Dorman Diesel, £2,200 

RAPIER MACHINES 

414, new 1956, 4-in-1 equipment, £2,100. : 
424, new 1954, with any one equipment, Perkins S6. 


Completely reconditioned, £2,750. 
RUSTON MACHINES: 
1951/55, with any one equipment, from 


10RBs a 
£1, > 
10RB, with Drag and Grab, new 1955/56, £1,900. 
19RB. new 1948, Shovel Equipment. Very good, 
£1,850. 
24RB, new 1946, Shovel Equipment, £2,350. 


33RB. new 1951, SOft. Drag and Face Shovel. Recent 


overhaul, £6,200 
37RB, new 1946, with Drag. Fair condition, £3,750. 
Shovel Equipment also available. 
S4RB, new 1944, with 60/70ft. Drag, etc., £7,500. 
54RB. new 1951, 21'2yd. Shovel Equipment, Paxman 
Diesel, £7,000 
S54RB, new 1957/58, Shovel and Drag, Ruston Paxmar 
6RPH2, wide tracks. Good, £18,500. 
SMITH MACHINES 
Super 10, new 1953, one equipment, £1,100. 
Super 10, new 1952/53, Skimmer and Backacter, 
£1,200. 
OTHER MAKES: 
Lima 2400, new 1955, with 6yd. Drag, Caterpillar 
Diesel, £26,000. 
Sayd. N.C.K. 304, new 1955, 60ft. Drag or Shovel, 
A.E.C. Diesel, £3,500. 
1t2yd. N.C.K. 605, new 1955, 80ft. Drag, Dorman 
6KD Diesel Good, £12,500. 
ALAN R. DAVIES, LTD., 


20 Whiteladies Road, Bristol, 8. 
Telephone 38418. 


Plant for Hire | 


Available for immediate hire 





NEW 4,000 Ib. and 5,500 Ib. 
COVENTRY CLIMAX 
DIESEL DRIVEN FORK 

LIFT TRUCKS 


THOS W. WARD LIF 


Contractors’ Plant Department 
BRETTENHAM HOUSE, STRAND, LONDON, W.C.2 


Telephone: TEMple Bar 1515 





LORRY- 
MOUNTED 








CRANE HIRE 


Capacities: 4°5°6°10°15* 20+ 224° 25 tons 


LANT FOR HIRE. 
_ In Warwickshire and adjoining counties. 
Delivered and collected with our Low-loader to your 


site. 

One Greens 10-ton ROLLER, with Scarifier. 

One Greens 4-ton ROLLER. 

Two ee Wolf EXCAVATORS, with all Equip- 
ment. 

One Priestman Cub EXCAVATOR 

Two Allen 12-21 TRENCHERS. 

Two Allen 12-18 TRENCHERS. 

Several C.P.T. 2- and 3-tool AIR COMPRESSORS, 
complete with hammers. 

One 8in. Sykes Self-priming Diesel PUMP, complete 
with pipes and bends, and capable of pumping 
90,000 gallons per hour. 

One Gin. Ditto, capable of pumping 60,000 gallons 
per hour. 

Several 3in. Wickham Diaphragm PUMPS and pipes. 
Apply DUNCHURCH PLANT HIRE, LTD., 
London Road, Dunchurch, nr. Rugby. Dunchurch 379. 
GQournenn BUILDERS AND CONTRACTORS 
(LONDON), LTD. 

FOR HIRE: 
19RBs, 10RBs, D7s, Das, with Dozers and Scrapers, 
Drotts 4-in-1; also 1tyd. Crawler Shovels; and 

all Plant at very competitive rates. 
FOR SALE 

D4 2T, with L.P.C. Hydraulic Dozer, in exceptionally 
good order. 

Drott 4-in-1, in good condition. 


D7 CABLEDOZER, in first-class order. 


Selection of Modern TOWER CRANES. 
Write or ‘phone: 
Cranleigh, The Drive, Rickmansworth 2878 or 5235. 
OR SALE, 1959 J.C.B. HYDRA-DIGGA/LOADALL 
65. With Front Loading Shovel, two Backacter 
Buckets and Face Shovel Attachment. This is a 
builders’ machine and has only done 1,700 hours’ 


work and been operated by one driver since new, and 
is strongly recommended. Can be seen working in 
Northants. £1,750.—GILBERT HOWELL, West Street 
Earl Shilton, Leicestershire. Tel.: Earl Shilton 2210. 
J.C.B. Distributors. 


Uteenny REQUIRED, SHEET STEEL 
any quantity and length considered. 
Write Box G.G.393 “The Contract 


PILING, 


Journal.” 





| PLANT HIRE 
| & SALE 


| Excavators 
| Bulidozers 
| Scrapers 

| Mixers 

! Pumps, etc 
* 


Spares from 
stock. 















WEYDOWN ROAD, 
HASLEMERE, SURREY 
Telephone: HASELMERE 2294/5 





A HAPPY CHRISTMAS 


and prosperity in the 
future for all our 
friends 





IMTERMATIONAL 
HARVESTER 








' 


\ 





JIB LENGTHS: 25’ to 140’ 










_. FREDERICK ATTWOOD LTD. 





AND RUNWAYS OFFER FO as 
er COMPRESSORS: = sam 
c.f.m. C.P.T., powered by Ruston 4VRH pj 

Berger starter, mounted f esel, 
Two. £800 each. = aw 
c.f.m. Air Pumps, powered by Dorman 6K 
mounted on four pneumatics, £1,100. 


FROASs 


§20 
Diesel, 


110 c.f.m. Broomwade S$V128 Portable 

10S c.f.m. Pescara Muntz, £425. : 

. on sain "sat eee 

wo -ton ode 01, with Pullwa 

o San opeet £285 each. ¥ and 250Ib. 

ne -ton odel 201, with Pull 

© bie Hopper, £360. — = 

i : ‘ 

n ae” with 140Ib. Dispenser but no Pullway, 
HOPPERS: 

Two 'zyd., Side and Bottom Discharge. 

Two %syd., Side and Bottom Discharge. 

Two tyd., Side and Bottom Discharge. 


o . = WETSHEATCHERS: 
aw nox cu. yd. (3-compartment), £325 
Road Machines 14 cu. ft. D Swi i 
batchers, £130 each. — Weigh- 
MONORAIL POWER WAGONS: 


Four 10 cu. ft., Petro! Engine-powered 
F 20/30cwt A.C.E. Platte ae 
our 2 cwt. -C.E. Platform Hoists, 
ELECTRIC HAMMER DRILLS” = 
24 Victor Style 91VIB, £5 each. j 
ROAD FORMS 
350 8in. x 10in. Long Heavy-Duty, 52s. 6d. each 
ROADS AND RUNWAYS, 
26 Victoria Street, London, S.W.1. Tel.: Abbey 4905 
SOR SALE, Smith 210 Super Exc 
I No. X203, Dorman-Ricardo 2-cyl. Dies! tae 
’s cu. yd. Dragline Bucket and Backacter, Face Sho . 
Skimmer Equipment with two Buckets, all in on 
good deal ga Tg DOE AND SONS. utp’ 
nerapia ane itcham Road, C ‘ . 
Tel.: Thornton Heath 4844 a cae 
[OR SALE, Butters 7-ton Two-motor tric 
Derrick CRANE, 120ft. Jib, very good, exon 
Write Box P.3166, “The Contract Journal.’ 


YVAN TED, Powered BAR BENDER and Bar Cropper, 
lin. maximum capacity ; 
Write Box P.3253, 


Diaphragm 
Pumps - 
SALE or HIR 


All types and 
capacities available 


DUKE & OCKENDEN L". 


28 Victoria Street, London, S.W.1. ABBey 6338 
Works : Littlehampton. Phone: SIX 


The Contract Journal.” 















h 
SAVILLE 


(TRACTORS) LTD. 








STRATFORD -ON-AVON 
LONDON 
CARDIFF 

BELFAST 









257-273 Wood Street, 
Walthamstow, 
London, E.17 


COPpermill 1151 (7 lines) 
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ra canrealy GET MOVIN 


with the NEW BID-8 and B-8G-2 bullgrader 


HERE’S THE NEW BTD-8 CRAWLER, with that extra long life steering clutch plates and 30° spiral bevel crown 





power... weight . . . and speed, to give you more yards per wheel for extra durability in heavy-duty operation. 
hour — cheaper! Fitted with the ‘direct-lift’ B-8G-2 hydraulic bullgrader equip- 


This easy to operate and cleanly styled British 60 h.p. tractor ment with easily angled and tilted blade of 9 ft. length and 28 in. 





features a smoother, stronger, power-train incorporating new height, the BTD-8 is the master of all those really tough jobs. 







CRIPPS, 


For construction Equipment — the finest on tyres and tracks. 


INTERNATIONAL 


R. CRIPPS & COMPANY LIMITED for I. H. SALES AND SERVICE ee 


NOTTINGHAM Telephone: 71161 - MANCHESTER Telephone: Trafford Park 1658 - SHILDON Telephone: 261 
ESTABLISHED 1891 CONTRACTORS TO H.M. GOVERNMENT YOU CAN RELY ON OUR SERVICE— PROVED OVER 60 





| 





fi/m vat oe AMY 


sa Bg all it costs For fuel itil F 


hn. wes 
me on 
te . bd 
” 
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¥ 
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«12 DUPER 
WHICH HAS A TURNING RAIUS OF 
ONLY (2 FT, 


Main Distributors for 


DERBYSHIRE, NOTTINGHAMSHIRE, CHESHIRE, LANCASHIRE & N. WALES 


PLANT HIRE SERVICE 
(NORTH WEST) LTD. 
FIELD ROAD, WALLASEY, CHESHIRE 


Tel. New Brighton | 333 
PEMOWS TRATIONS : SALES : SERVICE - PART EXCHANGES - MIRE PURLHASE 


Also Distributors for the range of WHITLOCK Hydraulic Excavators & Shovels 
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HYDRASCOOP loads 5 cubic yards in 45 seconds 


... yes, the Hydrascoop loads all-in aggregate into wagons easily at 
that rate—and a lot of other materials at equally impressive rates. 
How? By a big, 2 yard bucket (there’s a variety of types to choose from, 
according to materials being handled) with well-applied power 

behind it. And only 70 h.p. is required to do these jobs! Above all, 

by the 360° traverse that cuts out “‘drive-in back-out’’ movements. 

The Hydrascoop has a 20 ft. level clean-up radius, will dig any 

angle of slope, and excavate 2 ft. below ground level. A 9 ft. 10 in. 
discharge height enables the largest wagons to be loaded. 


Prod 


St 


Design... thinks ahead —stays ahead 


Blaw Knox Limited, 90-94 Brompton Rd., London, S.W.3. Kensington 5151 
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BRISTOL. 


Diesel Crawler Tractors 


THE WORLD'S FINEST 
LIGHT EARTHMOVER 


heapest to buy - Cheapest to operate - Cheapest to maintai 





H. A. SAUNDERS LIMITED 


DISTRIBUTED BY a . 
INDUSTRIAL TRACTOR DIVISION 


836-842 HIGH ROAD, NORTH FINCHLEY, LONDON N.12 
Tel. HILiside 5272 (8 lines) Grams: Dutrax, London W.12 





| 
| 


all 





December 22 1 960 


THE CONTRACT JOURNAL 





SUPPLEMENT 





- Further Classified Plant 
Advertisements on pages 1617-1624 


AEE OE SEI RISES FS CAE EE INAS TNG S EES N ENE DIAN Ha RR Re RR 


oADS AND RUNWAYS OFFER FOR SALE: 
OeTOR ib 
Butters, Steam, t. Jib. 
Jorn Butters, Steam, 120ft. Jib. 
7-ton Butters, Electric. 
s-ton Butters, ond, 4st Jib 
rs, . . . 
a TOWER CRANES: 
q-ton Butters Mono Tower, Electric, 140ft. Tower, 
127ft. Gin. Jib. 
1§-ton Butters Mono Tower, Electric, 120ft. Tower, 
127ft. Gin. Jib. 
itz coe 70ft. Tower, 6Sft. Saddie Jib. 
mn We MOBILE CRANES: 
Neals 4/6-ton Crawler, 1951, 45ft. Jib. 


Rear sega 

KL44 Crawler, . 

jones KL6G, pneumatics, 1957, G6Oft. Jib. 

Coles 12'2-ton Mobile, on ents 80ft. Jib. 
LORRY-MOUNTE 

10-ton Lorain MC3, 70Oft. Jib one Fly Jib. 

10-ton Coles/Thornycroft, 7Sft. b 


Neals 2-ton, 


Jib. 
with 24ft. 


ston Coles Mk. 7, Series 7, Cantilever 
lib, ROADS AND _ RUNWAYS, 
26 Victoria Street, London, S.W.1. Tel.:; Abbey 4905. 


RAYLOADER, Type 430, with 1'2 cu. yd. Bucket 
B and 4-wheel drive, 18 months old; International 
109, with 9K3_ Drott Shovel, 18 months old.—Full 
details from: ABELSON AND CO. (ENGINEERS), 
LTD., Coventry Road, Sheldon, Birmingham. SHE. 2424. 


OR SALE, D4 2T TRACTOR, with Winch and 
F Dozer.—B.G. PLANT (SALES AGENCY), LTD., 
Watlington, Oxon. Watlington 44. 


ANTED, 20 25-ton Lorry-mounted CRANE. 
Write Box P.3264, ‘* The Contract Journal.” 


FOR LIMAS 


PLANT SALES LTD., 
25 CASTLEREAGH STREET, LONDON, W.1 
Telephone: PADdington 2663-4 











FOR SALE 


Lima 2400 EXCAVATORS, with Crasline and Forward 
Shovel. Choice of four. 

Marion 111M EXCAVATORS. Choice of two. 

Lima 1201 EXCAVATORS. Choice of two. 

Ruston 100B EXCAVATOR, Diesel, Electric. 

All machines in excetient condition, may be seen 
working, and are cren to any inspection and trial. 
Immediate delivery. 

Cull, write or ‘phone: 

A.R.C. MOTOR CO., LTD., 
Redhill Works, Arnoid, Nottingham. Tel. 26-3331/5. 


HERGARTH 








Distributors 


York C.B., E. and N.R. Yorkshire, and Lincs. 


Backed by... 
R SERVICE 
crn LEG se) 


New |.C.B. 4 Hydraullc EXCAVATOR £2,525 
New HOWARD SUPER TRENCHER. ex 


stock £2,875 
PIPELAYER for same nto 
New SHAWNEE POOLE 7 cu. yd. 9.9-ton 
OUMPER £2,100 
1.0.8. Hydraulic EXCAVATOR and Loading 
Shovet £1,200 
1.C.B. Hydraulic EXCAVATOR and Loading 


Shovel £950 


1959 4OWARD SUPER TRENCHER, 7 owe 
ASTELL WATTS TRENCHER on Ferguson 
Olesel £575 
HOWARD 3ft TRENCHER. with Fordson v 0 

’ o.n.o. £250 
OINKUM DIGGER £650 


All Reconditioned Machines 
Quarantee 


PART EXCHANGE AND HIRE PURCHASE 


sold uncer 


Main Distritutors - SHAWNEZ POOLE 
York C.8. and and N.R. Yorks. 


HERGARTH of YORK 


‘eli York $5181/2 (after hours—Vork 59184) 





ALES PLANT REGISTER, 

OFFER FOR IMMEDIATE SALE: 
EXCAVATORS: 

PRIESTMAN Cub, Mk. II1, Steel Cab, Dragline and 


LtTto. 


Shovel, £675. 

1ORB, 20000 Series, Skimmer and oe Equip- 
ment, very good condition, £2,45 

10RB, 13700 Series, Skimmer and Gackocter, £1,100. 


PRIESTMAN Wolf IIB, Dragline or F/S, 


1956, good 
working order, £1,500. 


19RB, 17000 Series, Dragline or F/S, good working 
order, £2,650. 

SMITH 21, 17600 Series, C/S or Skimmer and Back- 
acter, 1950/51, £2,500 each. 

Sane aa ane" Series F/S, very good condition, 

NCK304, F/S Equipment, 1°90 Series, very good 
condition, £3,400 

24RB, 15000 and 20000 Series, F/S Equipment, good 


working order. 
33RB, 19000 Series, Backacter, 


£6,250. 
37RBs, 3000/9000 Series, 
Z8RB, 21000 Series, 


Price on application. 
good working order, 


Dragline. Various. 
Dragline or Crane, very good 


condition, £10,500 

LIMA 802, F/S, S000 Series, very good condition, 
£4,400 each. 

LIMA 1201, Dragline or Crane, 5000 and 32000 
Series. Price on application. 

S4RB, 22000 Series, Dragline and F/S, excellent 
condition. Price on application. 

Further details: 14 Lower Grosvenor Place, London, 

S.W.1. ViCtoria 7531, 3501, 8080, 9886 (15 lines). 


For SALE. Modern LIMA 2400 as Dragline with 
torque contro! and latest swing, in immaculate 
condition.——-PLANT SALES, LTD., 25 Castlereagh 
Street, London, W.1. Tel.: Paddingtor 2663/5. 


3/2 MIXERS ‘Half-Bag’ 


FOR HIRE 
30/- PER WEEK 








PETROL OR ELECTRIC—I PHASE 


JOHN MACNAMARA & CO. LTD., 
bush Rd.,Deptford, London, S.£.8 Bermondsey 3275-1435 





ROAD ROLLERS 


FOR HIRE OR SALE 


10 CWTS. to 10 TONS 


with or without drivers 


HALTRAC LIMITED 


Bourne Works, Weimar Steet S.W.I5 
PUTney 4185 


EQUIPMENT 
SALES & HIRE CO. LTD. 


FOR HIRE 


TRAXCAVATORS 955 
CAT. D.7.’s Dozer or Scraper 
19 R.B.’s—any equ pment 


HOUNSLOW 8831 





FOR HIRE 


CHESHIRE HIGHWAY 
EARTH BORING MACHINE 


Available with 9’, 12’, 14”, and 


24” augers ready to travel to all 
parts of the country at any time 


ACWORTH (PLANT HIRE) LTD. 


WALTHAM CROSS 26211/6 








PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 


OR SALE. 
Two No. 16 Spencer-Hopwood BOILERS, fully 
insured, 120Ib. 
Nise. MOBILE CRANE, on tracks, 24ft. Jib, Diesel 
ngine. 
Two 2-ton Neal NM MOBILE CRANES, 30ft. and 
35ft. Jibs, Ruston Diesel Engines, pneumatics. 


D7 Caterpillar TRACTOR, Model 4T, reconditioned. 
2-ton Neal N CRANE, 20ft. Jib, reconditioned engine. 


Larssen and Appleby-Frodingham STEEL PILES, 
Nos. 1, 2 and 3 Sections. 
Ruston Diesel LOCOMOTIVE, 2ft. gauge, 25/30-h.p. 


KL44 MOBILE CRANE, 30/40ft. Jib, pneumatics, 
Ruston Diesel. 


9B3 eicKlernan-Terry PILING HAMMER, with leg 
guides. 
TRENCH SHEETS, 12ft. 


No. 7 McKiernan-Terry PILING HAMMER, with leg 
guides. 


1'2 cu. yd. and 1 cu. yd. Johnson Diesel DUMPERS. 
DUDLEY VALE, LTD., 
3 Buckingham Place, London, © S.W.1. 


GAcesarrs PLANI HIRE. — For 


CRANES E oor 
Acrow ° PAINT SPRAYERS; 

MOBILE SITE OFFICES. PUMPS HOISTS, 8/1Scwt.; 
ROADFORMS. Sin to 10in., cight and Heavy 
Section All CONTRACTORS PLANT. long or short 
HIRE — 2 Burtons Road Hampton Hill Middx. 
fel. Teddington Lock 1138/9. 
OR SALE, 33 cu. yd. 
Gardner Diesel 


victoria 0252. 
COMPRESSORS. 


Smith 21 EXCAVATOR, 
Engine, fitted with Backacter 
Equipment, new 1948, nice condition.—WILLIAM G. 
SEARCH, LTD., Whitehall Road, Leeds, 12. Tel. 
639081 (10 lines). 


SLOGGETTS PLANT HIRE 


ROLLERS OF ALL TYPES 


2 Burtons Road, Hampton Hill, Middx. 
Telephone : Teddington Lock 1138/9 





SHEFFIELD 
SECOND-HAND TRACTORS 
95745.—Fowler Challenger 33 Tractor, No. 4481709, 
powered by Leyland Engine, fitted with matching 
Marshall Hydraulic Angle/Bulidozer, Marshall 


C.C.U.,  All-weather Cab, Electric Lighting. 
Delivered new 8/6/59. 7 
76143.—Fowler Challenger 3 Tractor, M2 _ Series, 


powered by Leyland Engine, fitted with Bray 
Direct-acting Hydraulic Angle/Bulldozer, Onions 

c.c.u Delivered new 10/7/56. 
65858.—Fowler Challenger 3 Tractor, No. 4481149, 
Angie/Bulidozer and 


or with Hydraulic 
U. 

95701.—Fowler Challenger 22 Tractor, fitted with 
Hydraulic Angle/Bulldozer and C.C.U., 


Marshall i . 
powered by Leyland Engine. Machine new 


28/5/59. 

75042.—Fowler Challenger 2 Tractor, No. 4470004, 
fitted with Bray Hydraulic Angle/Bulldozer. 
Machine new 23/7/56. 

05751.—International TD24 Tractor, fitted with Cable 
Dozer and Rear-mounted Double Drum C.C.U. 

05055.— Fowler Challenger 1'2 cu. yd. Loading 
Shovel, No. 4510023. Machine new 25/7/59. 

Number of second-hand Track-Marshall! Tractors, fitted 
with various equipments, available. 


THoOs W WARD, LTD., 


ALBION WORKS - - - - - SHEFFIELD 
‘Phone 26311. 
REMEMBER—WARDS MIGHT HAVE IT! 


NEAL’S (PLANT HIRE)L” 


SERVE THE SOUTH 
Immediately available for hire on the 
South Coast:— 
Excavators, Tracto-Shovels, 
Mobile Compressors, 
Fergusons, Mobile Cranes, 








10 BD 3 c.y. Diesel Dumpers, 
Petrol and Diesel Rollers, 
Concrete Mixers, etc., etc. 
All enquiries promptly dealt with 
Chichester 3777-8-9 


Phone - - 









SOLE AGENTS 
AND DISTRIBUTORS: 





M5. IRQS ™ NesT A“E™ BIPELINE. EQUIPMENT 


CLEANING, PRIMING, COATING & WRAPPING MACHINES, EARTH AUGER BORERS 


AND ANCILLARY EQUIPMENT 


A. LONG & Co. Ltd., 45 PARLIAMENT STREET, S.W.1I. 





WHITEHALL 
5064-5, 6577 





1538 SUPPLEMENT 





HANDLING PLANT 
or CONCRETE MIXERS ? 


For EFFICIENCY with 
CAPITAL ECONOMY 


you can’t do better than 


PLANT 





DIESEL MIXER 


Our range of FOURPOWER 
Hand-fed Mixers include a 
Diesel (5/3} cu. ft.) of un- 
usually compact and pleasing 
design, using a Petter or Lister 
engine. Easily operated and 
so light that a boy can handle 
it; it provides welcome fuel 
economy. PRICE: £165. 





POWER BARROW 


Pays for itself in several weeks 
where wheel-barrows are in 
use. Features include: finger- 
tip steering; ball-bearing 
turntable; one control only 
for clutch and starting. Pow- 
ered by a 3} h.p. petrol eng- 
ine. Cap: 7 cu. fe (heaped); 
5 cu. ft. level (liquid). 

PRICE: £108. 






PLATFORM TRUCK 


This robust, general-purpose 
vehicle is built for continuous 
use inside and outside the 
Works. Standard Platform: 
5 ft. x 3 ft. wide ; other sizes 
available. Same power unit 
as the Power Barrow. 

PRICE £108. 












POWER TUG & TRAILER 


A compact Tug and Trailer 
with easily detachable Drive 
Unit, Platform and Trailer. 
Same power unit as the Power 
Barrow. PRICE: Power Tug 
£103. (trailer prices on 
request.) 





Our STOCKISTS Cover the Country for Your SERVICE 
Send for FREE Illustrated Brochures to DEPT. CJ. | 


ARDEN PLANT LTD 


SOPERS LANE POOLE: DORSEY TEL: BROADSTONE 744/5 
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throughout the world and are now operating in 59 countries. 
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‘2.2 
, = 












es ARAN 
=. 4. 






—— 






Ss 
- 


- 






aoe ; 
Se 
*, 
ie : 
a 
SER SS 









B 1 13 
| Cc 
b H a , | I 
iP 
| 
5 a 
F is 
Le 
F i 
zh 
it 
. I 
* 4 
' } - 
i : 
it | 
t ‘ 
a 
ial ) 
a 
aa Hl 
! 
ee | \ 
( 
DIESEL PILE HAMMERS by OELMAG, the first and leading a 
manufacturer, have been in actual use on the job for 20 years 3 





SEND FOR FURTHER DETAILS FROM 


NL pal 


BURLINGTON WORKS ABBEY ROAD, 
PARK ROYAL, LONDON N.W.10 


TELEPHONE : ELGar 6777 (4 lines) 
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WHERE TO OBTAIN BUILDING BLOCKS 


FOR MODERN LOW-COST WALLING 


To B.S. 2028:1953 
Type “A''—Dense Aggregates 


Ref. No. Ref. No, 
1 NATURAL GRAVELS. 5 CLINKER. 


2 GRANITE. 6 SINTERED FLY ASH (“TERLITE” or “LYTAG"). il 

3 LIMESTONE. 7 FOAMED OR EXPANDED SLAG. 12 

4 LOCAL STONE. 8 EXPANDED CLAY (“LECA” or “AGLITE"). 13 VERMICULITE or 
BEDFORDSHIRE KENT 

BRADSHAW, L. G., & SONS (Ref. 1:5), ATLAS STONE CO., LTD. (Ref.  1:5:7:8:11:12), 

25 Barton Springs, Barton, Hexton 267 Sales and Technical Services: Westminster Bank 


BERKSHIRE 


GRACE, C. W., LTD. (Ref. 1:5), 
Willow Wharf, Bridge Rd., Maidenhead. Maidenhead 126 


BUCKINGHAMSHIRE 


STRESSCRETE, LTD. (Ref. 
Poyle Estate, Colnbrook. 


1:5:6:7:8), 
Colnbrook 2282/3 


CHESHIRE 
BUTLER, W. S., LTD. (Ref. 5:11). 
53 King George Street, Shotton, near Chester. 


Connah’s Quay 138 


CHESHIRE CONCRETE CO. (Ref. 1:5:6:7:8), 
Forge Ficlds, Wheelock, Sandbach. Sandbach 721 
CUMBERLAND 


EDENHALL CONCRETE PRODUCTS 
Barbary Plains, Edenhall, Penrith. 


(Ref. 1:4). 
Langwathby 269 


ESK MANUFACTURING CO., 
Calsil Beickworks, Brisco, Carlisle. 


LTD. (Ref. 1:5), 
Carlisle 2-4941 


DERBYSHIRE 


HADDON CONCRETE CO., 
Haddon Concrete Works, 


LTD. (Ref. 1:7:8:10), 
Staveley, Chesterfield 

Staveley 391 
MID-CRETE PRODUCTS, LTD., (Ref. 1: 
Rose Hill Works, Swadlincote Road, 
Swadlincote 7014 





DEVONSHIRE 


WOODLEY, R. J. (Ref. 1:5), , 
Newton Poppleford, near Sidmouth. Colaton Ralcigh 376 


ESSEX 


HEAL, J. B., LTD. (Ref. 1:5), 
Briar Concrete Works, Arterial Road, Eastwood. 
Eastwood 55242 
NEW PROCESS BREEZE SLAB & MORTAR CO., 
LTD. (Ref. 1:5), 
Red Bridge Works, Dovers Corner, Rainham, Essex. 
Rainham 5212/3 
WICKFORD BREEZE CO. (Ref. 1:5), 
The Elms, Nevendon Road, Wickford. 


GLOUCESTERSHIRE 
CONCRETE PRODUCTS (BRISTOL), LTD. (Ref. 
1;2:3:4:5:6:7:8:9° 11). 

Vale Lane, Bedminster, Bristol, 3. Bristol 64888 & 61331 
FAIRFORD CONCRETE PRODUCTS, LTD. (Ref. 


1:3:4:5:7:1)). 
Fairford 365 


Wickford 2241 


Whelford Road, Fairford. 


HAMPSHIRE 
AIRLITE BUILDING BLOCKS, LTD. (Ref. 7), 
Station Approach, Fleet. Fleet 1722 


BELVIDERE BLOCK CO., LTD. (Ref. 1:5), 
High Street, Westend, Southampton. Westend 2475 


CHEATER, L. J.. & CO., LTD. (Ref. 1:5), 
Fair Oak Road, Eastleigh. Fair Oak 411 


PORTSMOUTH TRADING CO., LTD. (Ref. 1:5:11, 
Vectis Way, High Street, Cosham. Portsmouth 76537 


WARDER, J. (Ref. 1:5:11), 
29 Hearn Street, Newport, Isle of Wight. Newport 2679 


WILLS (BOURNEMOUTH), LTD. (Ref. 1:5:6:7), 
Ringwood Road, West Howe, Bournemouth. 
Northbourne 39 

HERTFORDSHIRE 


HEMEL HEMPSTEAD LIGHTWEIGHT CONCRETE, 
LTD. (Ref. 1:5:8) 


Redbourn Road, Hemel Hempstead. Boxmoor 5510/1 
WARECRETE PRODUCTS (Ref. 1:5:6:7:8:9:11, 


Crane Mead Works, London Road, Ware. Ware 2468 
HUNTINGDON 


ST.IVES SAND & GRAVEL CO., LTD. (Ref. 1:5:10:11), 
The Broadway, St. Ives. St. Ives 2441/2/3/4 


The symbol of 


To B.S. 2028:1953 
Types “B" and “Cc” 


Lightweight Aggregates Ref. No 


Special Types 


9 PROFILED BLOCKS. 


Chambers, Windmill Street, Gravesend. Gravesend 5387 
Works:Stone Court Works, Greenhithe. Greenhithe 2277 
Works: Strood Dock, Rochester. Strood 7284 
BOURNCRETE PRODUCTS, LTD. (Ref. 1:4:5:11). 
Crown Quay Lane, Sittingbourne. Sittingbourne 872 
CASTLE CONCRETE CO., LTD. (Ref. 1:5), 
Head Office & Works: Tower Street, Dover. Dover 242 
Works: Albion Road, St. Peter’s, Broadstairs. 
Thanet 62986 
EASTRY CONCRETE PRODUCTS, LTD. (Ref. 1:5), 
Station Approach, Chilham, nr. Canterbury. Chilham 306 
FLYNN BROTHERS (Ref. 1:6:7:8:9:10:11:13), 
Otterham Quay, Rainham Rainham 81427 


IMPERVIOUS PRODUCTS, LTD. (Ref. 1:4:5:1), 
Sturry Quarry, Sturry, near Canterbury. Sturry 355 
LANCASHIRE 


JONES & DAVIDSON (Ref. 1:2:3:5). 
The Wi:nings, Ingleton, via Carnforth. 


MASONCRETE, LTD. (Ref. 1:5), 
60-66 Mason Street, Liverpool, 7 


RAINFORD, W. (Ref. 1:5), 
Everton Valley, Liverpool, 4 


LEICESTERSHIRE 
SCANDOLO, LTD. (Ref. 1:5), 


Ingleton 313 
Royal 1221 


North 2472 


Narrow Lane, Aylestone, Leicester Leicester 32251 
LINCOLNSHIRE 
CONCRETE PRODUCTS (Ref. 1:7:8:11) 


Dixon Street, Lincoln. Lincoln 20041 


LONDON POSTAL DISTRICT 


ATLAS STONE CO., LTD. (Ref. 1:5:7:8:11:12), 
Artillery House, Artillery Row, Westminster, S.W.1 
(Head Office). Abbey 3081 
BEACHCROFT CONCRETE PARTITIONS, LTD. 


(Ref. 1:5:7:11), 


Harrow Road, Leytonstone, E.11. Maryland 4747 


COSTIN, J.. & SON (Ref. 1:5), 

24 George Lane, Lewisham, S.E.13. Hither Green 1800 
ELGOOD, E. J., LTD. (Ref. 1:5), 
“Insulcrete’”’ Works, Yeoman Street, Deptford, S.E.8. 
Bermondsey 1144 
MERTON CONCRETE (Ref. 1:5:6:7°8:9:11), 

165 Boundary Road, Colliers Wood. S.W.19. Liberty 3348 
NORTH ENFIELD PRECAST CONCRETE CO., LTD. 
(Ref. 1:5:11), 

Devonshire Hill Works, White Hart Lane, Tottenham, 


N.17. Bowes Park 3654 
MIDDLESEX 
GREEN BROS. (WEMBLEY), LTD. (Ref. 5), 
Engineers’ Way, Exhibition Grounds, Wembley. 
Wembley 1430 
SMITH, S. (COWLEY), LTD. (Ref. 1:5), 
Industrial Estate, Moor Farm Lane, Uxbridge. 


Uxbridge 3187 
STRESSCRETE, LTD. (Ref. 1:5:6:7:8), 
Poyle Estate, Colnbrook. Colnbrook 2282/3 


NORFOLK 


ARTHURTON BROS. (Ref. 1:5:1)D, 


192 Oak Street, Norwich. Norwich 26443 


DRAYTON STONE PITS, LTD. (Ref. 1:5:7:1D, 
Central Road, Cromer Cromer 2264 
MID-NORFOLK CONCRETE CO., LTD. (Ref. 


1:5:7:13:133), 
Minorco Works, Yaxham Road, Dereham. Dereham 431 
PRECASTERS, LTD. (Ref. 1:5:9:10:11), 
Progress House, Church Road, Gorleston-on-Sea. 


Gorleston 44 
NORTHUMBERLAND 
CONCRETE PRODUCTS 


(Ref. 1:5:7:1), 
Sandhills, Newburn, 


(NEWBURN), LTD., 


Newcastle 


NOTTINGHAMSHIRE 
BROWN, SIDNEY (PLASTERERS-WORKSOP), LTD. 
(Ref. 1:5:7). 

70/76 Lowtown Street, Worksop. 
EVERS, R. A. (Ref. 1:5:7°11), 
“Everstone,”’ Hillside, Bakestone 


upon Tyne 5 
Newcastle 674730 


Worksop 2361 


Moor, Worksop. 
Whitwell 327 


SOMERSET 


USHER, A. E., & SONS (Ref. 1:5:11), 
Weston-super-Mare. 


Salisbury Road, 


Weston 2949 








10 EXPOSED AGGREGATE BLOCKS. 


FACED BLOCKS (Fair faced, Rock faced, Stone faced, Stucco faced, etc.). 
“SPECTRA-GLAZE” GLAZED MASONRY UNITS. 


AERATED CONCRETE BLOCKS. 


TAFFORDSHIRE 

STILLITE PRODUCTS, LTD. (Ref. 5), 

Hercules Works, Shobnall Road, Burton-on-Trent. 
Burton 2533 
1:2:3:5:7:1), 
Burton-on-Trent. 
Swadlincote 7014 


MID-CRETE PRODUCTS, LTD. (Ref. 
Swadlincote Road, Woodville, near 





STAFFORD CONCRETE PRODUCTS, LTD. (Ref. 
1:5:7:8), 
Rickerscote Road, Stafford. Stafford 2384 
SUFFOLK 
GAYFER, J. (CONCRETE), LTD. (Ref. 1:5:7:1D, 
Dobbs Lane, Kesgrave, Ipswich. Kesgrave 302 
SURREY 
oa BUILDING PRODUCTS CO., LTD. 
(Ref. 1:5), 
Oaken Lane, Claygate. Esher 3731 
rae cae GOODDY (AGGREGATES), LTD. 
(Ref. 1:5), 


Church Lane. Wallington Wallington 1143 
WELLS, A. L., & SON, LTD. (Ref. 1:5), 
Garlands Road, Leatherhead. 

Leatherhead 3018/9, 3633, 4377 


SUSSEX 
— STONE CO., LTD. (Ref. 
ye. 
COLE, S. W., & SONS (Ref. 1:5), 
Bognor Bridge, Chichester. 
DAVEY, SAM., LTD. (Ref. 1: 
Office:—2 
Works: 


1:5:7:8:11:12), 
Rye 2277 


Chichester 3550 





7), 
Argyle Villas, Brighton, 7. 
—Plump:on Lane, 






Brighton 25519 
Plumpton Green. 
Plumpton 259 


WARWICKSHIRE 
LOCKTON BROTHERS (Ref. 5), 
Swan Lane, Coventry. 


YORKSHIRE 


BROOME BROTHERS (Ref. 5), 

York Road, Doncaster. Doncaster 61733 
FOTHERGILL, ALBERT. (Ref. 1:5:7) 

Deepdale Road, Dent, near Sedbergh. Dent 205 


GARFORTH BREEZE SLAB & CONCRETE CO., 
LTD. (Ref. 1:5), 
Trench Works, 


Coventry 40680 


Ninelands Lane, Garforth. 


Garforth 2982 


HADDON CONCRETE CO., LTD. (Ref. 1:7:8:10), 
Dronfield, near Sheffield (Registered Office). 
Dronfield 2204 


LISCRETE, LTD. (Ref. 1:4:7:1), 
Office:—Brooklyn Chambers, 19 Thorne Road, 
Doncaster Doncaster 2994 
Works:—High Common Lane, Tickhill. Tickhill 227 
LONGLEY, C. R., & CO., LTD. (Ref. 1:5:7:8:1D, 
Ravensthorpe Road, Thornhill Lees, Dewsbury. 
Dewsbury 2419 
STOCKS BROS. (BREEZE SLABS), LTD. (Ref. 
2:57:35 


368 York Road, Lecds, 9. Leeds 2-3396 
UNITED BREEZE SLAB & CONCRETE CO. (Ref.1:5), 
Bridge Road, Holbeck Lane, Leeds, 11. Leeds 2-4399 


VIBROCRETE (MEXBOROUGH), LTD. (Ref. 
1:2:3:5:7:8), 
Church Street, Mexborough. Mexborough 2140 


SCOTLAND 
GRAY, CHARLES (BUILDERS), LTD. (Ref. 1:5), 
Francis Street, Coldside, Dundee. Dundee 85329 
THE SCOTTISH CONSTRUCTION CO., LTD. (Ref. 


1°2:4:5:7:8:9° 10:11, 

Sighthill Industrial Edinburgh 11. 
Craiglockhart 2287 

Dundee 82517 


Estate, 


Longtown Road, Dundee. 


WALES 

BRITISH FRAM CONSTRUCTION CO. (1911), LTD. 

(Ref. 1:3:1), 

Fram Works, Whitchurch, Glamorgan. Whitchurch 1115 

CONCRETE PRODUCTS (PORTHCAWL), LTD. 

(Ref. 1:5), 

Merthyr Mawr Warren, Newton, Porthcawl, Glamorgan. 
Porthcawl 462 

CRAIG-YR-HESG QUARRIES (PONTYPRIDD), LTD. 

(Ref. 1:5) 

Craig-Yr-Hesg Quarries, Pontypridd. Pontypridd 2105 

PRESTATYN PRECAST CONCRETE CO. LTD. 

(Ref. 1:2:3:4°5:7:8:10:11), 

Marine Road East, Prestatyn, Flintshire. Prestatyn 2002 

REES CONCRETE PRODUCTS, LTD. (Ref. 1:5), 

Pantglas, Aherfan, Merthyr Vale, Glamorgan. 
Ynysowen 221 

WILLOW CONCRETE WORKS (Ref. 5:7), 

Buckley, near Chester. Buckley 434 


Quality and Service 


FEDERATION OF BUILDING BLOCK MANUFACTURERS, 


I! Ravensbury Avenue, Morden, Surrey. 


Tel: Mitcham 1463. 
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PEEL’S 


Sectional Buildings 
quickest up! 
longest up! 





Gectiona/ BUTLDING® 
@ Easy to erect 
@ New timber throughout 

@ Extensive range of standard designs 
@ Individually designed if required 

@ Free delivery within 200 miles radius 


Send for PEEL’S comprehensive catalogue and 
price list, or ask for representative to call. 


H. PEEL LTD. 


(Dept. C.S.) Mearclough Works, Wakefield Road, 
Sowerby Bridge, Yorkshire. Telephone: Halifax 81211 








ODN NM /E24\)2) snurters 


by the makers of Kinylon and Kinrod Grilles 







solve the problem 


of wide entrances and a sloping road. The bottom 
rails on these Kinnear Shutters are shaped to 
accommodate the rise of the road, to ensure 

good closure and complete weather 

protection. 










tt 








Please send for illustrated leaflet 9B: 
ARTHUR L. GIBSON & CO. LTD. TWICKENHAM, MIDDX. 
Telephone: Popesgrove 2276 — Birmingham: Highbury 2804 

Glasgow: Halfway 2928. Manchester: Central 1008. Cardiff: 51428 
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Applications are invited from men qualified to 
fill these positions: 


MECHANICAL ENGINEER 
Qualified, aged about 45, with sound gen- 
eral engineering training, well experienced 
in heavy plant and machinery installation 
and inspection. 


WORKS STUDY OFFICER 


A man with sound training and experience 
of work study techniques is required to set 
up a Work Study Section on an important 
civil and structural engineering contract in 
North Wales. The successful applicant will 
have the full backing of a well established 
Department, and will find excellent oppor- 
tunities for advancement in this and other 
| spheres of the Group’s activities. 


SITE MANAGER (London) 
First class Site Manager with wide con- 
struction experience, preferably qualified 
and aged about 35-40, for multi-storey 
building project with extensive concrete 
construction and mechanical services in- 
Stallations, 


SURVEYORS 
We wish to make several appointments of | 
Senior and Assistant grade, in North Wales | 
and London, for Building Works and Civil 
Engineering, including extensive reinforced 
concrete construction. The duties required 
include re-measurement from drawings, site 
measurement, valuations and negotiations 
on payment for variations, etc. Terms and 
conditions of the individual appointments 
will be given following receipt of details of 
the applicant’s experience. 


Please address your application to: 


PERSONNEL MANAGER (S.A. SECTION), 
HOLLAND & HANNEN AND CUBITTS LTD., 
1 QUEEN ANNE’S GATE, 

LONDON, S.W.1. 

Tel: WHitehall 3111 








If you are not yet sufficiently experienced for these vacancits 
but wish to have the opportunity to progress in the building 
industry, please write to our Personnel Department giving 
details of your career and stating your ambitions—we may be 
able to help you. 


Offices at:- 
EDINBURGH GLASGOW NEWCASTLE * LIVERPOOL 
BRISTOL + TORONTO MONTREAL VANCOUVER 
WELLINGTON, N.Z.* PORT OF SPAIN, TRINIDAD * BEIRUT 
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INTERESTING 


PROJECTS 


Throughout this country and overseas, Cubitts work 
on important new ventures: factories, motorways, 
universities, power stations, harbours, public buildings. 
The present-day scale of Cubitt projects offers great 
opportunities to men of all construction fields and 
skills. 

Cubitt staff receive every encouragement to develop 
Their efforts are backed 
by the up-to-the-minute outlook and worldwide 


individual skills and ideas. 


1 Hyde Park Corner 2 Glass Plant—Doncaster 


1. Cubitts are playing their part in the L.C.C.’s £54 million 
Hyde Park Corner — Marble Arch Improvement Scheme, as a 
member of the Cubitts Fitzpatrick Shand consortium. Use of the 
Italian ICOS-Veder process for the first time in Britain makes it 
possible to construct reinforced concrete revetment walls before the 
trench for the underpass itself is dug. 


2 


2. Currently under construction, this 950 ft. long, 68 ft. wide and 


HOLLAND & HANNEN AND CUBITTS LTD., 
1 QUEEN ANNE’S GATE, LONDON, S.W.1. 


Tel. No. WHitehall 3111 


resources that make Cubitts leaders in their sphere. 
Stability of employment is a major aim. This sets the 
right environment for personal progress, and also 
ensures that senior men have the support of vigorous 
and forward looking staff and workmen. 

Men with sound experience in the industry are invited 
to contact the Personnel Manager, Mr. E. E. Batty, to 
discuss present and future vacancies in an organisation 
which offers a rewarding and secure future. 
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3 Flats—Basildon 


55 ft. high building for a glass plant at Doncaster has a precast concrete 
frame in 25 ft. bays; the roof beams span 64 ft. without intermediate 
supports. 

3. Cubitts are building a 160 ft. high block of flats as the dominant 
feature of Basildon Town Centre. When completed this will be the 
tallest residential building in any of the New Towns. The 14 storey 
block will stand on eight 27 ft. V-shaped pilotis. 
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CONTRACTORS PLANT HIRING CO. LTD. 


OF LEICESTER 


are pleased to announce that a new Manchester 
Branch will be opened on January Ist 1961 at 


PORTLAND CHAMBERS, 
120-126, PORTLAND STREET, 
MANCHESTER I. 


TetePHONe: CENTRAL 4872 


PLANT HIRE—PLANT REPAIR— PLANT SALE 





EXCAVATION AND AGRICULTURAL CONTRACTORS 
FIRST CLASS MACHINES— EXPERIENCED OPERATORS 
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Telephone: GRA 3401-3 


ARTHUR FOSTER 
CONSTRUCTIONAL ENGINEERS 1 


STEVENAGE ROAD, EAST HAM, E4 











SPECIALIST IN HANDLING 
AND LIFTING ALL TYPES OF 
PLANT AND MACHINERY 




















OUR OVERSIZE PINS FOR EXCAVATOR TRACK PLATES 
including the extra intermediate sizes manufactured by us since 1942 
DOUBLE THE USUAL RANGE OF PINS AVAILABLE 
and as these extra fractional sizes can turn freely in all Pin Holes they may easily 
DOUBLE THE LIFE OF YOUR TRACKS 
Obtainable direct from the firm which has made Excavator Track 
Reconditioning and Pin manufacture its chief speciality for 18 years. 
WHITNEY WELDING & ENGINEERING CO. LTD., 
| & 2 CLARENDON SQUARE, LEAMINGTON SPA. Tel: 2793-4-5 


























PENHILL 


TRACK-MARSHALL 


INDUSTRIAL CRAWLER TRACTORS 


@ NEW MACHINES ALWAYS IN STOCK. 
@ USED PART EXCHANGE MACHINES ALWAYS AVAILABLE. 
@ PARTS—SERVICE—AND RECONDITIONING. 

@ DEMONSTRATIONS GLADLY ARRANGED. 


A. J. 


Nr. PETERBOROUGH Tel: YAXLEY 521-522 


Attractive 







SAUNDERS (TRACTORS) LTD. 
STILTON 






The combination of outstanding appearance, durability, and 





TiL ED FR ONT keen prices, make Penhill Ranges a sound investment. Smooth- 
finish vibrated panels and posts, Tiled Front or Pent Roof with 
and asbestos roofing Easily erected. Choice of tiles and doors. 






REINFORCED PRECAST CONCRETE PENT ROOF Stands securely on a flat base without anchoring. Full Installa 
E tion Service available Details of the complete range of Penhill 
Designs single or multiple garages gladly forwarded. Special terms to 






GARAGE RANGES 


her: oy, sigs ae. 












Builders and Contractors. We shall be pleased to forward 
estimates for non-standard requirements. 
PENHILL SUPPLIES (Sidcup) LTD 
47\ Blackfen Rd., Sidcup, Kent Telephone: Bexleyheath 0056/7 
Works at Reigate and Dartford 
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A 
TRIP SSKIP” 


MULTI-SKIP HANDLING WITH STANDARD JOHNSON DUMPERS 


The “ Trip-Skip” gives maximum flexibility to site organisation. 
A simple sequence can be established whereby the dumper and crane work as a team 
— neither waiting for the other. 
Both full or empty skips can be collected or deposited by the dumper. 


When the mixer is sited outside the crane’s radius, ““Trip-Skip” maintains continuous 
concreting cycle. 


The dumper is entirely independent of the crane — neither is waiting for the other. 


Whilst one batch is placed by the crane, the dumper is hauling yet another filled 
skip from the mixer. 


Four sizes available—30 cu. ft., 21 cu. ft., 16 cu. ft. and 12.5 cu. ft. (struck capacities). 
Standard attachment for pouring narrow walls and columns without spillage. 
** Trip-Skip ” is interchangeable with normal tipping skip on all Johnson Dumpers. 


The Johnson System enables a filled skip to be picked up by the dumper — useful 
when muck-shifting from excavations, etc. 


Have a demonstration on=your job. 


+ +e He 






Filled skip is lodged in Ground Frame, ready for the crane. Dumper backs 
out, picks up an empty skip from second Ground Frame and returns to 
mixer for another batch. 


TD _ 


yt C. H. JOHNSON (Machinery) LIMITED STOCKPORT CHESHIRE 


Telephone : STOckport 2642/5. Telex 66-297. 
— FOR DUMPERS - MUD PUMPS * CENTRIFUGAL PUMPS * POWER RAMMERS * POKER VIBRATORS SCREED VIBRATORS * FIXED AND MOBILE CONVEYORS 





Telegrams : ‘Machinery’ Stockport. 


London Sales and Service Depot: Scottish Sales and Service Depot: 
4/44 Lower Richmond Road, S.W.14. Telephone: PROspect 7671. 119 Whitefield Road, Govan, Glasgow, S.W.1. Telephone; Govan 270! 
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A photograph of your Mill or Factory TAKEN FROM THE AIR is a 
powerful asset in any advertising campaign. 

Also recent developments and future plans can be discussed by 
directors WIF HOUT ACTUALLY VISITING THE SITE. 


Also PERSONAL CHARTER and AERIAL ADVERTISING 
AIRVIEWS LIMITED, Manchester Airport 


Telephone: MERcury 2502 and 5262 
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ELEPHANT HEADS 
and TRUNKING 












ELEPHANT HEADS: 
Standard Head 10 cu. ft. capacity. 
Made in various sizes and designs 

to suit capacity, position of receiv- 
ing and discharge. 

Hopper is transformed over length 
from square to round to ensure 
smooth flow of mix and at high dis- 
charging rate with no fouling. 
Trunking to suit customers’ 
requirements: 

The finest on the market today - and 
the keenest prices in the field. 

Full details from the actual Manufacturers 
AUDAX 


CENTRAL AVENUE, WEST MOLESEY, SURREY 





SIEBER For 


} STAR’ LOGICAL CLOAKROOM 


JAMES SIEBER Equipment Co. Ltd. 
Africa rouse, Kingsway, London, WC2 
Aiba 6) eel ee ey 











12 TON RATCHET 
JACKS 
HEAD and TOE 
LIFT 


COMPLETE WITH 
HANDLES 


BRAND 
- NEW 
> £12 each 


L. W. VASS LIMITED 
AMPTHILL, BEDFORD. Tel: AMPTHILL 3255-6 


Telephone : Molesey 607! (5 lines) 











SO TON COLES ‘CONQUEROR’ 


* LIFTS UP TO 50 TONS 
*% ‘PHONE BATH 78158 OR 78450 


G. W. SPARROW AND SONS LIMITED 
LOWER BRISTOL ROAD - BATH + SOMERSET 


*% DISTANCE NO PROBLEM 
* JIBS TO 170 FEET 








we ode 
19 TON N.C.K. PENNINE 


FOR HIRE OR SALE == WNEWOR SECOND - wall 
Bo ae) PLANT OF ALL TPES 


AVELING 

BARFORD 
REPAIRS ; : 

30 cwt. to 12 ton ROLLERS 

COMPRESSORS - 

SHOVELS 

and DIAPHRAGM PUMPS 


ROWLEY PLANT Co.Ltd. ecooncro» oe wes 


62 cwt. VIBRATING ROLLERS 
2 and | cu. yd. DUMPERS 
BARBER-GREENE FINISHERS 





Telephone: THORNTON peat OH 


WINGET 
SALES 
SERVICE 
SPARES 
REPAIRS 


MOBILE and PORTABLE 
HYDRAULIC SHOVELS DROTT SKID 
3/2 to 14/10 MIXERS CENTRIFUGAL 


MOBILE AND PORTABLE. BURNING-OFF MACHINES 
“CASE” 1,000 2 cu. yd. TRACTOR SHOVEL 


\ 
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Mr. T. Reeves and 
Mr. T. Freakley 
Jnt. Mng. Directors, 
Taylor Woodrow 
Construction Ltd. 
take delivery of 
the 5,000th 

British Built 

Bé6K3 Drott 





ROOF! 
The 5,000th. 






S 


DOP 






INTERMATIONAL 
HARVESTER 


SOLD TO 
TAYLOR WOODROW 


CONSTRUCTION LIMITED 





The SALE of 5,000 British Built B6K3 
Drott SKID SHOVELS is positive proof of the 
reputation of INTERNATIONAL MACHINES 


LLE 


A Company of the LUMLEY-SAVILLE Organisation. (TRACTORS) LIMITED 


P= 







STRATFORD-ON-AVON LONDON CARDIFF SN 
Telephone: 4242 (15 lines) Tel: ASHFORD (Middx.) 4191 (10 lines) Tel: CARDIFF 33572/3 SS 
Telex. Birmingham 31633 é Telex. London 24117 Telex. Cardiff 49250 N 






waRvesTeR 





BELFAST Telephone: DUNMURRY 2511 (4 lines) 
IRELAND: Sole Distributors for INTERNATIONAL HARVESTER, J. H. SAVILLE & CO. LTD. Tel: DUBLIN 373606 (5 lines) 
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A complete 
diving 


service 





SURVEYS DEMOLITION 


Underwater Surveyors 
Contractors & Engineers 
to Consulting & Civil 
Engineers, and County 
and Local Authorities. 
On Admiralty Lists. 








SUPPLEMENT 


A jammed lock gate —a big underwater 
cutting job — a new outfall — you'll 

need a first-class diving team on the spot 
at once. Send for Universal Divers. 
Universal have had experience in every 
field of submarine work under all 
conditions. Universal specialise in 
underwater surveys, frequently using 

* Frogman” equipment for speed and 
cheap air transport to overseas contracts. 


The Universal service operates day-and- 
night, too! At each of our three offices, 
divers are available all round the clock. 
Next time you need a diver in a hurry 
.. . send for Universal / 





CONSTRUCTION MAINTENANCE 


UNIVERSAL 
DIVERS LTD. | 


40 North John St., Liverpool 2 
Telephone: CENtral 4226 


Also at Newcastle and Weymouth 











SUBLET YOUR 
STEEL 
SHEET 
PILING 


TO 





THE CONTRACT JOURNAI 








MONK METAL WINDOW COMPANY 
LIMITED 


* 


Relay Exchanges Limited, the well-known 
Public Company, has bought the assets and 
goodwill of Monk Metal Window Company 
Limited as a going concern. All outstanding 
orders will be completed as quickly as 
possible and a new and vigorous policy of 
expansion and development will be pursued. 


The business will be carried on by a Sub- 
sidiary Company of Relay Exchanges Limited, 
probably named ‘Monk Metal Windows 
(1960) Limited’ and will continue under the 
management of Mr. Langston with the 
existing staff unchanged. 


ok 


Universal Works, Commercial Street, 
Birmingham, 15 


Telephone: Midland 1796-7 








W. A. DAWSON LTD. 


SPECIALIST EQUIPMENT FOR 
ALL SIZES ON CONTRACT 


SUNDON PARK, LUTON 





LUTON 52203 


December 22 1969 












December 22 1960 





SITECABINS&OFFICES = 


A comprehensive range of sizes is available of all timber se 
design Weatherboard -- Tongued and Grooved Board or 


Plywood cladding being optional. 
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We also manufacture other types of Sectional Buildings in 
timber and asbestos — steel and asbestos — and all steel — 


including structures to your own specification. sU RVEYS 


Write for details to:- 


* CLEARANCE - WELDING 
CUTTING - CONSTRUCTION 


C & R CONSTRUCTIONS LTD. | MAINTENANCE 


NORTHOWRAM * HALIFAX * TELEPHONE * HALIFAX 68191/2 


Air Pumps Model APD.135 COMPRESSOR 
generally as above. Serial No. 19584. 
Machine new March 1956. Our reference 
60763. Price: £385 net cash as lying at 
our Portsmouth Depot. 


Air Pumps Model D.150 two-tool COM- 
PRESSOR, Serial No. 18538. Powered by 
Dorman 4 BK diesel engine. Hand start- 
ing, mounted on four wheels, fast towing 
chassis with overrun brakes. Purchased 
new by us in May 1954. Our reference 
60553, Price £350 net cash as lying at our 
Bristol Depot. 


Air Pumps Model APD.285 _ six-tool 
MOBILE AIR COMPRESSOR. Serial No. 
19690. Powered by Dorman 4 DL diesel 
engine with electric starting. Mounted on 
four pneumatic tyred wheels with overrun 
and parking brakes. Machine new July 
1956. Our reference No. 60873. Price: 
= net cash as lying at our Newport 
pot. 


CP.1. two-tool MOBILE AIR COMPRES- 
SOR. Mounted on four »neumatic tyred 
wheels with hand parking brake. Ser‘al 
No, F035307. Powered by a Ruston 3 VRH 
diesel engine. Our reference No. 601503. 
pace £275 net cash as lying at our Bristol 
epot. 


Thwaites four-wheeled DUMPER, 30cwt. 
capacity mounted on four wheels. Serial 
No. 1955. Powered by a Petter AVA2 
diesel engine. New January 1956. Our 
reference No. 60483. Price: £200 net cash 
as lying at our Newport Depot. 


Thwaites four-wheeled DUMPER, l5cwt- 

capacity. Serial No. 1307B. Powered b 

a Petter AVAI diesel engine. New Marc 
955. Our reference No. 60273. Price: 

aS net cash as lying at our Plymouth 
Pot. 


Teams ot expert diver engineers with specialised 
| equipment are on hand to operate anywhere in 
| the United Kingdom .. or the world. Write 
| for full details, or put your problems direct 
Diving Equipment. Welding Generators. 
Compressors and other plant for HIRE. 


& REPAIRERS LTD. 
ROATH BASIN + CARDIFF 
Telephone: 29631-2-3 (After Hours: Gobion (Mon) 200 or Penarth 58131) 
Scottish Office: 3 Royal Street, Gourock, Renfrewshire 
Telephone: Gourock 31635 





| 
| 
| UNDER WATER WELDERS 
| 






J.C.B. MOBILE EXCAVATOR. Serial No. ~ 
2301. With Fordson diesel engine and ‘ 
front-mounted two-tool Holman Com- Y 
pressor unit and _ Backacter Bucket. = 


Machine new December 1955, Compressor 
1956. Our reference No. 60623. Price 
£775 net cash as lying at our Bristol Depot. 


J.C.B. Hydra Digga. Serial No. 4214, 
fitted with Major Loader 3 cu. yd. Forward 
Loading Equipment. Machine new in 
December 1957. Powered by a Fordson 
Major diesel engine. Mounted on 14 x 30 
rear tyres. Our reference No. 60203. 
Price: £1,300 net cash as lying at our 
Portsmouth Depot. 





J.C.B. MOBILE EXCAVATOR. Hydra 
Digga type fitted with Loadall equipment. 
Hydra Digga No. 4300. Loadall No. 10048. 
Fitted with Fordson diesel engine and 
complete with one Backacter Bucket. 
New 1957-1958. Our reference No. 60363. 
Price: £1,450 net cash as lying at our 
Newport Depot. 


Winget 7/5 Tilting Drum CONCRETE ~*~ 
MIXER. Powered by a Petter water- 
cooled diesel engine. Machine No. 
OH7/1815/L. Mounted on four metal 
wheels. Our reference No. 60373. Price: 


£55 net cash as lying at our Bristol Depot. 


Blaw Knox Rex 5/34 CONCRETE MIXER. 
Purchased new by us in December 1955. 
Machine serial No. 2244. Mounted on 
four metal wheels and powered by a 
Petter PAI, petrol engine. Our reference 
No. 60733. Price: £55 met cash as lying 
at our Exeter Depot. 


Thwaites DUMPER, 30cwt. capacity 
mounted on four wheels. Powered by a 
Petter AVA2 diesel engine. Purchased 
new by us in March 1956. Our reference 
No. 60552. Price: £200 net cash as lying 
at our Newport Depot. 
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PORTABLE BAR SHEARS 


Model BETON is made in four sizes—B 32, 
B 40, B 50,B 60. Compact and sturdy, they are 
ideal for site work. Electric motor drive, 
standard; petrol or diesel engine when 


- tr 


required. 

CAPACITY 
SPECIFICATION B32 B 40 B50 B 60 
M.S. Round 12” 1,5,” az 23” 
M.S. Square 1,4" = 19” if’ 3=—. 24” 
M.S. Flat (with 


special blades) 23”x 3” 23”x 14" 4"x#" 554"x 1” 
Steel Round (38 
tons/sq. inch) I," 19” 1%” = 
Further details and full specification from 
SOLE DISTRIBUTORS IN 
THE UNITED KINGDOM | T. BE OS. W. “WARD LTD 
ALBION WORKS - SHEFFIELD - PHONE:- 26311 (22 LINES) 


LONDON OFFICE: BRETTENHAM HOUSE LANCASTER PLACE STRAND W.C.2. PHONE: TEM. 1515 


SALE 





THE MUCKYPUMP DIAPHRAGM PUMP ff 


THE PUMP THAT REALLY PUMPS MUCK 









mn SIZES: 
>” 
3’ 
H i a 7 : 
PETROL 
DIESEL 
ELECTRIC 


The illustration shows a 2” 4 wheeled 


Trolley mounted unit, but a High Speed 





towing model is available. 





The GREENWICH 
PLANT DEPOT 


Tel: GREENWICH 6333-4-5-6 






129-143 WOOLWICH ROAD LONDON S.E.10 
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FOR HIRE 


| MT 
EJ Portable 
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CONTACT US FOR SERVICE 


CONTRACTORS SERVICES LTD 


65 EFFRA ROAD, LONDON S.W.2 f TELEPHONE BRIXTON 4081 


Iso 
Gullick Hydraulic 
Concrete Bursters 
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CONNELL & FINNIGAN 


LIMITED — MANCHESTER 


FOR 


DEMOLITION & DISMANTLING 


Contracts 
















A FIRST CLASS ENTERPRISE CONSISTING OF 
@ EXPERIENCED OPERATORS 
@ TIP TOP EQUIPMENT 
@ ENLIGHTENED PLANNING 


Which all adds up to a LOW COST 
OPERATION and the GUARANTEE 
of meeting your TARGET DATE 


Could we at least have a talk about your next contract ? 


44 MOLYNEAUX STREET, 
MANCHESTER 13 


Telephone: ARDWICK 2523/4/5 
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LEICESTERSHIA: 


WEST STREET, EARL SHILTON, LEICESTER. 
TEL: EARL SHILTON 2210 


SALES AND SERVICE—HIRE PURCHASE—DEMONSTRATIONS AND NORTHANTS 
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Doncaster Motorway 
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Bristol| Birmingham Motorway 


C + | Q BRITAIN’S NEW ROADS 


Now being supplied through the 


Home Grown Timber 
Marketing Corporation Ltd 


40, BAKER STREET, LONDON W.1. TELEPHONE HUNTER’ 2229 





1552 re THE CONTRACT JOURNAL December 22 1969 


TYZACK 
3-LEG 


FOR 
GREATER STRENGTH 
& TYZACK BRADES 95 AND 
ire LONGER LIFE 
SPECIFY 





TYZACK 3 = TYZACK mane a8 s 
sLEG OY | sLEG FR PLASTIC COVERED 


CHAIN LINK 
FENCING 


SOR RRR eR RRR RRR Sopanoaaseaasatasaesaaas: * OUTLASTS GALVANIZED 
FENCING 


saAwes 5 on : Norvic Plastic Covering 
Be protects from rust and 


aad 


corrosion 


‘eal 


sk RETAINS ITS GOOD LOOKS 
FOR YEARS 
Norvic Plastic Covering 
keeps its colour long after 
other fences have yielded 
to the atmosphere 


ae 
EnIIaY 


il 2 


—_ - sk COSTS LESS IN THE 
TYZACK é & BRADES 8 LONG RUN 

3-LEG = The slight increase in initial 
cost is more than offset by 
longer life 


a 
4 


a 


ad ae ad 
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.: A SPECIFICATION 

7 | Roll length 25yds. 

: Mesh ”, 1h", 14", 

Ss ODD 12”, - 
® TYZACK Z Gauges 124, 104, 10 ; 
= 3-LEG A and 94 overall with galvanized 
J o or bright steel core 

Width From 30” up to 13’ in 6” stages | 
Colour Standard Dark Green. Special 


colours to order 
Line Wires Plastic covered 


¥ : BARNARDS | 
BRADES NASH TYZACK LIMITED 






NORWICH Tel: 47321 


from Fronmongert and Tool Stored London: Mansion House 8597 


Birmingham: Midland 3555 
BRADES NASH TYZACK LTD + OLDBURY + BIRMINGHAM 
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SALES PROMOTION ENGINEER 


| REQUIRED TO REPRESENT 
| BENFORD LIMITED 
| IN EXPORT MARKETS 


and whose territory by and large 
| will be the world and whose job will 
be to visit all worthwhile markets 
in turn, to survey the prospects; 
appoint agents; arrange terms; and 
i > visit existing agents for, and users 
of, the Company’s products. 


This is an additional appointment 
| to the permanent Sales Staff of the 
Company. 


Applications should be addressed to the General Manager, Benford Limited, 
Warwick, England, marked ‘Private & Confidential’, and should state 
chronologically the experience and qualifications possessed for this specialised 


kind of work, and must also state clearly the salary and terms required. 
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PERSONNEL 
ADMINISTRATION 


LIMITED 


Se vemerowere  THEAVY CONSTRUCTIONAL PLANT 


Our Appointments Division has been asked to 
env 40 tons—131ft. jib < 

advise on the following post:— DERRIGKS radius (20 ee fy 

radius, 161ft. jib). 











20 tons—125ft. jib. Avail- 


MANAGING DIRECTOR | able Feb, 1961. 


+ "7 ee ss wil 
designate zona i ea 


io ; 4 All - Electric Stiff 
Civil Engineering Contractors a gg ric Stiff Legged 


CRANES We nage 


for the British company of a well-known ; 
Self - contained Steam 


international civil engineering organisation. Crawler Cranes, eminently 
Adon suitable for piling opera- 
He will have complete responsibility for the tions, capable of bending 


and driving 9B3 McKiernan- 


company’s operations in the United Kingdom. Torus tesauniie 


His appointment will be as General Manager 
PILING Hammers McKiernan- 
in the first place, but early promotion to Terry No. 3. to 10B3, 
Delmag D12, D22. 


Ceteariiine . 
cessful man. Applicants, aged 40-45, must 30. DIO. a. ae 


Managing Director is anticipated for a suc- 


hold a University Degree in Civil Engineering. ; 
. ; BOILERS Extensive range. 
Extensive contract management experience, 


preferably in marine construction and re- 


inforced and prestressed concrete, is essential, TRACTORS ao ee 
and some overseas experienceis very desirable. z 
Initial earnings will be negotiated in the EXGAVATORS Unite St Sh: 7 Se 
range £3,500-£5,000 and a generous incentive 
scheme will give ample scope for this to | WINCHES aaa ee 


be increased substantially in the future. 


Company car; pension scheme. ACCESSORIES Crowd Shovels for 3688 
and Lima 802. 


(Ref. 3521/CJ.) 

Le Tourneau Crane — suit- 

able for D8 (towed unit). 

Hyster Crane—suitable for 

D7 or D8. 

The identities of candidates will not be revealed Durogun Pneumatic Con- 
crete Placer. 


Hough Loading Shovel, 24 
cu. yd. capacity. 


to our clients without prior permission. | 
For the convenience of clients and candidates we 
have Regional Offices in Glasgow, Manchester, 
Bristol, Birmingham and Dublin but, in the 


first instance, applicants should forward brief ia | 
details, quoting the reference number, to:— E 





7 \ TRY RY + EY 7 is oo E 
PERSONNEL ADMINISTRATION LIMITED, CIVIL ENGINEERING PLANT HIR 
APPOINTMENTS DIVISION, 
2 ALBERT GATE, LONDON, S.W.1 G. DEW & COMPANY LIMITED PLANT HIRE DEPT. 
MAIN ROAD Tel. MAIn (Oldham) 8291 


OLDHAM Telex. 66473 
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CONTRACTS 


BOROUGH OF MANSFIELD. 


TENDERS FOR STORES FOR THE YEAR 
ANNUAL NDING 31ST MARCH, 1962. 


ERS are_invited for the SUPPLY of the 
FOLLOWING MATERIALS:— 
ial 

A Materials 

(1) Precast (Granite) Concrete Kerbs and Flags. 

(2) Concrete Pipes, Fittings and Gullies. 

(3) Cement. ‘ rr ‘ 

(4) Stoneware Pipes, Fittings and Gullies. — 

(5) tron Castings (M.H. and Gully Fittings). 

(6) Ballast, Sand and Gravel. 

(7) Broken Slag and Granite. 

(8) Tar and Bituminous Macadam. 

(9) Road Tar (Type A), Suoovlv only, also Suoply 
and Application by Mechanical Spraying 
Machine Bituminous Road Emulsion. 

(10) Scavenging and Mechanical Road Sweeper 


Brushes. 
(11) Dustbins. : 
(12) Hire of Barber-Greene Surfacing Machines. 


Specification, Schedules and Forms of Tender may 
be obtained from the Borough Engineer and Surveyor, 
Carr Bank, Mansfield (quote serial number). Tenders 
must be delivered to the undersigned not later than 
Noon on SATURDAY, 28th January, 1961. 


A. C. SHEPHERD, 
Town Clerk. 


Carr Bank, 
Mansfield 
W HITEHAVEN CORPORATION 
WATERWORKS. 


LAKE ENNERDALE AUGMENTATION SCHEME— 
CONTRACT NO. 1, 


30IN. MAIN FROM HAZELHOLME TO 
SUMMER GROVE. 


The Whitehaven Corporation invite TENDERS from 
experienced contractors for the LAYING of approx. 
4,500yd. of 30in. PRESTRESSED CONCRETE WATER 
MAINS and incidental works in connection therewith. 

Copies of the General Conditions of Contract, 
Specification, Bills of Quantities and Form of Tender. 
together with a set of Drawings, may be obtained 
from the Engineers, MESSRS. ROFE AND RAFFETY, 
9 Brewer's Green, Buckingham Gate, Westminster, 
London, $.W.1, on payment (by cheque only) of Two 
Guineas deposit which will be returned on receipt of 
a bona-fide Tender and the return of all documents 
and Drawings supplied. 

The Contract Drawings may be inspected at the 
Ofices of the Engineers at the above address, or at 
the Offices of the Borough Surveyor, Town Hall, 
Whitehaven. : ’ 

Tenders, on the forms supplied, with particulars of 
experience, must be delivered to the Town Clerk of 
Whitehaven, P.O. Box No. 20, Town Hall, Whitehaven, 
Cumberland, not later than SATURDAY, 7th January, 
1961, in a plain sealed envelope endorsed ‘* Tender 
for 30in. Pipeline."* 

The Corporation do not bind themselves to accept 
the lowest or any Tender. 


W. H. J. BROWNE, 
Town Clerk. 
Town Hall, 
Whitehaven. ee BP Bela ke i 
Cres OF LAN CAS TE KR. 
WATER SUPPLY SCHEMES. 


TENDERS are invited from experienced contractors 
for the FOLLOWING WORKS:— 

CONTRACT No. 2. To be let as a _ whole. 
Part (a).—-The Construction of a Weir 
approx. SOyd. long across the River Lune, 
together with an Intake approx. 43 sq. yd. 
in area in the bed of the river, and other 
ancillary works. 3 
Part (b).—The Construction of a Pumping 
Station, consisting of a Superstructure 
measuring approx. 112ft. long x 49ft. wide 
x 31ft. high, and Reinforced Concrete 
Underground Substructure, together with 
ancillary works. 

CONTRACT No. 3.—The Construction of a 
27in. dia. Pumping Main, approx. S miles 
long, consisting of Steel Pipes and Pre- 
stressed Concrete Pipes, together with 
ancillary works. 

CONTRACT No. 4.—The Construction of a 
Covered Concrete Service Reservoir of 3's 


million gallons capacity, together with 
ancillary works. . , : 
Special Conditions of Contract, Specification, Bills 


of Quantities and Forms of Tender may be obtained 
from Mr. L. LYONS, B.Sc., A.M.1.C.E., M.I.Mun.E., 
M.1.W.E., City Water Engineer, Town Hall, Lancaster, 
on payment of £5 per contract, which will be returned 
on receipt of a bona-fide Tender, not subsequently 
withdrawn, and return of all drawings and documents 
Supplied. It is anticipated that the contract docu- 
ments will be despatched to applicants during the 
week ending 17th December, 1960. 

Drawings and General Conditions of Contract may 
be inspected at the Lancaster City Water Engineer's 
Office during normal office hours. 

Tenders, in plain sealed envelope, endorsed ‘‘Water 
Supply Scheme Contracts,"’ to be received by the 
undersigned not later than 10 a.m. on WEDNESDAY 
1Sth February, 1961. 

The Corporation does not bind itself to accept the 
lowest or any Tender. 

J. 0. WADDELL. 


Town Clerk. 
Town Hall, 


Lancaster. 
__2nd December, 1960. 


HEBBURN URBAN DISTRICT COUNCIL. 
42 TRADITIONAL DOWELLINGS— 
CENTRAL AREA REDEVELOPMENT. 


TENDERS are invited for the UNDERMENTIONED 
SUB-CONTRACTS in connection with the Erection of 
the above 42 Traditional Dwellings by Direct Labour: 

(1) Plumbing. 
(2) Electrical Installations. 
(3) Plastering. 

Drawings and Conditions of Contract may be seen 
& the Office of the Engineer and Surveyor, Council 
ices, Argyle Street, Hebburn, from whom the 
Specification and Form of Tender may be obtained 
On payment of a deposit of Three Guineas which will 
be returned on receipt of a bona-fide Tender. 

Tenders must be sent in a plain sealed envelope 
pea any name or mark indicating the sender, and 
- orsed ** Plumbing,"’ etc., as the case may be, and 
ne be delivered to the undersigned not later than 
oon, TUESDAY, 10th January, 1961. 
lowes Council does not bind itself to accept the 
Owest or any Tender. 

K. D. BROWNLOW, 
Acting Clerk to the Council. 
Council Offices, 

Argyle Street, 

Hebburn, 

Co. Durham. 


9th December, 1960. 
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SOMERSET COUNTY_ COUNCIL 
ROADWORKS NEAR WESTON-SUPER-MARE. 


TENDERS are invited for the WIDENING, RE- 
ALIGNMENT and RECONSTRUCTION of approx. One 
Mile of ROAD at OLDMIXON, near Weston-super- 
Mare, Somerset. 

Specification, Bill of Quantities and Form of Tender 
may be obtained from the Office of the County 
Surveyor, County Hall, Taunton, Somerset, where the 
Drawings may be inspected during normal office hours. 
Drawings may also be inspected at the Office of the 
Borough Engineer, Town Hall, Weston-super-Mare. 
A fee of £2 is payabie and returnable on receipt of 
a bona-fide Tender and return of all documents. 

No Tender will be received except in the plain 
envelope provided for the purpose, which shall bear 
the words ‘‘ Tender for Roadworks at Oldmixon," 
but shall not bear any name or mark indicating the 
sender, and shall be delivered or sent by post to reach 
the Clerk of the County Council, County Hall, Taunton, 
not later than Noon on MONDAY, the 2nd January, 


1961. 
J. H. H. WILKES, B.Sc., M.inst.C.€., 
County Surveyor. 


COUNTY COUNCIL OF ESSEX. 
HIGHWAYS DEPARTMENT. 
RECONSTRUCTION OF FULLBRIDGE, MALDON. 


TENDERS are invited for the RECONSTRUCTION 
of FULLBRIDGE, Maldon, over the River Chelmer. 

The work will include the Demolition of the existing 
Iron Bridge, Construction of a New Prestressed Con- 
crete Bridge, and the Demolition of the existing 
Temporary Bridge. 

Applications for the Tender documents should be 
made to the County Surveyor, Old Court, Chelmsford, 
accompanied by a deposit of £5 which will be returned 
if a bona-fide Tender is received and not subsequently 
withdrawn. 

Sealed Tenders must be delivered to the undersigned 
not later than 4 p.m., THURSDAY, 2nd February. 

CHRISTIAN BERRIDGE, 
Clerk of the County Council. 





County Hall, 
Chelmsford. 


COUNTY BOROUGH OF ~ SWANSEA. 
LIMESLADE SEWERAGE SCHEME—PART I. 


TENDERS are invited for the SUPPLY, DELIVERY 
and ERECTION of TWO COMPLETE DISINTEGRATOR 
SETS, the necessary Piping, Valves, Control Gear, 
Switches, Switchboard, and all other fittings, etc. 

A full statement of requirements may be obtained 
by application to MR. R. D. MOODY, A.M.1.C.E., 
M.1.Mun.E., Borough Engineer and Surveyor, The 
Guildhall, Swansea. s 

Tenders, in plain sealed envelopes, bearing no 
name or mark to indicate the sender, and endorsed 
‘* Distintegrator Plant—Limesiade Sewerage Scheme 
(Part 1),"" must be delivered to me or forwarded by 
Registered Post so as to reach me not later than 
MONDAY, 9th January, 1961. 

The Corporation does not bind itself to accept the 
lowest or any Tender. 


JORWERTH J. WATKINS, 
Town Clerk. 
The Guildhall, 
Swansea. 
8th December, 1960. tak has 
BOROUGH OF UXBRIDGE. 


CONTRACT NO. 467. 


PRIVATE STREET WORKS—WARREN ROAD 
(PART Ill). 





DERS are invited from experienced contractors 
oe oe MAKING-UP of the ABOVE STREET. 

The works will comprise the Provision of approx. 
2.750 sq. yd. of new Carriageway in Hardcore and 
Tar and Bitumen Macadam; 4,000 sq. yd. of Bitumen 
Macadam Footways and Grass Verges; 390 lin. yd. 
of Qin. dia. Surface Water Sewer, together with 
Manholes, Kerbing, ogee. one Gulley 

nnections and Concrete arage Crossings. ; 
eg of Tender, Specification and Bills of Quantities 
may be obtained from H. E. G. STRIPP, A.M.1.C.E., 
Borough Surveyor, 263 High Street, Uxbridge, and 
should be returned by First Post on MONDAY, 9th 


Ve 
ee. Se —E. RONALD WEST. 
Town Clerk. 


BOROUGH OF DROITWICH. 
STREET LIGHTING—DISTRICT ROADS. 


TENDERS are invited from experienced contractors 
for the SUPPLY, DELIVERY and ERECTION of 52 
STREET LAMPS in DISTRICT ROADS, together with 
Wiring, Lanterns, and auxiliary gear. 7 

Conditions of Contract and Plan may be inspected 
at, and Specification, Bills of Quantities and Form 
of Tender obtained from, the Borough Engineer and 
Surveyor, Town Hall, Droitwich, during normal office 
hours upon payment of a deposit of £2 2s., which 
sum will be returned on receipt of a bona-fide Tender 
and the return of all documents. 

Tenders, in plain sealed envelopes endorsed “* Street 
Lighting—District Roads," to be delivered to the 
undersigned not later than 10 a.m. on MONDAY, 
2nd january, 1961. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

S. G. FOSTER, 


Town Clerk. 
Town Hall, 
Droitwich, 
Worcs. 
6th December, 1960. 


ST. A USTELL URBAN DISTRICT 
COUNCIL. 


TENDERS are invited for the CONSTRUCTION of 
1,100 lin. yd. of Qin. STONEWARE SEWER at 
TREGREHAN, and 900 lin. yd. of 6in. STONEWARE 
SEWER at SCREDDA, near St. Austell. 

The Specification and Bill of Quantities can_ be 
obtained from H. G. KING, OD.S.C., A.M.1.C.E., 
Engineer and Surveyor, Municipal Offices, Truro Road, 
St. Austell, on payment of a deposit of Three Guineas 
which will be returned on receipt of a bona-fide 
Tender. 

Copies of the relevant Drawings may be inspected 


at the Office of the Engineer during normal office 
hours. 
Tenders, in_a_ plain sealed envelope endorsed 


‘* Scredda and Tregrehan Sewerage,"’ must be delivered 
to the undersigned on or before the First Post on 
MONDAY, 16th January, 196:. 
(Signed) L. E. SAUNDERS, 
Clerk to the Council. 
Municipal Offices, 


Truro Road, 
St. Austell. 


Sth December, 1960. 


SUPPLEMENT 


1555 


CONTRACTS 


DURHAM COUNTY 
OFFICE FURNITURE. 


The County Council is erecting New Offices at 
Durham, which are expected to be ready for occupa- 
tion in the Summer of 1962. Immediately an 
completion of the new offices the whole of the central 
administrative staff, numbering some 1,250, will be 
removed to them. It will be necessary to equip the 
offices with NEW FIXED FURNITURE and almost 
completely with NEW LOOSE FURNITURE. 
_'nquiries are hereby invited from manufacturers (as 
distinguished from factors or marketing agents) of 
wooden office furniture who are able to evidence their 
ability to undertake work on the scale required and, 
if possible, to give a list of comparable contracts 
which have been undertaken and completed by them 
in the last year or so. 

Firms wishing to make inquiries are asked to note 
that they would be expected to conform to the 
following requirements: (i) They will be expected, in 
addition to manufacturing normal office furniture, to 
be in a position to make and install fixed furniture 
(to the County Council's design and _ specification) 
which will be identical in material and finish with the 
loose furniture to be supplied; (ii) they will be 
required to complete all necessary manufacture and 
to warehouse the finished work ready for delivery 
and installation at Durham, fixed furniture to be 
installed progressively as required and delivery of 
loose furniture to be completed within a period of 
three to four weeks of a date to be notified; (iii) in 
order that products may be seen and compared simul- 
taneously, firms desirous of tendering will be asked 
to display, at their own expense, typical standard 
products representative of their total range, in 
premises at Durham which will be made available by 
the County Council during the period 23rd-30th 
March, 1961. 

Firms who are able to comply with the above 
requirements are invited to communicate in writing 
with the undersigned not later than 14th JANUARY, 
1961, giving such information as will enable the 
County Council to decide whether they should 
subsequently be invited to tender. 


J. K. HOPE, 
Clerk of the County Council. 


COUNCIL, 


Shire Hall, 
= Durham. - ov 
COUNTY COUNCIL OF DURHAM. 
TENDERS invited for SUPPLY of PROJECTION 


EQUIPMENT to BISHOP AUCKLAND and HEBBURN 
TECHNICAL COLLEGES. 


Forms of Tender, returnable by 6th JANUARY, 
1961, and details from undersigned. 
G. H. METCALFE, 
Director of Education. 
Shire Hall, 
Durham. 


12th December, 1960. 


THE ROYAL BOROUGH OF KENSINGTON. 
The COUNCIL invite TENDERS for the FOLLOWING 

WORK, SUPPLY of MATERIALS, etc., for the 
12 months commencing 1st April, 1961:— 

Asphalt and Bituminous Paving Works (Road 

Works). 

Paving Works (Masons’ and Paviors’). 

Removal of Clinker Refuse. 

Removal of surplus Excavated Material. 

Sewerage and Drainage Works. 

Tar and Bitumen Spraying Works. 

Ballast for Concreting. 

Brooms, Brushes, etc. 

Chamois Leathers. 

Fuel Oil for Burners. 

Heavy Iron and Mild Steel. 

tron Goods, etc. 

Oilmen's Goods. 

Sand. 

Tarred Broken Slag. 

Towels, etc. 

Uncrushed Shingle. 

Workmen's Clothing. 

Proposals must be made upon, and be strictly in 
accordance with, the Forms of Tender, which can be 
obtained from the Town Clerk's Office, Town Hall, 
Kensington, W.8. 

Tenders, endorsed ‘‘Tender for S 
may be), must be delivered at my Office not later 
than 4 o'clock in the afternoon of TUESDAY, 
17th January, 1961, and no Tender will be received 
except in a sealed envelope, which -shall not bear 
any name or mark indicating the sender. 

The Council do not bind themselves to accept the 


lowest or any Tender. 
J. WARING SAINSBURY, 
Town Clerk. 





(as the case 


Town Hall, 
Kensington, W.8. 
December, 1960. 


‘THURROCK URBAN DISTRICT COUNCIL. 
ANNUAL CONTRACTS. 


The Council invite TENDERS for SUPPLY and 
DELIVERY of the UNDERMENTIONED GOODS, 
MATERIALS and SERVICES for the year April 1st, 
1961, to March 31st, 1962:— 

Schedule 

No. Description 
Stores and Ironmongery. 
Car Crossings in Concrete. 
Tarmacadam. 
(a) Hot Compounds for Tar Spraying. 
(b) Cold Bitumen Emulsion. 
(S) Ballast, Sand and Shingle. 
(6) Lime and Cement. 
(7) Stoneware Pipes and Fittings. 
Granite Chippings. 


AAA 
weve 


1 
2 
3 
4 
Ss 


ies 
a 
- 


(9) Precast Concrete Kerb and Slabs. 

(10) Fine Cold Asphalt. 

(11) Chestnut Fencing. 

(11a) Chain Link Fencing. 

(12) Window Cleaning. 

(13) Coal and Coke. 

(14) Reinstatement of Asphalt Carriageways and 
Footways. 

(15) Kerbing and Paving Work. 

(16) Plastic White Line Marking. 

(17) Giant and Car Tyres, etc. 

(18) Petrol, Diesel, Gas Oil and Paraffin. 

(19) Sealing Expansion Joints in Concrete Roads. 


Schedules and Forms of Tender and Conditions of 
Contract may be obtained from the Engineer and 
Surveyor, Council Offices, Grays. Index numbers of 
schedules required should be quoted in the application, 
and the priced Schedule Forms should bear the 
tenderer’s name. 

Tenders, in the official envelope provided, bearing 
no indication of sender's identity, but marked with 
the number of the schedule(s) should be delivered 
to the undersigned not later than FRIDAY, 30th 
December, 1960. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

A. _E—. POOLE, 


Clerk of the Council. 
Council Offices, . bs 
Whitehall Lane, 
Grays, Essex. 
6th December, 1960. 








1556 SUPPLEMENT 
CONTRACTS 
KENT COUNTY COUNCIL. 


TRUNK ROAD A.20—WEST KINGSDOWN. 


TENDERS are invited, by not later than 2nd 
JANUARY, 1961, for ROAD JUNCTION IMPROVE 


MENT WORKS at the PORTOBELLO INN, West 
Kingsdown. 

Contract documents obtainable from County 
Surveyor, County Halil, Maidstone, on payment of 
deposit of £2 2s., returnable upon receipt of bona-fide 
Tender. 

G. T. HECKELS, 
Clerk of the County Council. 
KENT COUNTY COUNCIL. 


COURT ROAD, ORPINGTON. 


TENDERS are invited, by not tater than 2nd 
JANUARY, 1961, for ROAD IMPROVEMENT WORKS 


at the Junction of Court Road and Spur Road, 
Orpington. 

Contract documents obtainable from County 
Surveyor, County Hall, Maidstone, on payment of 


deposit of £2 2s., returnable upon receipt of bona-fide 


Tender. 
G. T. HECKELS, : 
Clerk of the County Council. 


KENT COUNTY COUNCIL 
MAIDSTONE-SITTINGBOURNE ROAD, A.249. 
DETLING BY-PASS. 


TENDERS are invited by not later than 10 a.m. on 
6th FEBRUARY, 1961, from suitably experienced 
contractors for the CONSTRUCTION of the DETLING 
BY-PASS, approx. 2 miles in length, comprising 
Earthworks, Drainage, Flexible Pavements, and 
ancillary works. 

Contract documents obtainable from County Sur- 
veyor, County Hall, Maidstone, on payment of a 
deposit of £10 10s., returnable upon receipt of 
bona-fide Tender. 

G. T. HECKELS, 


Clerk of the County Council. 
BOROUGH OF WIDNES. 
CONTRACT NO. 394. 
DITTON NEIGHBOURHOOD UNIT—ABBEY ROAD. 
ROADS AND SEWERS. 


TENDERS are invited for the LAYING of approx. 
115 lin. yd. of 9in. S.G.W. SEWER and the Construc- 
tion of approx. S80 sq. yd. of Reinforced Concrete 
Carriageway. 

Copies of the Specification, Bill of Quantities and 
Form of Tender may be obtained from the Borough 
Engineer, Town Hall, Widnes, on payment of a deposit 
of £2 2s., refunded on receipt of a bona-fide Tender 
not subsequently withdrawn. 

Tenders, in the envelope provided, endorsed ‘' Abbey 
Road—Roads and Sewers,’’ to reach the Borough 
Engineer not later than 12 Noon on WEDNESDAY, 


4th January, 1961. 
FRANK HOWARTH, 
Town Clerk. 








Town Hall, 
Widnes. 
29th November, 1960. aren ee: 
& ae a O F Ek 2 £& DS. 
HIGHWAYS DEPARTMENT. 


The HIGHWAYS COMMITTEE of the LEEDS CITY 
COUNCIL invite TENDERS for:— 
(a) KERBING, _TARMACADAM _ FOOTPATHS, 
TARMACADAM CARRIAGEWAYS, etc., in 
the FOLLOWING PRIVATE STREETS:— 
Back Northbrook Street. 
Northbrook Street (Part). 
Shire Oak Road (Part). 
Vesper Way. 
Wood Hill Road (Part). 


(b) GREENSIDE REDEVELOPMENT AREA 
GENERAL SITE CLEARANCE, EXCAVA- 
TION and FILLING, CONSTRUCTION of 


CARRIAGEWAYS and FOOTPATHS, includ- 
ing Concrete Haunch, Hardcore Foundations, 
Kerbing, Tarmacadam Surfacing, Soiling, 
Seeding and Turfing and other incidental 
works, at OLDFIELD LANE DEVELOPMENT. 

Forms of Tender and Bills of Quantities may be 
obtained upon payment of a deposit of One Guinea, 
which amount will be returned upon receipt of a 
bona-fide Tender. Plans, Specifications and copies 
of the documents forming the contract may be inspected 
upon application to the Highways Engineer, 155 Kirk- 
stall Road, Leeds, 4. 

Tenders will be considered only when submitted 
sealed in the envelope provided, endorsed ‘‘Highways 
Department—Tender for Contractors’ Works,’’ and not 
bearing any name or mark indicating the sender. 

Tenders must be delivered at the Town Clerk's Office 
(Committee Department), Room 57, Civic Hall, 
Leeds, 1, not later than 10 a.m. on THURSDAY, 
the Sth January, 1961. 

The lowest or any Tender will not necessarily be 


accepted. 
W. J. HISCOCK, 
Highways Engineer 
December, 1960. 


NEWBURY RURAL DISTRICT COUNCIL. 


WOOLHAMPTON SEWERAGE AND SEWAGE 
DISPOSAL. 


The Council invite TENDERS from _ experienced 
public works contractors having substantial previous 
experience of such works, for the LAYING of approx. 
1,400 lin. yd. of Qin. and Gin. dia. Concrete Pipe 
Sewers, together with Concrete Tube Manholes and 
Sewage Pumping Station and Sewage Disposal Works 
comprising Storm Overflow Chamber, Settling Tank, 
Bacterial Filter, Humus Tank, Sludge Drying Beds, 
Sludge Pumping Station, and other incidental works. 

The Drawings and copies of the Specification, Bills 
of Quantities and Form of Tender can be inspected 
at, and obtained from, the Engineers, MESSRS. 
WILLCOX, RAIKES AND MARSHALL, 33 Great 
Charles Street, Birmingham, 3, on or after WEDNES- 
DAY, 4th January, 1961, on application, accompanied 
by a statement of previous similar works executed 
and a cheque for Ten Guineas drawn in favour of 
the Council as a deposit which will be refunded after 
the delivery of a bona-fide Tender and the return of 
all_documents supplied. 

Tenders, on the form supplied, are to be delivered 
to the undersigned not later than 12 o'clock Noon 
on WEDNESDAY, 1st February, 1961. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

Dated this 1Sth day of December, 1960. 

T. J. FISHER, 
Clerk of the Council. 





Council Offices, 
Phoenix House, 
Bartholomew Street, 
Newbury, Berks. 


THE CONTRACT JOURNAL 


CONTRACTS 
BOROUGH OF REG A Ts. 


12 FOUR-STOREY MAISONNETTES AND 
10 GARAGES. 


CROMWELL ROAD ESTATE, REDHILL. 


FIXED-PRICE TENDERS invited, based upon Bills 
of Quartities, for SUBSTRUCTURE AND _ SITE 
WORKS, and Lump Sum for SUPERSTRUCTURE. 

Forms of Tender, Specifications, Bills of Quantities 
and Plans obtainable from Borough Surveyor, Town 
Hall, Reigate, on payment of deposit of £2 2s. each. 

Tenders, in envelopes provided, must be delivered 
to the undersigned not later than Noon on 6th 
JANUARY, 1960 

HEBER DAVIES, 


Town Clerk 
Town Hall, 
Reigate. 
December, 1960. 
BOROUGH OF CROS8 ¥. 


DEMOLITION AND CLEARANCE, 








TENDERS are invited for the DEMOLITION and 
CLEARANCE of a PORTION of the SEAFORTH 
BARRACKS. : 

Full particulars may be obtained from the Borough 
Engineer and Surveyor, Town Hall, Waterloo, Liver- 


pool, 22. 
HAROLD O. ROBERTS, 
Town Clerk 
13th December, 1960. 


CITY OF PETERBOROUGH. 
ANNUAL TENDERS FOR MATERIALS. 


TENDERS are invited for the SUPPLY of the 
UNDERMENTIONED MATERIALS for the year ending 
31st March, 1962:— 

Cement. 

Lime. 

Precast Granite Aggregate Concrete Kerbs, 
Channels, Quadrants and Edging Kerbs. 

Precast Granite Aggregate Paving Slabs 

Washed Gravel. 

Grit. 

All-in Gravel. 

Washed Sand. 

Hoggin. 

Stabilised Hoggin. 

Ready Mixed Concrete 

Tarmacadam. 

Dense Tar Surfacing. 

Bitumen Macadam. 

Sealing Grit. 

Limestone Pitching, etc. 

Cold Asphalt. 

Hot Rolled Gravel Asphalt 

Cold Bitumen Emulsion. 

Plastic White Line Compound 

Petrol and Gas Oil. 

Derv. 

Dustbins. 

Street Name Plates. 

Forms of Tender may be obtained on application 
to Mr. L. H. ROBJOHN, M.B.E., A.M.I.C.E., City 
Engineer and Surveyor, Town Hall, Peterborough. 
Persons may tender for any or all of the above 
materials. 

Tenders, in a_ plain sealed envelope, marked 
“Annual Tenders,"’ must be received by the under- 
signed not later than 10 a.m. on WEDNESDAY 


4th January, 1961. 
C. PETER CLARKE, 
Town Clerk. 








Town Hall, 
Peterborough. 
December, 1960. 


ELSTREE RURAL DISTRICT COUNCIL. 
CONTRACT NO. 139. 


PERMANENT SPORTS PAVILION AND 
TWO SERVICE FLATS— 
MEADOW ROAD RECREATION GROUND, 
BOREHAM WOOD. 


The Council invite TENDERS from _ experienced 
building contractors for a SPORTS PAVILION, together 
with TWO THREE-BEDROOM SERVICE FLATS, at 
their Meadow Road Recreation Ground, Boreham 
Wood. 

Tenders are to be priced as a Fixed Lump Sum on 
Bills of Quantities. 

Contract documents may be obtained from MR. D. 
HOWELL, Engineer and Surveyor, Council Offices, 
Shenley Road, Boreham Wood, on receipt of a deposit 
of £2 2s., which will be refunded upon receipt of a 
bona-fide Tender not subsequently withdrawn, or on 
the return of the documents. 

Tenders are to be posted to reach the undersigned 
not later than Noon, FRIDAY, 20th January, 1961. 

Drawings may be inspected at the Office of the 
Engineer and Surveyor between the hours of 9 a.m 
and S p.m., Mondays to Fridays inclusive. 

The Council does not bind itself to accept the 
lowest or any Tender. 


A. LANCASHIRE, 
Clerk of the Council. 





Council Offices, 
Shenley Road, 
Boreham Wood, 
Herts. 
12th December, 1960. 
C HELTENHAM AND GLOUCESTER 
JOINT WATER BOARD. 


EXTENSION TO MYTHE WATERWORKS— 
TEWKESBURY. 


The Cheltenham and Gloucester Joint Water Board 
invite TENDERS for the ERECTION of a BUILDING 
to accommodate new Filtration Plant; the Construction 
of new Filter Tanks and Upward Fiow Sedimentation 
Tanks at Mythe Waterworks, Tewkesbury. 

The work comprises Reinforced Concrete Work for 
12 Candy Rapid Gravity Filters, 12 Pyramidal Sedi- 
mentation Tanks, General Building Work for the 
R.C. framed Filter House, the Laying of associated 
Watermains and Drains, and all necessary Excavation. 
The Consultant Engineers for the design of the work 
are MESSRS. L. G. MOUCHEL AND PARTNERS. 

Contract documents and Drawings may be obtained 
from the Joint Engineers, 21 Eastgate Street, 
Gloucester, on payment of a deposit of £10 by cheque 
made payable to the Board. The deposit will be 
returned if a bona-fide Tender is submitted and not 
subsequently withdrawn. 

Tenders should be sent in a plain, sealed envelope 
endorsed ‘‘ Tender for Tewkesbury Waterworks 
Extensions,'' addressed to The Clerk, Cheltenham and 
Gloucester Joint Water Board, Municipal Offices, 
Cheltenham, to arrive not tater than Midday, 
TUESDAY, 31st January, 1961. 

The Board does not bind itself to accept the lowest 


or any Tender. 
J. H. GOODRIDGE, 
W._E. C. BIRD, 
Joint Engineers to the Board. 
December, 1960. 


December 22 1969 


CONTRACTS 


COUNTY BOROUGH OF _ BURNLEY 
TENDERS FOR FURNITURE AND EQUIPMENT. 


TENDERS are 
FURNITURE, 


invited for the 


HARDWARE, SUPPLY 


CARPETIN y 
TRICAL EQUIPMENT, CURTAINS ara’ Rang 
LINEN, CROCKERY, CUTLERY and MEDICAy 
SUNDRIES to FIR GROVE, Burnley, a Hostel for the 
accommodation of 32 elderly residents and Staff P 
Forms of Tender may be obtained from the So 
Services Officer, SO Manchester Road, Burnley a 
should be returned to the undersigned, in the Specie: 
envelope provided for the purpose, not later tha. 
10 a.m. on TUESDAY, the 10th January, 1961 ” 
e Council reserve the right to acce | 
or any part of any Tender submitted. oS ie Chet 
Cc. V. THORNLEY, 


To 
Town Hall, wn Clerk, 


Burnley. 
December, 1960. 


BOROUGH OF HARROGATE 
SITE PREPARATION AND CONSTRUCTION OF 


CAR PARK, ROYAL HALL GARDENS AND Site 
ADJACENT TO THE ELIM HALL, HARROGATE. 


FIXED-PRICE TENDERS are invited for the Site 
PREPARATION and CONSTRUCTION of CAR PARKS 
on the ABOVE SITES. Briefly, the work comprises: Bulk 
Excavation, approx. 4,000 cu. yd.; Hardcore Filj 
approx. 4,000 cu. yd.; Pitching, Tarmacadam and 
Asphalt, approx. 8,000 sq. yd.; Stone Retaining Wali 
approx. 400 cu. yd.; Drainage Works in 9in. and 6in’ 
me Pipes, renee 250 lin. yd . 

ans an onditions of Contract may be in 
at the Office of the Borough Engineer, from whom te 
Specification, Bill of Quantities and Form of Tender 
may be obtained. 

Sealed and endorsed Tenders, on the official form, 
together with the priced Bill of Quantities, are to be 
delivered, in the envelope provided, to the Borough 
Engineer not later than 9 a.m. on THURSDAY, 29th 
December, 1960. ’ 

The lowest or any Tender will not necessarily be 


accepted. 
c. €. FELLOWS, 
orough Engi 
Municipal Offices, i 
Harrogate. 

aes 29th _November, 1960. 

B OROUGH OF BRIDGWATER, 
BRISTOL ROAD DRAINAGE. 


TENDERS are invited for the BULK EXCAVATION 
for NEW FOOTPATH, Laying of Surface Water Drains 
and Building of Catchpits. 

Full particulars and documents may be obtained 
from the Borough Engineer, Town Hall, Bridgwater 
on payment of a £2 2s. deposit. ; 

Closing date for receipt of 
MONDAY, 9th January, 1961. 

The Council do not bind themselves to accept the 
lowest or any Tender. 


Tenders: 10 a.m, 


H. A. CLIDERO, 


Town Clerk. P 
BOROUGH OF BRIDGWATER. 


NORTH STREET AND HIGH STREET. 
RE-LAYING OF SLABS AND KERBS. 


TENDERS are invited for the RE-LAYING of 900 
sq. yd. of SLAB PAVING and 240 lin. yd. of KERB 
in North Street and High Street. 

Full particulars and documents may be obtained 
from the Borough Engineer, Town Hall, Bridgwater, 
on payment of a £2 2s. deposit. 

Closing date for receipt of 
MONDAY, 9th January, 1961. 

The Council do not bind themselves to accept the 
lowest or any Tender 

H. A. CLIDERO, 


Town Clerk. 
BOROUGH OF DAVENTRY. 


Building contractors possessing the __ necessary 
experience and plant, wishing to TENDER for the 
CONSTRUCTION of a REINFORCED CONCRETE 
OPEN-AIR SWIMMING POOL, 110ft. 3in. x 353ft., 
together with Single-storey Changing Accommodation, 
etc., at DAVENTRY, are invited to apply to PICK, 
EVERARD, KEAY AND GIMSON, Architects, 6 
Millstone Lane, Leicester, for the Bill_of Quantities 
and Tender Form, not later than SATURDAY, 7th 
january, 1961. A deposit of £5 5s. is required, 
returnable on receipt of a bona-fide Tender which 
is not subsequently withdrawn. Cheques to be made 
payable to Daventry Corporation. 

ARTHUR E. MOORE. 
Town Clerk. 


Tenders: 10 a.m., 





Moot Hall, 
Daventry, 
Northants. 
22nd December, 1960. 


FPARNHAM URBAN DISTRICT COUNCIL. 


CLASSIFIED ROADS—!IMPROVEMENTS. 


The Council invite TENDERS for the CONSTRUC- 
T!ON of IMPROVEMENTS WORKS as __follows:— 
A.324, Monkton Lane, Farnham. — The works 
comprise the Widening of the existing 
Carriageway to 24ft., and the Construction 
ot Footpaths, the approx. quantities being:— 
(a) 350yd. tin. Concrete Kerbs and Sett 
Channel. ‘ 

(b) 900yd. sup. Carriageway Construction. 
(c) 800yd. sup. Footpath Construction. 

(d) Ancillary works. 

CX.121, Upper Weybourne Lane. — The works 
comprise the Widening of the existing 
Carriageway to 22ft., and the Construction 
of Footpaths, the approx. quantities being: 
(a) 2,000yd. cu. Excavation 3 
(b) 2,500yd. sup. Carriageway Construction. 
(c) 1,800yd. sup. Footpath Construction. 
(d) 900yd. tin. Concrete Kerb and Sett 

Channels. 
(e) Ancillary works. 

Form of Tender, Specification and Bills of Query 
tities for the works may be obtained from GEOFFR he 
POOLE, A.M.I.C.E., Engineer and Surveyor, on ble 
deposit of £2 2s. for each site, which is returna cs 
on the receipt of a bona-fide Tender and for t 
return of all documents. inns 

The General Conditions of Contract and Drawings 
may be inspected at the Office of the Engineer an 
Surveyor during normal working hours. ea: | 

Tenders shall be returned to the undersign: Ss 
the endorsed envelopes provided, not later than 9 a.m. 
MONDAY, 16th January, 1961. the 

The Council do not bind themselves to accept 


lowest or any Tender. 
? W. UNDERDOWN, 
Clerk of the Council. 
Council Offices, 
South Street, 
Farnham, Surrey. 


\ 
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aw 
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December 22 1960 


CONTRACTS 


OYAL BOROUGH OF KINGSTON-UPON- 
R THAMES. 


TENDERS are invited for the SUPPLY of the 
NDERMENTIONED MATERIALS on a_ firm-price 
oe for 12 months commencing Ist April, 1961:— 


m No. 
For tt) Sand. 
(1) Ballast 


(2) Tarred Limestone 
(2) Cold Asphalt. 
(2) Cold Coat 55%. 
(3) Paving Stones. 
(3) Concrete Kerb. 
(4) Dustbins. 
(5) Toilet Rolls. 
(6) Pine_ Disinfectant 
forms of Tender, General Conditions and Speci- 
feations obtainable from Borough Surveyor, Guildhall, 
Kingston-upon-Thames. ; 
Tenders returnable to the undersigned not later 
than the 20th JANUARY, 1961. 
The Council. does not bind itself to accept the 
lowest or any Tender. 
L. V. POWELL, 
Town Clerk 
Guildhall, 
Kingston-upon-Thames 


8th December, 1960. ee : 
BOROUGH OF WIDNES. 
ERECTION OF BRANCH LIBRARY. 


FIXED-PRICE TENDERS are invited for the 
ERECTION of a2 BRANCH LIBRARY at QUEEN'S 
AVENUE, Widnes. The Structure will be Steel-framed, 
Single-storey, with a Floor Area of approx. 2,600 

. ft. 
ills of Quantities and Yender Forms are obtainable 
from the Borough Architect, Brendan House, Widnes 
Road, Widnes, where Drawings and General Conditions 
of Contract may be inspected. 

Tenders, on the forms provided, must be delivered 
to the undersigned, in the special envelope provided, 
without any distinguishing mark, not later than 
10 am. on TUESDAY, 10th January, 1961. 


FRANK HOWARTH, 


Town Clerk. 
Town Hall, 
Widnes. 
December, 1960. ; 
city OF CANTERBURY. 


CITY ENGINEER AND SURVEYOR'S DEPARTMENT 
ANNUAL TENDERS. 


TENDERS are invited for the SUPPLY of the 
UNDERMENTIONED MATERIALS during the year 
ending 31st March, 1962:— 
(1) Sand and Ballast. 
(2) Cement and Lime. 
(3) Manhole and Inspection Covers and Frames 
and Gully Gratings and Frames. 
(4) Precast Concrete Kerbs and Fiags. 
(5) Gas Coke. 
(6) Cold Asphalt and Precoated Chippings 
(7) Tarmacadam and Bituminous Macadam 
(8) Scavenger’s Brooms, Soap, Toilet Rolls and 
Dustbins 
(9) Reinstatements in Hot Rolled Asphalt 

(10) Petro! (Commercial Grade). 

Conditions, Specifications and Forms of Tender may 
be obtained on application to J. E. RHODES, Esq., 
B.Eng., A.M.I.C.E., City Engineer and Surveyor, 
Municipal Buildings, Dane John, Canterbury. 

Tenders, which must be made on the forms issued 
by the Council, are to be enclosed in a plain sealed 
envelope addressed to the undersigned, endorsed 
Tenders for —-—."’ but not bearing any other mark 
whatsoever indicating the sender, and should be 
received not later than 21st JANUARY, 1961. 


J. BOYLE, 


Town Clerk. 
Municipal Buildings 


Canterbury 
: December, 1960. 
URBAN DISTRICT COUNCIL OF 
NORTHWICH. 


TENDERS FOR MATERIALS 


TENDERS are invited for the SUPPLY and DELIVERY 
of the UNDERMENTIONED MATERIALS for the year 
ending 31st March, 1962:— 

Tarmacadam. 

Bitumen Macadam 
Waterbound Macadam 
Concrete Flags. 
Concrete Kerbs. 
Granite Chippings. 
Slag_Chippings. 
Graded Gravei 

Grit Sand. 

Building Sand. 

And for the PURCHASE of SCRAP METALS. 

Specifications and Forms of Tender may be 
Shtained On application to the Engineer and Surveyor, 
‘ Council House, Church Road, Northwich. 

Pa tee in plain sealed envelopes, endorsed ‘‘Tender 
al faterials,"’ should be delivered to the undersigned 
161 than 10 a.m. on SATURDAY, 28th January, 


The Council reserve the right to accept part of a 


Tender, and do not bind 
; h 
ta OO themselves to accept the 


H. D. HOCKING, 
The Council House, Clerk of the Council 
Northwich. 
URBAN DISTRICT COUNCIL OF 
SHILDON. 


JUBILEE FIELDS HOUSING ESTATE— 
CONTRACT NO. 7 5. 


ERECTION OF 21 HOUSES. 


FIXED-PRICE TENDERS are invi 
ted for the 
HaesgtON of 21 HOUSES (Five Blocks of Two 
Tiree’ Wo Blocks of Four Houses and One Block of 
Specification in accordance with the Plans and 
‘ca prepared by the Council's Surveyor. 
ouncii's gcocuments may be obtained from the 
of a de urveyOr at the address below on payment 
able oe recent > wine ae <peeet will be refund- 
a bona-fide Tender 
of Plans and Specification. ecg 


may be Conditions of Contract 
Surveyoe examined at the Office of the Council's 
Tender 


ers are to be delivered to the under d 
a Signed, in 
a Sealed envelope endorsed ** Housing Tender,"’ 
The Counen oon on FRIDAY, 6th January, 1961. 
oes 
lowest or ae aorae. bind itself to accept the 
CYRIL A. MITCHINSON, 
Council ities Clerk of the Council. 
Burke Street, 
hildon, 
Co. Durham. 
12th December, 1960. 
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CONTRACTS 


BOROUGH OF WALLASEY. 


BOROUGH ENGINEER AND 
SURVEYOR'S DEPARTMENT. 


QUOTATIONS are invited for the SUPPLY of the 
UNDERMENTIONED MATERIALS, etc., during the 
12 months ending the 31st March, 1962:— 

(1) Materials for Road Construction: 
(a) Stone Aggregate. 
(b) Tar and Bitumen for Hot Spraying. 
(c) Cold Bitumen for Surface Dressing ana 
Tack Coat. 
(d) Bitumen Macadam, etc. 
(e) Concrete Flags, Kerbs, etc. 
(f) Ready Mixed Concrete. 
(2) Sand and Gravel. 
Ashes. 
Mortar. 
Cement. 
Salt Glazed Pipes and Fittings. 
Brushes—Scavenging Brooms. 
Brushes—Sets for Mechanical Road Sweeping 
Vehicles. 
Paint. 
Painters’ Brushes. 
Glass, Putty and Plaster. 
Cleft Chestnut Fencing and Posts. 
Chain Link Fencing. 
Electric Cables. 
Electric Lamps. 
Dustbins. 
Ironmongery, Plumbing and Rainwater Items 
Drainer Boards. 
Soap. 
Mops, Floorcloths, Waste, etc 
Toilet Paper. 
Hired Haulage. 
of Quotation, with Specifications and Condi- 
tions, may be obtained on application to the Borough 
Engineer and Surveyor, Town Hall, Wallasey. Applicants 
should state for which items they desire to quote. 

Quotations to be enclosed in the official envelope 
provided, which must be sealed, and delivered not 
later than 9 a.m. on WEDNESDAY, the 18th January, 


1961. 
A. G. HARRISON, 
___Town Clerk. 


city OF CAMBRIDGE. 

ARBURY ROAD HOUSING ESTATE—NORTH SITE. 

CONSTRUCTION OF FOOTPATHS AND VERGES 
CONTRACT Q.7. 


COUNTY 
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TENDERS are invited for the CONSTRUCTION of 
FOOTPATHS and VERGES at the ABOVE SITE, 
comprising: 5,600 sq. yd. of Tarmacadam Footway: 
2,500 sq. yd. of Artificial Stone Paving; 11,550 sq. yd. 
of Grass Verges: and other ancillary works. 

Applications for the Form of Tender, Bills of 
Quantities and Specification should be made to the 
City Engineer and Surveyor, The Guildhall, Cambridge. 

Tenders are to be returned by 3 p.m. on the 
16th JANUARY, 1961. 

Application must be accompanied by a deposit of 
Five Guineas, which will be returnable on receipt of 
a bona-fide Tender. The Drawings and General 
Conditions of Contract can be inspected at the City 
Engineer's Office. 

The lowest or any Tender will not necessarily be 
accepted. 

SWIFT, 


Town Clerk 


ALAN H. |. 


The Guildhall, 
; Cambridge. - ; en a 
WHITCHURCH URBAN DISTRICT 
COUNCIL. 
ANNUAL TENDERS. 


The above-named Council invite TENDERS for the 
SUPPLY and DELIVERY of the FOLLOWING 
“= etc., for 12 months ending 31st March, 

(a) Precast Concrete Kerbs and Flags. 
(b) Tarmacadam and Broken Stone. 

Forms of Tender may be obtained from T. SPURR, 
M.R.S.H, A.M.1.S.E., A.M.S.E.., A.M. Inst.H.E., 
Engineer and Surveyor, Pauls Moss, Dodington, 
Whitchurch, Shropshire. 

Tenders, in plain envelopes, sealed and endorsed 

Tenders for ' must be delivered to the 
undersigned not later than 12 Noon on MONDAY, 
23rd january, 1961. 

The Council reserve the right to accept a part or 
parts of any Tender, but do not bind themselves to 
accept the lowest or any Tender. 

F. CLAYTON, 
Clerk of the Council. 





Pauls Moss, 
Dodington, 
Whitchurch, 
Shropshire. 
12th December, 1960. 


ABERDARE URBAN DISTRICT COUNCIL. 
UNIFORM AND PROTECTIVE CLOTHING. 


TENDERS are invited for the SUPPLY of UNIFORM 
and PROTECTIVE CLOTHING for the Council's 
employees, for the year commencing 1st April, 1961. 

Tender Forms and Schedules of Quantities may be 
obtained from the General Manager, Transport Offices 
Gadlys, Aberdare. 

Tenders, in plain sealed envelopes bearing no mark 
or indication of the sender, but endorsed ‘‘ Uniform 
Clothing,”" must reach me not later than FRIDAY, 
6th January, 1961. 

The Council does not bind itself to accept the 
lowest or any Tender, and reserves the right to 
accept part of a Tender. 

D. G. JAMES, 
Clerk of the Council. 

Town Hall, 

Aberdare. 
12th December, 1960. 


CANNOCK RURAL DISTRICT COUNCIL. 
19 DWELLINGS AND FOUR GARAGES— 
PRIMROSE PARK, PANKRIDGE. 

TENDERS are invited from builders and contractors 
for the ERECTION of Traditional type DWELLINGS 
on the ABOVE SITE. The Dwellings comprise as 
follows: Six 2-storey Flats; 13 Houses; Four Garages. 

Applications to tender must be received in writing 
not later than First Post, SATURDAY, 31st Decem- 
ber, 1960, together with a deposit of £2 2s., which 
will be refunded on receipt of a bona-fide Tender. 

Drawings and Conditions of Contract may be 
inspected at the Offices of the Council's Engineer and 
Surveyor, Council Offices, Penkridge. Bills of Quan- 
tities will be forwarded to the contractors at an early 
date after the receipt of applications. 

JOHN F. ROBERTS, 
Clerk of the Council 
Council Offices, 
Penkridge, 
Stafford. 
12th December, 1960, 


SUPPLEMENT 


1557 


CONTRACTS 


BOROUGH OF WESTON-SUPER-MARE. 


OLDMIXON TOWN DEVELOPMENT SITE— 
ERECTION OF 150 HOUSES. 


The Borough Council of Weston-super-Mare have 
now decided that 150 HOUSES shall be ERECTED 
at the ABOVE SITE, under one Contract, instead of 
SO, as previously advertised. 

Contractors desirous of submitting TENDERS for 
the erection of these houses are invited to notify me 
in writing not later than WEDNESDAY, 4th January, 
1961, so that the Council may select the contractors 
from whom they will invite Tenders. 


R. G. LICKFOLD, 
Town Clerk. 
Town Halil, 
Weston-super-Mare. 
13th December, 1960. 


MACCLESFIELD CORPORATION. 
LAMALOAD WATER SCHEME—CONTRACT NO. 8. 
CONSTRUCTION OF SERVICE RESERVOIRS. 


The Corporation invites TENDERS from experienced 
contractors for the CONSTRUCTION of TWO RE- 
INFORCED SERVICE RESERVOIRS, each of Im. 
gallons capacity, together with Pipelaying within their 
immediate neighbourhood. 

The Contract documents, prepared by the Corpora- 
tion’s Consulting Engineers, MESSRS. HERBERT 
LAPWORTH PARTNERS, 25 Victoria Street, West- 
minster, $.W.1, may be obtained from the undersigned 
on or after the 2nd January, 1961, on payment of a 
deposit of £5 5s., which is returnable on receipt of 
a bona-fide Tender not subsequently withdrawn. 

Tenders, in a plain envelope, endorsed ‘* Tender 
for Service Reservoirs," must be delivered to the 
Town Clerk not later than Noon on the 6th 
February, 1961. 

The Corporation does not bind itself to accept the 
lowest or any Tender. 

W. ISAAC, 


Town Clerk. 
Town Hail, 
Macclesfield. 


HATFIELD RURAL DISTRICT COUNCIL. 


LEMSFORD SEWERAGE—CONTRACT NO. 8. 
TO CONTRACTORS. 


The above-named Council invite TENDERS for the 
EXECUTION OF SEWERAGE WORKS, comprising the 
Furnishing and Laying of about 900yd. of Gin. and 
Qin. Stoneware and Spun-iron Sewers and about 
300yd. of 4in. Spun-iron Pumping Main and the 
Construction of a Sewage Ejector Station, Manholes, 
and other appurtenant works. 

Contractors desirous of tendering are requested to 
send their names and addresses to D. BALFOUR AND 
SONS, MM.I.C.E., 131 Victoria Street, Westminster, 
S.W.1, together with a cheque deposit of £10 made 
payable tc the Hatfield Rural District Council, not 
later than TUESDAY, 3rd January, 1961, after which 
full particulars will be forwarded. The deposit will 
be returned on receipt of a bona-fide Tender and the 
receipt of all printed documents after the Contract 
has been let. 

It is essential that the contractor shall have had 
considerable experience in similar works and be 
prepared to furnish security with an approved society 
for the fulfilment of the Contract. 5 

The lowest or any Tender will not necessarily be 
accepted by the Council. 

S. F. JAGO 


Clerk to the Hatfield R.D.C. 
Council Offices, 


16 St. Albans Road, 
Hatfield, Herts. 


WOKINGHAM RURAL DISTRICT 
COUNCIL. 


EXTENSIONS TO MARSH FARM SEWAGE 
DISPOSAL WORKS. 


W8/7 CONTRACT 1. 


TO CIVIL ENGINEERING AND PUBLIC WORKS 
CONTRACTORS. 


The Council invites TENDERS for EXTENSIONS to 
MARSH FARM SEWAGE DISPOSAL WORKS, Earley, 
near Reading, involving the Construction of Two Sedi- 
mentation Tanks, Two Filters, Three Sludge Digestion 
Tanks, Two Humus Tanks, Three Sludge Drying Beds, 
a Recirculating Pumping Station, Alterations to Exist- 
ing Work, Storm Water and Final Effiuent Lagoons. 
Pipe Connections, and sundry Site and ancillary works. 

Particulars and Specification may be obtained, and 
Plans inspected, at the Offices of the Consulting 
Engineers, MESSRS. HOWARD HUMPHREYS AND 
SONS, West Street, Epsom, Surrey, on and from 
Wednesday, 21st December, until Friday, 13th 
January, between 10 a.m. and 4 p.m., upon payment 
of a deposit of Five Guineas by cheque made payable 
to the Council, which deposit will eventually be 
returned to each contractor who has submitted a 
bona-fide Tender not subsequently withdrawn. Prints of 
the Contract Drawings can be obtained on loan from 
the Consulting Engineers on payment of £1 15s. 
All prints so supplied are to be returned. 

Tenders, on the official form, to be delivered to 
the undersigned, in sealed envelopes endorsed 
“Tender for Extensions to Marsh Farm Sewage Dis- 
posal Works (W8/7.1),"' but bearing no name or 
other mark indicating the sender, by MONDAY, 30th 
January, 1961. 

The Council does not 
lowest or any Tender. 

GEOFFREY HEATH, : 
Clerk of the Council. 





undertake to accept the 


Council Offices, 





Shute End, 
= Wokingham, Berks, 
CLARO WATER BOARD. 


SOFTENING PLANT—THORP ARCH SUPPLY. 


TENDERS are invited for the SUPPLY and 
INSTALLATION of a FULLY AUTOMATIC BASE 
EXCHANGE WATER SOFTENING PLANT for the 
ABOVE SUPPLY. The Plant must be capable of a 
normal average flow rate of 27,000 galions per hour 
of blended water. ‘ 

Further details may be obtained from the Engineer 
to the Board. 

The completed Tenders must be returned in plain 
sealed envelopes endorsed *‘ Thorp Arch Softening 
Piant, to the Engineer to the Board, Claro Water 
Board, Municipal Offices, Harrogate, and must be 
received not later than 12 Noon on MONDAY, the 


23rd January, 1961. 
' JAMES B. POOLEY, 
Engineer to the Board. 
Claro Water Board, 
Municipal Offices, 
Harrogate, 
Yorks. 








SUPPLEMENT 


CONTRACTS 
BOROUGH OF 


EOVIL. 


CONTRACT B.8—ERECTION OF 42 HOUSES, 
12 OLD PEOPLE'S BUNGALOWS AND 6 GARAGES 


Applications are invited from builders wishing to 
TENDER for the ABOVE-MENTIONED CONTRACT. 

Applicants, who must have carried out contracts 
of a similar size for other local authorities, should 
submit their applications to the undersigned not later 
than Noon on MONDAY, 2nd January, 1961, giving 
the names of Local Authorities for whom they have 
done similar work. 

Firms invited to tender will receive copies of the 
Bills of Quantities and Layout Drawing, and be 
notified of the last date for receipt of Tenders. 


A. HEAL, M.I.Mun.E, 
Borough Surveyor. 
Municipal Offices, 
Yeovil. 


BOROUGH OF YEOVIL. 


SEWAGE PURIFICATION WORKS— 
EXPERIMENTAL PLANT. 





The COUNCIL will shortly invite applications from 


firms wishing to TENDER for the CONSTRUCTION 
at the Yeovil Sewage Purification Works of the 
FOLLOWING: 

(a) An Experimental Plant consisting of an 


Aeration Unit in Reinforced Concrete, to- 
gether with Seven Small Filters 6ft. to 8ft. 
in diameter, Associated Metering Devices, 
Pipework, Pumps, and Nine Concrete 
Settling Tanks 3ft. to Sft. in diameter. 

(b) The Installation of Gas Recirculation Equip- 
ment on two existing 40ft. diameter Digester 
Gasholders. 

Firms tendering must have had experience on this 
class of work and have the necessary labour and 
plant resources to complete the work expeditiously 
in accordance with the terms of the Contract. 

Firms desirous of submitting a Tender are invited 
to forward their names to the undersigned not later 
than FRIDAY, 6th January, 1961. 

It is expected that tendering documents will be 
sent to the selected firms on or about the 16th 
January, 1961, and that completed Tenders will have 
to be submitted by the 15th FEBRUARY, 1961. 


J. D. AND D. M. WATSON, MM.1.C.E. 


67 Tufton Street, 
Westminster, S.W.1. 


BOROUGH EALING. 
SUPPLY OF MATERIALS AND EXECUTION OF 


OF 





WORKS FOR 12 MONTHS COMMENCING 
1ST APRIL, 1961. 
MATERIALS: 

Brooms, Brushes and Paint Brushes; Chandlery, 
Painters’ Sundries and Glazing; Bricks, Pipes and 
Concrete Tubes; Granite Concrete Kerb and 
Paving Slabs; Iron Castings and Ventilating 
Columns; Ironmongery and Tools; Motor Spirit 
Lubricating and Fuel Oils; Shingle, Sand and 
Ballast; Tarred Macadam; Uniforms, Clothing 
and Boots; Coal and Coke. 

WORKS: 


Paving Works; Surface Dressing of Roads and Foot- 


paths; Repair of Asphalt Carriageways and 
Reinstatement of Trench Openings; Window 
Cleaning. 


Forms of Tender, Conditions of Contract, etc., may 
be obtained, and samples inspected, upon application 
to the Borough Surveyor, Town Hall, Ealing, W.S. 

Applications for Tender Forms (by post) must be 
accompanied by a stamped and addressed envelope 
(brief size). 

Tenders must be delivered to the TOWN CLERK, 


Town Hall, Ealing, W.5, not later than 12 Noon, 
SATURDAY, 21st January, 1961. 
: rz © O F OX FOR D 


TENDERS FOR FIRE BRIGADE UNIFORMS AND 
PERSONAL EQUIPMENT. 


TENDERS are invited for the SUPPLY of FIRE 
BRIGADE UNIFORMS and PERSONAL EQUIPMENT 
during the financial year 1961-62. 

Particulars of the articles required, and Forms of 
Tender may be obtained from the Chief Fire Officer, 
George Street, Oxford. 

Tenders, enclosed in a plain sealed envelope and 
marked ‘‘ Tender for Fire Brigade Uniforms,’’. must 
reach me at the address given on the Form of Tender 
= than 10.30 a.m. on the 25th JANUARY, 

The Council does not bind 


lowest or any Tender. 
HARRY PLOWMAN, 
Town Clerk. 


itself to accept the 


Town Hall, 
Oxford. 
22nd December, 1960 


MELFORD RURAL DISTRICT COUNCIL. 


CONTRACTS REF. 33E2 and 33F2. 
GREAT CORNARD AND GLEMSFORD SEWERAGE 
SCHEMES. 


The Council propose to_ invite FIXED-PRICE 
TENDERS from selected firms for the CARYING OUT 
of TWO CONTRACTS involving the Construction of 
Sewers and Sewage Disposal Works for the villages 
ot Great Cornard, Glemsford, Hartest and Boxted. 

The Contract for Great Cornard comprises the 
Construction of approx. 12,000yd. of 15Sin., 12in., 
Qin. and Gin. dia. Sewers, One Pumping Station, 
approx. 2,100 lin. yd. of Qin., Sin. and 4in. dia. 
Rising Main, Two Ejector Stations and a Sewage 
Disposal Works consisting of a Sedimentation Tank, 
Biological Filters, Humus Tank, Works Pumping 
Station, Sludge Beds, Access Roads, Paths, and 
ancitiary works. 

The Contract for Glemsford, Hartest and Boxted 
comprises the Construction of approx. 11,500 lin. yd. 
of 15Sin., Qin. and Gin. dia. Sewers, Two Pumping 
Stations, approx. 4,000 lin. yd. of 4in. dia. Rising 
Mains, and a Sewage Disposal Works consisting of a 
wt gh tie ge Biological Filters, Humus Tanks, 

umping Station, Sludge Beds, 
ey A ancillary works. . mares 
uali and responsible contractors wishin t 
tender for the above works are hereby invited to seply 
wed the inclusion of their names on the Council's select 
oan forms eee Obtained from the 
n ngineers, S. SANDFORD FAWC 
AND PARTNERS, 53 Victoria Street, London, Swit. 
to whom completed forms should be returned not 
later than the 9th JANUARY, 1961. 
J. A. SHAW, 
en Clerk of the Council, 
Chilton House, 
Newton Road, 
Sudbury, Suffolk. 
10th December, 1960 


THE CONTRACT JOURNAL 


CONTRACTS 


M ETROPOLITAN BOROUGH’ OF 
BATTERSEA. 


ANNUAL CONTRACTS. 
The COUNCIL invites TENDERS for the FOLLOW- 
ING for one year from 1st April, 1961: 
Window Cleaning. 
Scavengers’ Brooms and Brooms for Motor Road 
Sweepers. 

Forms of Tender, containing full particulars, may 
be obtained at the Town Hall, Lavender Hill, S.W.11, 
or by sending the Borough Engineer and Surveyor 
a stamped addressed envelope under cover, endorsed 
‘* Tender Form,’' and no Tender will be considered 
unless made on such form. 

Tenders, in separate envelope, sealed and marked 
on the outside ‘* Tender for "' must be delivered 
to me by Noon on FRIDAY, 13th January, 1961. 

c. M. W. S. FREEMAN, 
Town Clerk. 








Town Hall, 
Battersea, S.W.11. 


BOROUGH 0O..F BA ©. UP. 


TENDERS are invited for the SUPPLY and DELIVERY 
of the FOLLOWING MATERIALS, etc., for a period of 
12 months ending 31st March, 1962:— 

Building and Washed Sand. 

Precast Concrete Kerbs, Flags, etc. 
Road Stone. 

Tarred and Bituminous Macadam. 
Cold Asphalt. 

Petrol. 

Diesel. 

Lubricating Oils 

Drain Pipes and Fittings. 

Manhole Covers, Gully Grids, etc. 
Bitumen and Emulsions. 

Salt. 

Precipitated Chalk. . 

Specifications and Forms of Tender may be obtained 
from the Borough Engineer. Municipal Offices, Bacup. 

Tenders, in plain sealed envelopes, endorsed *‘Tender 
for " to be delivered to me by 31st JANUARY, 


1961. 
The Council do not bind themselves to accept the 


| any Tender. 
owest or y A. OD BOND. 
Town Clerk. 





Municipal Offices 
Bacup. 


BOROUGH OF WORTHING. 


BOROUGH ENGINEER'S DEPARTMENT. 


TENDERS FOR SUPPLIES. 


TENDERS are invited for the SUPPLY of the 
FOLLOWING MATERIALS during the year ending 
31st March, 1962:— 

1) Precast Concrete Kerb. 

Precast Concrete Coloured Edging. 

Precast Concrete Flags 
Precast Channel Blocks. 
Concrete Aggregates and Building Sands. 
Concrete Gully Tanks. 
Salt Glazed Ware Pipes. , 
Cast Manhole Covers, Road Gully Gratings 
and Frames. 

Cast Covers and Frames for Street Lighting 
Footway Pits. 

Fine Cold Asphalt. 





OUR W N30 © BIAHAAN 


(10) 

(11) Tarmacadam 

(12) Petrol, Diesel Fuel, Fuel Oil, Lubricating 
Oils. 

(13) Tungsten Filament Electric Lamps and 


Electric Discharge Lamps. 
) Ready Mixed Concrete. 

) Solid Fuel. 

) Granite Chippings. 

) 


= 


(17) Portland Cement. 
Specification and Forms of Tender may be obtained 
Conditions of Contract inspected 


from, and General 
at, the Office of the Borough 


Worthing. 
Attention is specially drawn to the submission of 


samples in connection with Items (1), (2), (3), (4), 
(5), (6), (7), (10), (11), (14) and (16). 

Tenders, sealed and endorsed as toeteases _ = 
Specification and Conditions, are to be delivere 
the undersigned not later than WEDNESDAY, 


11th January, 1961. 
The Corporation does not bind itself to accept the 


| tora Tender. 
eee wy ERNEST G. TOWNSEND, 
Town Clerk. 


Engineer, Town Hall, 


Town Hall, 
Worthing. 
9th December, 1960. 
BRENTWOOD URBAN DISTRICT 
COUNCIL. 


HIGHWAYS ACT, 1959 


CORNSLAND (PART). 


TENDERS are invited for the MAKING-UP of THIS 
STREET. 

Plan, Sections and Conditions of Contract may be 
inspected, and Specification, Form of Tender, Bills of 
Quantities and Schedules obtained from D. A. 
DALLAS, M.B.E., A.M.I.C.E., Engineer and Surveyor, 
Council Offices, Brentwood, upon payment of a deposit 
of £1 1s. returnable upon receipt of a bona-fide 
Tender and the return of ali documents. 

Sealed Tenders, on the prescribed form, in envelopes 
endorsed ‘‘ Tender for Private Street Works," and 
bearing no indication of the sender, must reach me by 
9th JANUARY, 1961. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

CLEMENT BOOTH, 
Clerk of the Council. 


URBAN _ DISTRICT 
COUNCIL. 


IMPROVEMENT OF UPMINSTER ROAD, RAINHAM. 


TENDERS are invited for the ABOVE CONTRACT, 
which includes the Supply and Laying of approx. 
6,150 sq. yd. of Two Course 4in. thick Hot Rolled 
Gravel Asphalt, 1,600yd. of P.C. Kerbing, Footway, 
and ancillary. works. 

The Specification and Bills of Quantities may be 
obtained from, and the 1.C.E. Conditions of Contract 
and Drawings may be inspected at, the Office of the 
Engineer and Surveyor, Council Offices, Billet Lane, 
Hornchurch, upon payment of a deposit of Two 
Guineas, which will be refunded in the case of a 
bona-fide Tender, on acceptance of a Tender by the 
Council. 

The documents must be returned to the under- 
signed not later than Noon on 9th JANUARY, 1961, 
sealed in the envelope provided, which shall bear no 
indication of the person(s) tendering. 

P. L. COX, 


Clerk of the Council. 


HORNCHURCH 


Council Offices, 
Billet Lane, 

Hornchurch, 
Essex. 


December 22 1969 





CONTRACTS 
[SLE OF ELY COUNTY COUNCIL 
(1) WISBECH: QUEEN'S GIRLS’ SCHOOL 
BST a INSTAEMGNT OF” extention 
(2) TYOD ST. GILES: NEW JUNIOR AND 


INFANTS’ SCHOOL. 


Building contractors wishing to su i 
TENDERS for EITHER or BOTH Ot the PRICE 
NAMED BUILDING WORKS. are. invited to eove: 
applications to the Chief Education Officer gubmit 
Hall, March, Cambs., not later than 31st DECE Sout 
1960, enclosing a cheque for £2 2s., made MBER, 
ee eee ay pent council as deposit for aon 
. whic wi e fr ‘ 
a eee Tender. SPRYERIS OR FOC Gf 
rief particulars of the works ar 
(1) Wisbech Queen's Girls’ School Fig WS 
ment of — Extensions and Allterars**"" 
_Tender documents will be available 
mid-January, and the last date for receipt ot 


Tenders is WEDN 
Tende ESDAY, 15th February, 
New buildings with a floor area of approx 


14,200 sq. ft., adjoining the isti j 
ings, comprising Assembly and Smal me 
Gymnasium, Kitchen, Administrative = 
nee accommodation. and 
onstruction—single-store 
concrete framed (by specialist) with” ecat 
and other infillings and part brick cro 4. 
construction, with proprietary roof de kings 
alterations and extensions to existing cing 
rooms, etc., together with drainage 
(2) gite works. se and 
ydd St. Giles New Junior and | 
Tender documents are available ass 
last date for the receipt of Tend ve 
18th JANUARY, 1961. om 
ew buildings with 
4,500 ‘sa. ft 2 floor area of approx 
onstruction — single-storey i i 
walls and a pitched with brick 
aluminium. pen nee with sheet 
R. F. G. THURLOW, 
Clerk of the County Council, 


County Hall, 
: March. 
BRIERLEY HILL URBAN RICT 
COUNCIL. DISTRICT 
THE DELL RECREATION GROUND—PHASE jj). 
LEVELLING. 


The Council invite TENDERS f 

‘° 
comprising approx. 40,000 cu. -— ot butt ORK. 
mowing and other minor incidental work sie 
a rawings and Conditions of Contract may bi 
conactes at the Office of the Engineer and Surv ; 
ie Buildings, Brierley Hill, Staffs., where the 
pecification, Bills of Quantities and Form of T dee 
= be obtained. _— 

enders, with fully priced Bill 
enclosed in a plain sealed envelope ented 
Sik at et Ground," are to be returned to the 
: e ouncil, Civic Buildings, B i 
Staffs., so as to be received n r than 12 vane 
ot late fi 

wean on THURSDAY, 12th January, i361. — 
e Council do not bind themselves to accept the 


lowest or any Tender 
HERBERT HEX, 
Clerk of the Council 


BASILDON URBAN DISTRICT COUNCIL, 
SWAN LANE IMPROVEMENT, WICKFORD. 


TENDERS will  shorti 
y be invited 
aooren “Eee” f-psistine of Widening a 1 
; a) arriageway. Surface Wat 
age, Bituminous Concrete Found i 
tions, Kerbing, Tar- 
macadam Footways, Gravel A oe 
e J , sphalt Carriageway 
Fence and various Accommodation Works are 
Contractors experienced in thi 
r S type of 
re adil yg whom Geotnee with ea oe 
r om ey have recentl 
=, works) %, te ENGINEER AND SURVEYOR. 
ces, own Squa y 
6th JANUARY, S567 quare, Basildon, Essex, by 








HAVERFORDWEST RURAL DISTRICT 
COUNCIL. 
NORTH E 
ETE SISN Ow ArEaN SeMAEE THEM 


TENDERS are invited from competent civi ineer- 
ing contractors, on a_Fixed-price Basis, “for the 
PROVISION and LAYING of approx. Three Miles of 
3in. Asbestos-cement Water Mains, with Valves, 
Fittings, and ancillary works. The location of the 
scheme is approx. 13 miles north of Haverfordwest. 

Plans, Specifications and Bil!s of Quantities may 
be obtained from_the Council's Surveyor and Water 
Engineer, 8-10 Picton Place, Haverfordwest. No 
deposit is required, but the Council reserves the right 
to arse pe copuments not returned. 

enders shou e received 
20th JANUARY, 1961. ee 

The Council does not undertake to accept the lowest 
or any Tender, and acceptance is subject to the 
approval of Welsh Office, Ministry of Housing and 
and Local Government. 


(Signed) HENRY J. DICKMAN, 
Clerk of the Council. 
8-10 Picton Place, 
Haverfordwest. 
12th December, 1960. 


HAVERFORDWEST RURAL _ DISTRICT 
COUNCIL. 


ST. EDRENS ST. LAWRENCE WATER SCHEME. 








TENDERS, on a Fixed-price Basis, are invited from 
competent civil engineering contractors for PROVISION 
and LAYING of approx. Two Miles of 3in. ASBESTOS- 
CEMENT PRESSURE PIPE and SPUN-IRON PIPE of 
various classes, together with the CONSTRUCTION 
and COMPLETION of a 20,000-gallon MASS and 
REINFORCED CONCRETE SERVICE RESERVOIR, with 
Valves, Fittings, and ancillary works. The site of the 
works is approx. nine miles north-north-west of 
Haverfordwest. . 

lans, Specifications and Bills of Quantities obtain- 
able from Council's Surveyor and Water Engineer, 
8-10 Picton Place, Haverfordwest. No deposit Is 
required, but the Council reserves the right to charge 
for documents not returned. 

Tenders should be received by me not later than 
20th JANUARY, 1961. t 

The Council does not undertake to accept the we 
or any Tender, and acceptance is subject to ha 
approval of Welsh Office, Ministry of Housing @ 
and Local Government. 

(Signed) HENRY J. DICKMAN, it 
Clerk of the Counc! 
8-10 Picton Place, 
Haverfordwest. 


12th December, 1960. 


THE CONTRACT JOURNAL SUPPREMERSY 1559 
CONTRACTS CONTRACTS CONTRACTS 
L, C “yy OF WORCESTER. SCOTTISH HOME DEPARTMENT. HUNTINGDONSHIRE COUNTY COUNCIL. 
CONSTRUCTION OF MANHOLES ON EXISTING LONDON-CARLISLE-GLASGOW-INVERNESS COUNTY SURVEYOR’'S DEPARTMENT. 
SEWERS. TRUNK ROAD, A.74. ne 
— ee TENDERS FOR MATERIALS, SURFACE DRESSING, 
TENDERS are invited for the LOCATION BY IMPROVEMENT—LESMAHAGOW-CANDERWATER, PLANT HIRE, ETC. 
EXCAVATION of CERTAIN EXISTING SEWERS in the LANARKSHIRE. a 
Ey, and for the Construction thereon of Five Brick wuisieaaiaiininds TENDERS are invited for the UNDERMENTIONED 
+E seyanoles- THE SECRETARY OF STATE invites TENDERS for ITEMS for the financial year ending 31st March, 1962: 
E. Tender documents are obtainable from the City ROAD and BRIDGE IMPROVEMENTS on Trunk Road Bituminous Macadam (Supplied and Delivered). 
vit Engineer, 22 Bridge Street, Worcester, upon deposit A.74, between Lesmahagow and Canderwater, Lanark- Bituminous Macadam (Supplied, Laid by Machine 
ty of One Guinea, returnable on receipt of bona-fide Shire. Hot vr oe lied, Laid i 
, der. The works include the Construction of 334 miles ? spnait (Supplied, Laid by Machine and 
dle Tewosing dete: SATURDAY, 7th January, 1961. of Dual Carriageways, with accompanying Sip Roads, Cold os ; 5 1 
ch BERTRAM WEBSTER. Culverts, Road and Rail Bridges, Retaining Walls, and ” in ieee Veneers (Supplied 
Town Clerk. other ancillary works. Tar and Bitumi ~ ; 
c . 5 an uminous Surface Dressing. 
~ Guildha't, from the Engineers. MESSRS. BASTIE. SHAW AND Romane and Laying of Plastic White Lines. 
aI. Worcester. a 2 = MORTON, 17 Blythswood Square, Glasgow, C.2, upon wesster e = Roadstuds (Supplied and Laid, or 
‘ BLT Y OF WORCESTER. payment of a deposit of £20 by cheque made payable Sichen 
a Cc to the Order of the Queen's and Lord Treasurer’s Sand and Gravel 
ry ANNUAL TENDERS, 1961 62. Remembrancer. The deposit will be returned if a Refined Tar. = 
’ cee, Senne is submitted and not subsequently var and Pituminoss Compounds. 
+ TENDERS ore ie — ae Se ane Tenders, on the official form, which must be received Canctata ‘ae 
- FOLLOWING or tne y before 4 p.m. on WEDNESDAY, 8th February, 1961, Concrete and Granite Kerbs 
nd March, | Cement should be sent by Registered Post marked ‘* Trunk Concrete Paving Flags. . 
e Concrete Flags, Kerbs, etc Road, A.74—Lesmahagow Tender,’ to the SECRE- Cement. 
st (2) Crushed Gravel and Sand. TARY, Scottish Home Department, Broomhouse Drive, Hire of Road Rollers. 
ck (a) Granite Chippings P Saughton, Edinburgh, 11. Hire of Excavating and other Plant. 
all ( Bitumen. Macadam The Secretary of State does not bind himself to Oils. 
3s, (3) Builders’ Sundviee, accept the lowest or any Tender. bpm y Traffic Signs. 
a ears, : = ae arene oal and Coke. 
nd HH cers ca pear Bile, HOLLAND (LINCS.) COUNTY COUNCIL. Manhole Covers and Frames, Gully Gratings and 
Tender Forms obtainable from ————e rames. 
ol. Specifications and ss 7 bid TENDERS are invited for the SUPPLY and Forms of Tender may be obtained on application 
he on Sener and. Surveyor, 22 Bridge: Street, DELIVERY of the FOLLOWING ROADMAKING {0 Mr. R. E. C. DORLING, B.Sc.(Eng.), A.M.ICE., 
is ’ , A 1IALS and SERVICES: y Surveyor, aiden House, Huntingdon. N 
Tenders must be posted to La com oan (a) Tarred Materials. Tender will be considered unless it is submitted on 
ox, Worcester, ager Seer (b) Bituminous Materials. the official forms. 
| FEBRUARY, . BERTRAM WEBSTER (c) Dry Stone. Tenders must be signed and delivered to the 
ck Town Clesk (d) Gravel and Sand. undersigned on or before 18th JANUARY, 1961, 
ms : i te) Concrete Products. pg homens yor ees which shall be sealed and 
‘ - . ; ee on een vee ; ° ear any name indicati 
RAINFORD URBAN DISTRICT COUNCIL. (3) Hire of, "Barber-Greene Finishers and _*h€, Sender. y or mark’ indicating 
he Council reserve the right to divide any contract 
ROAD MATERIALS FOR YEAR ENDING Operators. between two or more contractors, and do not bind 
31ST MARCH, 1962. ” od ho and Haulage. themselves to accept the lowest or any Tender. S 
* ae 7 A. C. AYLWARD 
RS are invited for SUPPLY of BROKEN (k) Surface Dressing, Hot Chip Process. ’ 
T STONE SASHES, CONCRETE FLAGS and KERBS, ot aeons tas County Suitdings, “'*"* % the County Councit 
TARMACADAM, EARTHENWARE PIPES, GULLIES, ~ mock Seth. Hentineciane 
ete . 7 19th December, 1960. 
Particulars and Forms of Tender can be obtained Susie ef Weide tees ee chit etiin hs- Cean at atone 
from the Surveyor, Council | Offices, Rainford, upon Surenuen; Constr Hae beni bee y B OROUGH OF HESTON 
' ree oe eee eee a, 7. gf oe en Senders should be returned in plain sealed envelopes AND ISLEWORTH. 
' * se > e > 7 d ‘Tender for Highway Materials and Ser- Sain ie 
h. in a plain sealed envelope bearing no name or mark endorse ROAD IMPROVEMENT AND SUPER-ELEVATI 
ingicating, sender, to be in my hands by SATURDAY, — ices." addressed to me $0 as to arrive not later than THE JUNCTION OF BRIDGE ROAD AND WORTON 
> The Council! do not bind themselves to accept the cee fat eee ROAD. 
he lowest or any Tender. GEO. WALKER County. Hell, Y , TENDERS are invited from experienced contractors 
ler Cle Ae Counell Boston for the IMPROVEMENT and WIDENING of the 
erk to the Counci po BRIDGE ROAD’ WORTON ROAD JUNCTION. 
es, OE inca 3 ; 6 — . < : bem Sg ao includes the Construction of a new 
~ inford, NCS : JUNTY IG . 7 7 eng ° einforced Concrete Carri 
he 13th December, 1960. Cc“ UNTY BOROUGH OF GRIMSBY. Super-elevated Bend (approx. 1,780 sq. yd.) aut 
a WORTLEY RURAL DISTRICT COUNCIL. HIGHWAYS DEPARTMENT. Surfacing and that of the existing Concrete Carriage- 


December 22 1960 





ao — Hot Rolled Asphalt (approx. 2,400 sq. yd.), 
: See ae and all appurtenant Kerbing and Footpath Work 
8 BLOCKS OF 2 TWO-BEDROOM TENDERS are invited for the SUPPLY of the : - 

a TREC OAT OBURNCROSS. CHAPELTOWN, NEAR UNDERMENTIONED MATERIALS for the period 1st 3+ a of Contract and Drawings may be seen 

ROSS. cl April, 1961. to 31st March, 1962: » an orms of Tender, Specification and Bills of 

HEFFIELD. 74} Bitunen eacadin. Quantities obtained from, the Borough Engineer's 








Department, 88 Lampton Road, Houns! 
2) lag. , slow, on deposit 
c FIXED-PRICE CONTRACT. +35 Seis — of £2 ae. (returnable tor bene-6e Tenders submitted 
; > df he ERECTION of EIGHT (4) Cold Bituminous Emulsions. nd not subsequently withdrawn). — ; 
BLOCKS. OF ELATS in Traditional Construction on (5) Portland Cement. th bayennnse ss in sealed envelopes supplied, not indicating 
the ABOVE SITE. (6) Drainage Pipes. JANUARY. by oy received by me by 10 a.m., 10th 
11S Specifications, Bills of Quantities and Form of (7) Scavenging Brushes. ’ : D. MATING 
of Tender may be obtained from MR. ARTHUR (8) Paints—Branded lines only (local supplier . om, 
n WIKELEY M.t.Mun.—., M.tInst.H.—., M.R.S.H., on to be nominated). Town Mais own Clerk. 
a payment of a deposit of £5, which will be refunded Applications for Tender Forms should be sent to Sgisiaaiaes Middx 
on receipt of a bona-fide Tender not subsequently J. V. OLDFIELD, M.Inst.C.E., Borough Engineer and inte ee Bs aa 
ay withdrawn. Surveyor, Municipal Offices, Town Hall Square, BOROUGH OF BOSTON 
. All documents are the property of the Council and eee dalle wean iia ee, ae : 
ld a ee Cheques are to be made payable JANUARY, S061. receive ° e PRIME-COST ITEMS FOR” 56 DWELLINGS. 
wo ° 
rR an saeean ie ‘the ——, ani a J. V. OLDFIELD, M.1I.C.E., TENDERS are invited on a fixed-price basis for the 
by T2'Noon on THURSDAY, 26th. January, 1961. omncesO OOM Engineer and Surveyor. SUPPLY and DELIVERY of the FOLLOWING:— 
Y , ' : Municipal Offices, aths. 
an —— ge net bind themselves to accept the ‘Grier. 3 see Works. 
~ poner ‘ t b ireplaces. 
oT Copies of the Drawings may be inspected at the 14th December, 1960 








~ (4) Lavatory Basins. 
Office of the Engineer and Surveyor during the norma! M ETROPOLITAN BOROUGH OF (S) Radiators. 
office hours “ GREENWICH. (6) Sinks. 
N ADRIAN e rem ch c 153 oo ea 
lerk of the Counci! li r h of ater oset Suites. 

Council Offices, erase te teamnee ry receive TENDERS for. Con- Forms of Tender, Specification and Conditions of 
er- Grenoside, tracts, for the vear commencing 1st April, 1961, for Contract may be obtained from the Borough Engineer 
m eee the FOLLOWING, namely: ey a plain sealed envelopes, endorsed ‘Pri 
0 -b ETE ' . —T Sound i ippi ’ » endorse rime- 
= CHESTERFIELD RURAL _ DISTRICT (1) Road Materia ee erate eens steam: Cost Items,” must be received by the undersigned by 
the COUNCIL. crete Kerbs, Ready Mixed Concrete, Bitu- Noon on the Sth JANUARY, 1961. 
st. minous Concrete, Bitumen Road Emulsion, The Council do not bind themselves to accept the 
ay TENDERS are invited for the FOLLOWING Bitumen Macadam, Tarmacadam, Cold lowest or any Tender. 
ter SCHEME Asphalt. C. L. HOFFROCK GRIFFITHS, 

No Marsh Lane Caravan Site, in the Parish of (2) Asphalt. Paving and other Road Works, Town Clerk. 
ght Eckington, comprising 1,780 sq. yd. of Mastic Asohalt Roofing and Flooring. Municipal Buildings, 
ee Cesveeeneys: a an — S (3) Street Paving Works. Boston, Lincs. 
van lagge ootpaths, and aporox. in. y ing, . Bitumen. Be . = aan Tb 
of din. and 6in. dia. Drains. CO) Sartore Oreste. ue’ Ged ate hem «=CllY AND COUNTY OF NEWCASTLE 
est Plans and Genera! Conditions of Contract may be Depots and Sites, and Road Sweepings from UPON TYNE. 
wr seen at_ the Engineer's Department. Bills of Quan- Depots, Ashes and Flue Dust from Institu- 
and tities, Specification and Form of Tender may be ‘ 


SCOTSWOOD SUSPENSION BRIDGE REPAIR. 


TENDERS are invited from experienced contractors 


tions, etc. 
Specifications and Forms of Tender may te cenines 
f , 
Sa for the REPAIR of the SCOTSWOOD SUSPENSION 
| { | rovided, - The work will include:— 
ene Lene, ie See eeeree ee than oe on (1) Breaking out existing Concrete and Masonry 


obtained on application to the Engineer and Surveyor, 
MR. J. B. WIKELEY, M.Eng., M.1.C.E., M.1.Mun.€., 
Barrister-at-Law, Rural Council House, Saltergate, 
Chesterfield, on payment of a deposit of Two Guineas 
by cheque, refundable on receipt of a bona-fide Tender 
not subsequently withdrawn, together with all the 


Seatings and Renewing with about 18 cu. yd. 
WEDNESDAY, 18th January, 1961. 
4 Cogments. is . Site." The Council does not bind itself to accept the lowest (2) < Se Se auadiieus. Ghani 
® a enders, endorsed Marsh Lane Caravan ite, or any Tender. aes + ge eee eee 
ould be returned to the undersigned by not later G. C. TURK, ons of new uctu : 
than 10 a.m. on WEDNESDAY, 18th January, 1961. Town Clerk. (3) Supply and Fixing of about 200 cu. ft. of 


new Pitch Pine in Bridge Deck. 


H. O. HAWKINS, (4) Supply and Place about 120 sq. yd. of new 


Clerk of the Council. 


13th December, 1960. 


3 Road Surfacing. 

om Rural Council House, ITTINGBOURNE AND MILTON URBAN net née bri iaiie. will’ te 
ON Saiternere, S DISTRICT COUNCIL. a of closure of the bridge to tra’ 

a Chesterfield. PROVIS'ON OF WATER MAINS Copies of the Gocements and erquines mov be 
0 + ~ -NIT oa: obtained from the onsulting ngineers, essrs. 
ON P ETERLEE DEVELOPMENT CROWN QUAY LANE. MOTT, HAY AND ANDERSON, 9 Iddesleigh House, 
and CORPORATION. eee Caxton Street, London, S.W.1, on payment of a 
vith a TENDERS are invited for the PROV'S'ON and deposit by cheque of £5, made payable to the City 
the CONTRACT NO. 29A—ROAD SURFACING. LAYING of NEW WATER MAINS at the ABOVE SITE. 


Treasurer, Newcastle upon Tyne. The deposit will be 
repaid when a bona-fide Tender has been received. 








The work comprises 325 lin. yd. of 3in. dia. Water 


TENDERS are invited for the FINAL SURFACING Main, together with ancillary works. 


, Tenders must be received by the City Engineer, 
gin- ' FINE COLD ASPHALT of BURNHOPE WAY Specification, Conditions of Contract, Bill of Quan- Town Hall, Newcastie upon Tyne, 1, not later than 
per, (between Essington Way and Bowletch Lane), com- tities and Form of Tender may be obtained on 10 a.m. on MONDAY, 23rd January, 1961. 
is 5 Prising a total approx. area of 9,000 sq. yd. The application to the Engineer and Surveyor, eer The Council does not bind itself to accept the 
rge work also includes a small amount of Kerb and 89 London Road, Sittingbourne, on payment of a lowest or any Tender. 

Channe'!. oe deposit of £3 3s., which will be refunded on receipt JOHN ATKINSON, 
han . Avplications to tender should reach the Chief of a sree Tender — ee here oe Town Clerk. 
engineer, Peterlee Development Corporation, Shotton Sealed enders, in plain envelopes endors , re 
rest Hall, Old Shotton, Peterlee, Horden, Co. Durham, not ‘Water Mains—Crown Quay Lane,” are to be F YLDE WATER BOARD. 
the later than TUESDAY, 3rd january, 1961. received by the undersigned not later than 10 a.m. 
and The Corporation does not bind itself to accept the on THURSDAY, 12th January, 1961. 


CONTRACT NO. 128. 


TENDERS are invited from experienced well-boring 
contractors for SINKING 6in. dia. TRIAL BOREHOLES 


lowest or any Tender. The Council reserve the right not to accept the 


: ILLIAMS, lowest or any Tender. 
oe ; D. ALLEN, 


General Manager. 


Shott Hall, Clerk of the Council. at sites in GARSTANG and BROUGHTON, LANCS. 
Old Shotton Council Offices, Further particulars from ENGINEER TO THE FYLDE 
Peterlee, | 76 High Street, WATER BOARD, Sefton Street, Biackpool. 


Horden, Co. Durham. 


Sittingbourne. 
12th December, 1960 


14th December, 1960. 


Tenders must be received not later than 18th 
JANUARY, 1961. 








1560 SUPPLEMENT 


CONTRACTS 
WARWICKSHIRE COUNTY 
HIGHWAY IMPROVEMENT. 


TENDERS are invited for the WIDENING, RE- 
ALIGNMENT and RECONSTRUCTION of the ROAD 
APPROACHES to the Railway Bridges situated in 
BEDWORTH ROAD, Bulkington  (B.4113), and 
LUTTERWORTH ROAD, Nuneaton (B.4112). 

The work involved includes the Supply and Placing 
of 8,500 cu. yd. of Filling, and Construction of 
ae sq. yd. of Carriageway, together with ancillary 
works. 

Contract documents can be obtained from DAVID 
WATSON, M.1I.C.E., County Surveyor, Shire Hall, 
Warwick, on payment of a deposit of £2 2s., which 
will be returned on receipt of a bona-fide Tender. 

Tenders are to _be returned in the envelopes pro- 
vided, endorsed ** Tender for Railway Bridge Approach 
Roads,"" to the County Surveyor, to arrive not later 
than SATURDAY, 14th January, 1961. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

L. EDGAR STEPHENS, 
Clerk of the Council 


COUNCIL. 


Shire Halil, 
Warwick. 
____si14th December, 1960. A iD 
CHESHIRE COUNTY COUNCIL. 


ROADS AND BRIDGES DEPARTMENT. 


TENDERS, 1961 62. 


TENDERS are invited from firms who wish to be 
placed on the County Council's List of Approved 
Contractors for the SUPPLY of the FOLLOWING 
MATERIALS and SERVICES for the year ending 31st 
March, 1962, viz.: 

Dry and Coated Stone, Cold Asphalt, Chippings, 
Gravel, Pitching, Wet-mix Macadam, Ready- 
mixed Concrete, Ashes, Pipes, Bricks, 
Cement, Pressed Concrete Kerbs, _Fiags, 
Channels and Edging; Grids and Frames, 
etc., Open tron Fencing, Tools, Traffic 
Signs, Lubricating Oil, Paint, Coal, Tar 
Compounds and Bitumen, Vehicle Tyres, 
Tarspraying, Hire of Rollers, Hot Rolled 
Asphalt, Laying of Coated and Wet-mix 
Macadam and Cold Asphait by Barber- 
Greene Machine, Heating and Planing and 
Heating and Sanding Works; and Supply of 
Labour and certain materials for Plastic 
White Lines and Laying Reflector Road 
Studs. 

Particulars and Forms of Tender may be obtained 


from the County Surveyor, Backford Hall, near 
Chester. 

Completed Tenders are to be sent in_ sealed 
envelopes, endorsed ‘‘ Roads and Bridges Depart- 


ment—tTenders 1961,/62,"' to reach the Clerk of the 
County Council, County Hall, Chester, not later than 
12 Noon, MONDAY, the 16th January, 1961. 

The County Council do not bind themselves to 
accept the lowest or any Tender. 

c. G. DAY, 
County Surveyor. 
Backford Hall, 
Near Chester. 
13th December, 1960. 


COUNTY BOROUGH OF IPSWICH. 


PROPOSED GUSFORD PRIMARY SCHOOL. 


TENDERS are invited for the ERECTION of a NEW 
PRIMARY SCHOOL to be situated off BELSTEAD 
ROAD, Ipswich. 

Applications for Tender documents should reach the 
Architects, MESSRS. JOHNS, SLATER AND HAWARD, 
F/A.R.1.B.A., 32 Foundation Street, Ipswich, by the 
6th JANUARY, 1961, and should be accompanied 
by a cheque for £3 3s. made payable to Ipswich 
Corporation as a deposit returnable on receipt of a 
bona-fide Tender. Tender documents will be sent to 
applicants on the 24th January, 1961. Plans can be 
inspected at the Offices of the Architects during the 
tendering period. 

Tenders, in plain sealed envelopes bearing the 
words “* Tender for Gusford Primary School,"’ but with 
no name or mark to indicate the sender, must be 
received by the undersigned not later than 10 a.m. on 
the 16th FEBRUARY, 1961. 

The Council does not bind itself to accept the 
lowest or any Tender. 

J. C. NELSON, 


Town Clerk. 
Town Hall, 
Ipswich. 


(COUNTY BOROUGH OF DONCASTER. 
CONSTRUCTION OF ROADS AND SEWERS. 
CANTLEY ESTATE, STAGE SB—CONTRACT NO. 25. 


TENDERS are invited for the CONSTRUCTION of 
ROADS and SEWERS on the ABOVE ESTATE. 

The proposed works comprise the Construction of 
approx. 3,514 lin. yd. of Soil and Surface Water 
Sewers Gin. to 21in. dia., 4,835 lin. yd. of Kerb, 
15,180 sq. yd. of Gin. Broken Stone Carriageway 
Foundations and Coated Macadam Surfacing, together 
with Brick Manholes, Gullies, and ancillary works. 

Form of Tender, Specification and Bil! of Quantities 
may be obtained on payment of a deposit of £3 3s., 
returnable on receipt of a bona-fide Tender, from the 
Borough Surveyor, 2 Priory Place, Doncaster, at whose 
Office Plans, Sections and Conditions of Contract may 
be inspected. 

Tenders, sealed in an envelope bearing no mark 
indicating the identity of the sender and endorsed 
*“Tender for Roads and Sewers—Cantley Stage 5B 
(Contract No. 25),"" are to be received at the Office 
of the undersigned at the address given below, not 
later than MONDAY, 16th January, 1961. 

The Council does not bind itself to accept the 


lowest or any Tender. 
H. R. WORMALD, 


1 Priory Place, Town Clerk. 
KINGSWOOD URBAN 
COUNCIL. 


KINGSWOOD PARK—CONTRACT 2. 
SOUTHEY PLAYING FIELD—CONTRACT 3. 


Contractors interested in TENDERING for 
CONTRACT 2, at Kingswood Park, comprising a 
Bowling Pavilion; and CONTRACT 3, at SOUTHEY 
PLAYING FIELD, comprising a Sports Pavilion and 
Public Conveniences and Shelter, are invited to submit 
their names to me by 2nd JANUARY, 1961 

Contractors selected from the list of applicants will 
be invited to tender. 

|. H. DEARNLEY, 
Clerk of the Council. 


DISTRICT 


Council Offices, 
Kingswood, 
Bristol. 
13th December, 1960. 


THE CONTRACT JOURNAL 


CONTRACTS 


EAST RIDING _ OF 
COUNTY COUNCIL. 


LIVERPOOL-LEEDS-HULL TRUNK ROAD, A.63. 
CLIFFE RAILWAY BRIDGE. 


TENDERS are invited from experienced contractors 
for the CONSTRUCTION of a BRIDGE, together with 
Approaches, carrying the Hull-Selby Trunk Road over 
the Hull and Selby Railway at Cliffe, 3'2 miles east 
of Selby. ; 

The works. consist of Embankments involving 
approx. 16,000 cu. yd. of Imported Filling, S00 lin. 
yd. of Single Carriageway including Drainage and 
Kerbing, and the Construction of a 36ft. wide Bridge 
of approx. 45ft. skew span with Bored Piles, 
Brickfaced Mass Concrete Abutments with Wing Walls, 
with a Concrete Cased Steel Deck. 

Forms and Conditions of Tender, Conditions of 
Contract, Specification and Bills of Quantities may be 
obtained from the County Surveyor, County Hall, 
Beverley, on payment of a deposit of Five Pounds, 
which will be returned to any bona-fide tenderer who 
returns all documents supplied and whose Tender is 
not withdrawn. Deposits will be returned after a 
Contract has been sealed. Cheques, etc., should be 
made payable to the East Riding County Council. 

Drawings and other televant details may be 
examined at the Trunk Roads Office of the County 
Surveyor, Westminster Bank Chambers, Lairgate, 
Beverley, at any time during customary office hours. 

Tenders, in a plain sealed envelope which will be 
provided by the Council, endorsed ‘‘ Tender for Road 
and Bridgeworks at Cliffe Bridge,’’ and bearing no 
mark indicating the sender, are to be delivered to 
the undersigned not later than 4 p.m. on MONDAY, 
6th February, 1961. 

THOMAS STEPHENSON, 
Clerk of the County Council. 


YORKSHIRE 


County Hall, 
Beverley, — 
Yorkshire. 
14th December, 1960. 


HOLLAND (LINCS.) COUNTY COUNCIL. 


TENDERS are invited from building contractors for 

the FOLLOWING WORKS: 
(a) One Four-bay Fire Station, Drill Yard, Hose- 
drying and Drill Tower, Brigade Stores and 


Offices, together with Six Houses to be 
built on a site at Robin Hood's Walk, 
Boston. 


(b) Carlton Road County Junior School, Boston 
Provision of Two Classrooms, ancillary 
Accommodation and Reorganisation of the 
Heating in the existing School. 

Forms of Tender, Bills of Quantities and Plans may 
be obtained from the County Architect, County Hall, 
Boston, Lincs., and Tenders must be submitted to the 
undersigned by 10 a.m. on 30th JANUARY, 1961 

H. A. H. WALTER, 
Clerk of the County Council. 

County Hall, 

Boston, 

Lincs. 


COUNTY BOROUGH ~ OF BURY. 


TENDERS invited for ALTERATIONS to the PUBLIC 
ABATTOIRS. 

Bills of Quantities and General Conditions obtainable 
from Borough Engineer, Town Hall, Bury, on deposit 
of £2, returnable on receipt of bona-fide Tender. 

Tenders, enclosed in envelope provided, must reach 
me by 9th JANUARY, 1961. 

EDWARD S. SMITH, 
Town Clerk 
Town Hall, 


Bury. 
16th December, 1960. 


COUNTY BOROUGH OF WEST HAM. 

TENDERS invited for the SUPPLY of ONE NEW 
MOBILE COMPRESSOR, ROTARY or RECIPROCATING 
TYPE, DIESEL ENGINE. 

The following offered in part exchange: Two Port- 
able Climax Compressors. 

Tender Forms and further particulars obtainable 
from Borough Engineer, West Ham Town Hall, 
Stratford, £.15. 

Tenders, in plain sealed envelopes (to be supplied), 
returnable to me by 10 a.m., 13th JANUARY, 1961. 

The Corporation do not bind themselves to accept 
the lowest or any Tender. 

G. E. SMITH, 


Town Clerk. 
West Ham Town Hall, 


ae Stratford, E.15. ee eee 
B OROUGH OF LOUGHBOROUGH. 


CARRIAGEWAY RESURFACING WORKS. 
TRUNK ROAD A.6. 


FIXED-PRICE TENDERS are invited for the RE- 
SURFACING of approx. 12,000 sq. yd. of 
CARRIAGEWAY on TRUNK ROAD A.6, within the 
Borough, with in. thickness of HOT ROLLED 
ASPHALT, the work to include the Burning and 
Planing of the Existing Surface. 7 

General Conditions, Specification, Bill of Quantities 
and Form of Tender are obtainable from the under- 
signed, on deposit of Two Guineas, returnable on 
receipt of a bona-fide Tender which is not subsequently 


withdrawn. 
Tenders shall be delivered to ARTHUR USHER, 


Town Clerk, Southfields, Loughborough, in a plain 
sealed envelope endorsed ‘* Carriageway Preparation 
and Resurfacing Works,"’ not later than Noon on 
MONDAY, 16th January, 1961. 

The Corporation du not bind themselves to accept 
the lowest or any Tender. 

JOHN S. BATES, A.M.1.C.E., M.I.Mun.€., 
A.M.T.P.1., 
Borough Engineer and Surveyor. 
Southfields, 
Loughborough. 
1Sth December, 1960. 


CITY OF PORTSMOUTH. 


WYMERING INDUSTRIAL SITE—EXTENSION OF 
SERVICE ROAD. 


TENDERS are invited for the ABOVE CONTRACT. 
The works include 2,300 sq. yd. of Concrete 
Carriageway, Gullies and Connections, and smail 
quantities of Footways and Verges. . 
Tender documents may be obtained from the City 
Engineer, Municipal Offices, 1 Clarence Parade, Ports- 
mouth, on payment of a deposit of £2 (Two Pounds), 
which will be refunded on receipt of a bona-fide 
Tender and/or the return of all the documents. 
Tenders, enclosed in the envelope provided, must 
be delivered to the undersigned not later than Noon 
on THURSDAY, 19th January, 1961. 
J. R. HASLEGRAVE, 
Town Clerk. 
The Guildhall, 
Portsmouth. 


December 22 1960 


CONTRACTS 


OROUGH OF _NEWCASTLE- 
B _yNEWCASTLE-UNDER. 


HIGHWAYS ACT, 


TENDERS are invited for the MAKING-UP of th 
rota) Mighheld Avenue (Part), W ; 
ighfie venue art), olstan 

(2) Holden Avenue, May Bank ae 
olden Avenue, ay Bank, Newcastl 

(3) Pitheld Avenue, May Bank, Newcastle, stare 

The works comprise: — s 

(1) Highfield Avenue (Part).—Approx. 1,640 

yd. of Carriageway Excavation, Foundatio, 

and Two Coats Macadam, the Re-laying ot 

435 lin. yd. of Kerb, and other ancillar 

works. y 

(2) Holden Avenue.—Approx. 930 sq. yd. of 

Carriageway Excavation, Foundation "ang 

Two Coats Macadam, the Re-laying of 240 

lin. yd. of Kerb, and other ancillary works 

(3) Pitfheld Avenue.—Approx. 1,610 sq. yd, oj 

Carriageway Excavation, Foundation ‘ang 

Two Coats Macadam, the Re-laying of 380 

lin. yd. of Kerb, and other ancillary works 

Plans may be inspected and tender documents 

obtained at the Office of the Borough Engineer and 

gereevor, Lancaster Building, High Street, Newcastle 

affs. F 

Tender Forms, in duplicate, and Bills of iti 

must be returned to me not later than 12 Woottes 

MONDAY, 9th january, 1961, in plain sealed enve. 

lopes, endorsed for (1) ‘'Private Street Works—Woi-. 


1959. 


—*,.. i" <2), “Private Street Works — May 
an 2)."" for (3) “Private Street Wo — 
Bank (3)."" — 
Cc. J. MORTON, 
Town Clerk. 


BOROUGH OF WREXHAM 
EXTERNAL PAINTING OF COUNCIL DWELLINGS. 
MARCH, 1961, to MARCH, 1962. 


The COUNCIL propose to invite FIXED-PRICE 
TENDERS from painting contractors for EXTERNAL 
PAINTING CONTRACTS during the financial year 
1961 62. 

Contractors wishing to apply for consideration to 
be included on a Nominated List of Contractors from 
whom the Council will invite Tenders should apply 
for the necessary forms from the Borough Engineer 
and Surveyor, 31 Chester Street, Wrexham. 

Closing date for receipt of forms: 12 Noon 
WEDNESDAY, 4th January, 1961. , 

PHILIP J. WALTERS, 
Town Clerk. 
Guildhall, 
Wrexham. 


BOROUGH OF ALDERSHOT. 
ALDERSHOT PARK MANSION. 
TO DEMOLITION CONTRACTORS. 


FIXED-PRICE TENDERS are invited for the DEMO- 
LITION and CLEARANCE of the MANSION and 
OUTBUILDINGS at ALDERSHOT PARK. 

Further particulars and tender documents may 
be obtained from the Borough Engineer and Surveyor, 
Town Halli, Aldershot, on payment of a deposit of 
£1 1s., which will be refunded on receipt of a bona-fide 


Tender. 
Tenders to reach me not later than 10 a.m., 
TUESDAY, 10th January, 1961. 
H. B. SALES, 
Town Clerk. 
Town Hail, 
Aldershot. 


13th December, 1960. 


THE URBAN DISTRICT COUNCIL OF 
ABERDARE. 


TENDERS: 
(1) SUPPLY OF MATERIALS 
(2) ROADWORKS. 
(3) CLEANING OF WATER MAINS. 


TENDERS are invited for the FOLLOWING for the 
year ending 31st March, 1961:— 
(i) From manufacturers and suppliers of repute, 
for the Supply and Delivery of:— 
(1) Building Sand. 


(2) Common and Facing Bricks. 
(3) Portland Cement and Lime. 
(4) Glass. 
(S) Dry Road Metal and Tarmacadam 
(6) Road Tar and Bitumen Compounds 
(7) Concrete Kerb and Paving Slabs. 
(8) Bass and Soft Sweeping Brooms. 
(9) Paint Brushes. 
(10) Solder. 
(11) Coal and Coke. 
(12) Small Tools. 
(13) Manhole and Inspection Frames and 
Covers and Gully Gratings and Frames. 
(14) Electric Lamps. 
(15) Tyres. 
(ii) From — experienced contractors for the 
Execution of:— 
(1) Road Resurfacing Works. 
(2) Road Retread Works. 
(3) Surface Dressing Works. 


(4) Cleaning and Scraping of Water Mains. 
Tender Forms may be obtained from_the Engineer 
and Surveyor, Vestry Hall, Aberdare. Each tenderer 
must fully describe all items offered and submit 
samples. y , 
Tenders, which may be for any of the items listed, 
must reach me on or before FRIDAY, 20th January, 
1961, in plain sealed envelopes bearing no mark or 
indication of the sender, but endorsed with the names 
of the items tendered for. 
D. G. JAMES, 


Clerk of the Council. 
Town Hall, 


Aberdare. 
15th December, 1960. 


WANDLE VALLEY JOINT SEWERAGE 
BOARD. 
SUPPLY OF LIME, PRESS CLOTH AND COPPERAS. 


TENDERS are invited for the SUPPLY of the 
FOLLOWING MATERIAL for the year ending 31st 
March, 1962:— 

(1) Lime for Sludge Pressing. 
(2) Press Cloth. 


(3) Copperas. Bia M3 
Forms of Tender and copies of the Specification 


may be obtained on application to the Surveyor b 
the Board, Sewage Purification Works, Byegrove Road, 
Colliers Wood, S.W.19. renter 





Tenders, in a plain envelope, endorsed in 
for ." should be sent to me not later than 
SATURDAY, 14th January, 1961. owest 


The Board does not bind itself to accept the | 


or any Tender. 
HARRY MAY, 
Clerk of the Board. 
Sewage Purification Works, 
Byegrove Road, 
Colliers Wood, S.W.19. 
14th December, 1960. 


} 


December 22 1960 


CONTRACTS 


cit) AND COUNTY 
NEWCASTLE UPON TYNE. 


The HOUSING COMMITTEE of the CORPORATION 
are prepared to receive TENDERS for the SUPPLY 
and INSTALLATION of LIGHTNING PROTECTION 
EQUIPMENT in Two Blocks of 15-storey Flats pro- 
posed to be erected at LONGBENTON ESTATE, 
Unit 4 (CHESTERS AVENUE). 

Drawings, Specification and Form of Tender may 
be obtained on app'ication in writing to the City 
architect, 18 Cloth Market, Newcastle upon Tyne, 1, 
where Conditions of Contract may be seen. | 

Sealed Tenders must reach the City Architect not 
jater than 10 a.m. on WEDNESDAY, the 1st February, 
1961. No Tender will be received except in the 
oficial envelope provided, which must not bear any 
name or mark indicating the sender. 

The Committee do not bind themselves to accept 
the lowest Or any Tender. 

JOHN ATKINSON, 
Town Clerk. 





OF 


Town Hall, 
Newcastle upon Tyne, 1. 
15th December, 1960. 


CITY AND COUNTY OF 
NEWCASTLE UPON TYNE. 


The WELFARE COMMITTEE of the CORPORATION 
are prepared to receive TENDERS for the FOLLOW- 
ING INSTALLATIONS required in the HOME FOR 
AGED PERSONS, on Section D, MONTAGU ESTATE, 
Newcastle upon Tyne: ; 

(i) Electrical Installation. 

(ii) Heating, Hot-and Cold-water, Gas Installa- 
tion and Ventilation Equipment. 

(iii) One Electrically Operated 
Passenger Lift. 

Drawings, Specifications and Forms of Tender may 
be obtained on application in writing to the City 
Architect, 18 Cloth Market, Newcastle upon Tyne, 1, 
where Conditions of Contract may be seen. Contractors 
are asked to state in their applications the work for 
which they desire to tender. 

Sealed Tenders must reach the City Architect not 
later than 10 a.m. on MONDAY, the 27th February, 
1961. No Tender will be received except in the official 
envelope, which must not bear any name or mark 
indicating the sender. 

The Committee do not bind themselves to accept 
the lowest or any Tender. 

JOHN ATKINSON, 
Town Clerk. 


Automatic 


Town Hall, 
Newcastle upon Tyne, 1. 


15th December, 1960. 
TROWBRIDGE URBAN _ DISTRICT 
COUNCIL. 


PROPOSED ROAD IMPROVEMENT AT FROME ROAD 
(A.361), TROWBRIDGE. 


(AMENDED SCHEME.) 


TENDERS are invited for the ABOVE-MENTIONED 
WORKS, which extend over a section of road SOOyd. 
in length and which include the following: Widening 
of Carriageway; Construction of New Kerb and Foot- 
path; Reconstruction of Existing Footpath: Surface 
Water Drainage; Accommodation Works on Properties 
abutting on to the Improvement Works. 

Tendering documents may be obtained 
Engineer and Surveyor, Town Hall, Trowbridge, on 
and after Monday, 2nd January, 1961, on payment 
to the Council of a deposit of Two Guineas, which 
will be returned only on receipt of a bona-fide Tender 
and return of all documents. The General Conditions 
of Contract (1.C.E. Conditions) may be inspected at 
the Town Hall during normal office hours. 

The Council do not bind themselves to accept the 
lowest or any Tender. 

No Tender will be considered unless received on 
the Form of Tender and in the envelope provided, 
sealed, and delivered to the undersigned by Noon on 
MONDAY, the 16th January, 1961. 

1EUAN EVANS, 
Clerk of the Council. 


from the 


Town Hall, 

Trowbridge. 
____ December, 1960. c alate Tie 
eon. ¥ © F BRADFORD. 


ERECTION OF 10 DWELLINGS. 


TENDERS are_ invited for the ERECTION of 10 
DWELLINGS in Two Terrace Blocks, with necessary 


Site Works, at OLD PARK ROAD, THORPE EDGE 
ESTATE, Bradford. 
Drawings and Conditions of Contract may be 


examined at the Offices of the City Engineer and 
Surveyor, Town Hall, Bradford. 
Bills of Quantities and Form of Tender 
obtained from the above Office on 
deposit of Two Guineas, 
bona-fide Tender. 
_ Tenders, in plain sealed envelopes endorsed 
Tender for 10 Dwellings at Old Park Road, Brad- 
ford,” together with Bil's of Quantities priced in ink 
in a separate envelope with tenderer’s name thereon, 
are to be delivered to the undersigned not later than 
Noon on 24th JANUARY, 1961. 


HENRY PATTEN, 
Town Clerk. 


may be 
Payment of a 
returnable on receipt of a 


Town Hall, 
Bradford, 1. 


Se er TO eee EE 





For Contracts received too late for 
classification see page 1569 
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APPOINTMENTS VACANT 


City @F CART Ps 
CORPORATION WATERWORKS. 
APPOINTMENT OF ENGINEERING ASSISTANT. 


APPLICATIONS are invited from suitably qualified 
Civil Engineers for the PERMANENT APPOINTMENT 
of ENGINEERING ASSISTANT, A.P.T. Grade Il! 
(£935-£1,140 p.a.), on the staff of the Water Engineer 
and Manager. 

General Conditions and further details of this 
aPpointment can be obtained from the Water Engineer 
and Manager, Municipal Offices, Greyfriars Road, 
Cardiff, and app'ications, stating age, previous experi- 
ence and qualifications, together with the names of 
‘Wo referees, should reach the undersigned, in 


envelopes appropriately endorsed, not later than 
WEDNESDAY, 28th December, 1960. 
S. TAPPER-JONES, 
Town Clerk. 
City Hail, 
Cardiff. 
December, 1960. 
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APPOINTMENTS VACANT 


BOROUGH OF ENFIELD. 


BOROUGH ENGINEER AND SURVEYOR'S 
DEPARTMENT. 


APPLICATIONS are invited from suitably qualified 
persons for the POST of ENGINEERING ASSISTANT, 
A.P.T. IV (£1,140-£1,310) plus London Weighting. 

The commencing salary to be fixed at a point within 
the Scale commensurate with qualifications and 
experience. 

The successful applicant will be engaged on a 
copenting scheme for the Borough, estimated to cost 

3m. 

Housing accommodation may be made available in 
appropriate cases. The Council is also prepared to 
consider 100 per cent. advances to successful 
applicants for house purchase within the Borough. 

Saturday mornings are normally free from duty. 

Application Forms, obtainable from H. D. PEAKE, 
M.Sc.(Eng.), M.I.C.E., Borough Engineer and Sur- 


veyor, 7 Little Park Gardens, Enfield, Middlesex, 
Sine delivered to the undersigned as soon as 
possible. 


CYRIL €. C. R. PLATTEN, 


Town Clerk. 
Public Offices, 


Gentleman's Row, 
Enfield, Middx. 


BOROUGH OF ENFIELD. 
(Population—approx. 110,000. Area—12,400 acres.) 


BOROUGH ENGINEER AND SURVEYOR'S 
DEPARTMENT. 


APPOINTMENT OF JUNIOR ENGINEERING 
ASSISTANT. 


APPLICATIONS are_ invited for the ABOVE 
PERMANENT APPOINTMENT at a salary in accord- 
ance with Grade A.P.T. | of the National Scheme of 
Conditions of Service (£645-£815 p.a.), with the 
addition of London Weighting of £15-£40 p.a., accord- 
ing to age. Commencing sa'ary will be fixed at a point 
within the scale commensurate with qualifications and 
experience. 

Applicants should have completed their professional 
training under the Scheme for the training of Muni- 
cipal or Civil Engineers. Opportunity will be afforded 
to gain experience in all phases of Municipal 
Engineering. 

Saturday mornings are normally free of duty. 

Application Forms, obtainable from MR. H. D. 
PEAKE, M.Sc.(Eng.), M.I.C.E., Borough Engineer and 
Surveyor, 7 Little Park Gardens, Enfield, Middlesex, 
must be delivered to the undersigned as soon as 


possible. 
CYRIL E. C. R. PLATTEN, 


Town Clerk. 
Public Offices, 


Enfield, Middx. ie : : 
Crry. GF, NOrrinecHa. 
CITY ENGINEER'S DEPARTMENT. 


ASSISTANT QUANTITY SURVEYOR, 
GRADE A.P.T. V (£1,310-£1,480). 


APPLICATIONS are invited for the ABOVE 
POSITION from persons capable of taking respon- 
sibility for all the quantity surveying work on 
individual major building contracts. 

They should be Associates of the Royal Institution 
of Chartered Surveyors, or, if not so qualified, have 
extensive professional experience. Commencing salary 
will depend on experience. 

Good housing accommodation is available. 

Applications are to be made on forms to be obtained 
from F. M. _LITTLE, 8.Sc.(Tech.), A.M.I.C.E., 
A.M.1.Struct.E., City Engineer and Surveyor, Guildhall, 
Nottingham, to whom they should be returned not 
later than 17th JANUARY, 1961. 

OF SHEFFIELD. 


CITY ENGINEER AND SURVEYOR'S DEPARTMENT. 


APPLICATIONS are invited from suitably qualified 
persons for the FOLLOWING APPOINTMENTS on the 
staff of the City Engineer and Surveyor: 

(a) Assistant City Surveyor—Grade F (£2,015- 


£2,345 p.a.). 

(b) Principal Assistant—Grade D (£1,710- 
£1,975 p.a.). 

(c) Senior Assistant (Bridges) —- Grade 8B 
(£1,480-£1,670 p.a.). 

(d) Senior Assistants (Highways, Bridges and 
Traffic Engineering Sections) — Grade 


A.P.T. V (£1,310-£1,480 p.a.). 

Candidates for post (a) will be required to take 
charge of the Outdoor Works Section and must have 
good experience in the control of a large direct labour 
organisation embracing extensive repair workshops. 
Candidates for post (b) must have a sound knowledge 
of highway design and reconstruction work in city 
centres. 

Commencing salary for each post will be in accord- 
ance with experience and qualifications. 

Consideration will be given, if required, to assist- 
ance with housing accommodation and removal 
expenses in suitable cases. 

Superannuable posts. N.J.C. Conditions of Service. 
Medical Examination. 

Applications, stating age, 
qualifications, experience, present and past appoint- 
ments (with dates and salaries), and quoting the 
names of two referees, should be submitted to the 


education and training, 


undersigned by the 30th DECEMBER, 1960. 
JOHN HEYS, 
Town Clerk. 
Town Hall, 
Sheffield, 1. 
"THAMES VALLEY WATER’ BOARD. 


PERMANENT CLERK OF WORKS. 


APPLICATIONS are invited for the ABOVE 
APPOINTMENT at a salary within Grade A.P.T. II 
(£815-£960 p.a.). : 

A varied capital works programme is envisaged, 
and applicants should have had experience (preferably 
with a water authority) of supervising building work, 
the erection of reinforced concrete structures, pump 
houses, etc., the laying of trunk and _ distribution 
mains and, if possible, the installation of machinery. 

The appointment is subject to N.J.C. Conditions, 
to medical examination, to one month's notice on 
either side, and is superannuable. 

The Board cannot assist with housing accommoda- 
tion. 

Applications, stating age, qualifications and experi- 
ence, with the names and addresses of two referees, 
should be sent to the undersigned not later than 
MONDAY, 16th January, 1961. 

O. KEAN, 1S F, M.1.Mech.E., 


.1.W.E., 
Engineer and Manager. 
Thames Valley_Water Board, 
16/20 The Forbury, 
Reading. 
14th December, 1960. 


SUPPLEMENT 


1561 


APPOINTMENTS VACANT 


NORTHAMPTONSHIRE CcCoUNA FY 
COUNCIL. 


JUNIOR ENGINEERING ASSISTANT, A.P.T. I 
(£645-£815). 


APPLICATIONS are invited from suitably qualified 
persons for the APPOINTMENT of JUNIOR 
ENGINEERING ASSISTANT on the Established Staff 
of the County Surveyor. 

_ Applications, stating age, previous experience, and 
giving the names of two persons to whom reference 
may be made, to be sent to the County Surveyor. 
Guildhall Road, Northampton, not later than 
SATURDAY, 7th January, 1961. 

J. ALAN TURNER, 


Clerk of the County Council. 
County Hall, 
Northampton. 


SOMERSET COUNTY COUNCIL. 
COUNTY SURVEYOR'S DEPARTMENT. 


ASSISTANT ENGINEER (DEVELOPMENT CONTROL), 
A.P.T. GRADE Ill. 


APPLICATIONS are invited for the POST of 
ASSISTANT ENGINEER (Development Control) in the 
Headquarters Office at Taunton. 

Some know'edge of Town and Country Planning 
Development Control Regulations is required, and 
experience of estate layout and estate road construc- 
tion would be an advantage. 

Superannuable. Car allowance on Scale lI. 

Forms, from the undersigned, to be returned by 
the 16th JANUARY, 1961. 

J. H. H. WILKES, 


County Hall, County Surveyor. 
Taunton. 
= December, 1960. , ae 
FLINTSHIRE COUNTY COUNCIL. 


APPLICATIONS are invited for the APPOINTMENT 
of JUNIOR ENGINEERING ASSISTANT in the County 
Surveyor’s Department, Mold. Salary on Grade 
A.P.T. | (£645-£815 p.a.). 

Applicants should have experience in surveying and 
in the preparation of plans for road and bridge 


works. 
Application Forms from the CLERK, County 
Bui'dings (P.O. Box No. 1), Mold. Closing date: 


znd _ JANUARY, 13961. ee ee ee 

COUNTY BOROUGH OF BOOTLE. 

SENIOR ASSISTANT ENGINEER (ELECTRICAL AND 
MECHANICAL). 


APPLICATIONS are invited from suitably experi- 
enced and qualified persons for the ABOVE POSITION 
in the Borough Engineer and Surveyor’s Department. 

The appointment is subject to the National Scheme 
of Conditions of Service, and the successful candidate, 
who should possess the Higher National Certificate 
in Electrical Engineering, or other approved qualifica- 
tions, will be required to take responsibility for all 
electrical work, including heating, ventilation, lighting, 
and other work of similar character. 

The salary will be in accordance with Grade 
A.P.T. Il (£960-£1,400 p.a.). 

Applications, on forms obtainable from the Borough 
Engineer and Surveyor at the address below, with the 
names of two referees, should be delivered to him 
not later than Noon on FRIDAY, the 6th JANUARY, 





1961. 
HAROLD PARTINGTON, 
Town. tall Town Clerk. 
Bootle, 20, 
Lancs. A 
COUNTY BOROUGH OF _ PRESTON. 


APPLICATIONS are_ invited _for 
SENIOR QUANTITY SURVEYOR in 
Engineer and Surveyor’s Department. Salary A.P.T. 
Grade IV (£1,140-£1,310 p.a.), commencing figure 
accondima 5c qualifications and experience. 

Candidates should be Chartered Surveyors and have 
had extensive experience in the preparation of Bills 
of Quantities and Estimates, valuation of works in 
progress, and settlement of final accounts. 

Forms of Application obtainable from the under- 
signed, to whom they must be returned by MONDAY, 


the POST of 
the Borough 


16th january, 1961. 
Ww. €. E. LOCKLEY, 
Town Clerk. 
Municipal Building, 
Preston. 





WYCOMBE RURAL DISTRICT COUNCIL. 
APPOINTMENT OF CLERK OF WORKS. 
PENN AND TYLERS GREEN SEWERAGE SCHEME. 


APPLICATIONS are invited for the ABOVE 
APPOINTMENT at a salary of £935 p.a. plus a car 
allowance in accordance with the N.J.C. scale for a 
car not exceeding 1,199 c.c. on an essential user 
basis. 

The Council will be prepared to assist in providing 
housing accommodation if necessary. 

The appointment will be for a minimum of two 
years and the successful applicant will be employed 
on a sewerage contract valued at £250,000, which 
includes reinforced concrete structures and pumping 
machinery installations. 

Applicants must have had experience of similar 
works, be capable of levelling, setting-out, measuring- 
up, keeping records, testing, and of supervising 
construction works. . 

Applications, stating age, qualifications and experi- 
ence, together with the names and addresses of two 
referees, must be forwarded to the Engineer and 
Surveyor, 8/9 Easton Street, High Wycombe, not later 
than FRIDAY, the 13th January, 1961. 

L. C. RYSDALE, 
Clerk of the Council. 

17 High Street, 

High Wycombe. 


BASILDON DEVELOPMENT 
CORPORATION. 


CHIEF ENGINEER'S DEPARTMENT. 
APPOINTMENT OF CLERK OF WORKS. 


APPLICATIONS are invited for APPOINTMENT 
within the salary scale £815-£960 per annum. _ 

Candidates should be experienced in the supervision 
of the construction of roads, sewers, footways, 
services, etc. Experience of setting-out and measure- 
ment of contract work would be an advantage. 

The appointment is superannuable and subject to 
one month's notice on either side. 

Housing may be made available. 

Applications, giving age, details of experience, and 
names and addresses of two (technical) referees, 
should be sent to the GENERAL MANAGER, Gifford 
House, Basildon, Essex, not later than First Post cx 
2nd JANUARY, 1961. 














SUPPLEMENT 


APPOINTMENTS VACANT 


A DEN. 


PUBLIC WORKS DEPARTMENT. 
RESIDENT ENGINEER (DRAINAGE). 





Qualifications: Candidates, not cver 55 years of age, 
must either have a University Degree, or equivalent, 
recognised by the Institution of Civil Engineers, or 
have passed, or be otherwise exempt from, Parts 1! 
and I! of the Final Examinations of the Institution 
of Civil Engineers. In either case, candidates should 
have had at least five years’ experience since 
qualifying. 

Duties: Resident Engineer, under control of Director 
of Public Works, on drainage works at the New 
Township, Sheikh Othman. The construction work will 
be carried out by contract. 

Terms of Appointment: On contract for one tour 
of 18-24 months in the first instance, with gratuity 
on satisfactory completion of engagement of 12'2 
per cent. of aggregate salary drawn. 

Emoluments In scale £1,232-£2,004 p.a (at 
present under review). 

Free passages. Generous home leave. Education and 
children’s allowances. Free medical attention. Taxation 
at local rates. 

Apply OIRECTOR OF RECRUITMENT, Colonial 
Office, London, S.W.1. Give full name, age and brief 


details of qualifications and experience. Quote 
BCD112/2,/023,D14. 

BOROUGH OF CROSS 8 Y. 
CAPITAL WORKS PROGRAMME. 
ASSISTANT ENGINEER. 
APPLICATIONS are invited for the ABOVE 


APPOINTMENT in the Borough Engineer's Depart- 
ment. The salary will be within the range A.P.T. | 
to A.P.T. Jil and will commence at a_ point 
commensurate with qualifications and experience. 
Applications, on forms obtainable from the Borough 
Engineer at the address below, must be received not 
later than WEDNESDAY, 18th January, 1961. 
HAROLD O. ROBERTS, 
Town Clerk. 
Town Hall, 
Waterloo 
Liverpool, 22. 


BOROUGH OF CROSBY. 


APPOINTMENT OF ASSISTANT BOROUGH 
ENGINEER. 


APPLICATIONS are invited for the ABOVE 
APPOINTMENT at a salary within the range A.P.T. 
1V/V, commencing at a point in accordance with 
qualifications and experience, and in any case not 
less than £1,310 per annum. 

Applicants must have had considerable experience 
in all aspects of Municipal Engineering, in particular 
large main drainage schemes and highway works, and 
must be Corporate Members of the Institution of Civil 
Engineers and/or the Institution of Municipal 
Engineers, or possess a University degree. 

Forms of Application, obtainable from the Borough 
Engineer and Surveyor at the address below, must be 
received not later than WEDNESDAY, 18th January, 
1961. 

Canvassing will disqualify. 

HAROLD O. ROBERTS, 
Town Clerk. 

Town Hail, 

Waterloo, 
Liverpoo!, 22 


INDALL CONCRETE PRODUCTS, LTD., REQUIRE: 
(1) REINFORCED CONCRETE DESIGNER 
DRAUGHTSMAN for patent floor/roof and ancillary 
construction including stairs, landings, balconies, etc., 
and other simple design; (2) FOREMAN/ERECTOR 
for patent reinforced concrete floor and roof construc- 
tion. Preterence given to tradesman with knowledge 
of formwork and_ shuttering, and experience’ in 
handling precast concrete flooring unit construction. 
Good wages and conditions. Travelling generally 
within 40 miles radius of Cambridge.—write, giving 
particulars of age, experience, and other relevant 
details, to Sindall Concrete Products, Ltd., 347 Cherry 
Hinton Road, Cambridge. 


[[NERGETIC ESTIMATOR/SURVEYOR REQUIRED 
for progressive business of small engineering 
works and roads in South-East England (coast).— 


Write age, qualifications, and salary required, to Box 
V.3210, ** The Contract Journal.” 


ASHIER, TIMEKEEPER and STOREKEEPER RE- 

QUIRED for overseas contract. Single quarters 

only available.—Write full particulars to Box V.3719, 
‘The Contract Journal.’ 





QUIRED by well-known North-Western firm of 
gunite specialists. For planning, progressing and 
supervising current contracts, estimating and costing. 
Progressive post available for suitable man. Also 
JUNIOR’ ASSISTANTS, preferably with some site 
experience.—Full particulars of age, experience, and 
salary required, to WHITLEY MORAN AND CO., 
LTD., S Old Hall Street, Liverpool, 3. 


CASE COMPANY, LTD. 


REQUIRE at their West Drayton head office a 
SALES CORRESPONDENT able efficiently to deal 
with routine sales matters. He should be conversant 
with earthmoving equipment and a first-class 
correspondent.—Reply to: 


THE J. I. 


The Sales Manager, 
j. 1. CASE COMPANY, LTD., 
Mill Road, West Drayton, Middlesex. 


AN REQUIRED to take over estimating at 
progressive precast concrete works in Hounslow 
Staines, Middlesex, area.—Only those with the neces- 
Sary qualifications need apply to Box V.3195, 
“*The Contract Journal." 


ENERAL ROADWORK, LTD.—Applications invited 

for appointment in the plant hire department at 
our head office at Mitcham Road, Croydon, Surrey 
The position offered is one with every opportunity of 
advancement with our rapidly expanding plant hire 
company. Preference given to ambitious young men 
with previous experience in a similar capacity.—All 
applications should be addressed to the Managing 
Director, General Roadwork, Ltd., 616 Mitcham Road, 
Croydon, Surrey. 


XPERIENCED SITE ENGINEER REQUIRED by civil 
engineering contractors for roadworks, drainage 
and sewage disposal contracts in East Suffolk. The 
position is permanent, with pension scheme, carrying 
a substantial salary, and offers exceptional prospects 
of advancement to higher grades in an expanding 
organisation.—-Write in confidence, stating age, full 
details of experience and past employers, to Box 
V.3222, “The Contract Journal." 


THE CONTRACT JOURNAL 


APPOINTMENTS VACANT 


ENIOR DESIGN ENGINEER REQUIRED on indus- 
trial construction contracts. Applicants should 
have experience in reinforced concrete, steelwork and 
building design as applied to industrial construction 
work. Good prospects and permanent position, with 
superannuation and bonus schemes in operation. 
Apply to Personnel Officer, TARMAC CIVIL 
ENGINEERING, LTD., Ettingshall, Wolverhampton. 


LANT HIRE REPRESENTATIVE, for West Midland 
area, REQUIRED by nationally known company. 
Vacancy is due to promotion within sales organisa 
tion, and unlimited scope is offered to a man of 
integrity who can maintain high sales record and who 


possesses the necessary drive and ambition for 
— — Write Box V.3227, ‘* The Contract 
ournal.’ 


JOHN LAING AND SON, LTD. 


REQUIRE ASSISTANT BUYERS at their head office 
Applicants should have some experience of buying 
or as builders’ assistants, and must be capable of 
preparing ordering schedules. Applications welcomed 
from qualified men or those studying for H.N.C., 
L.1.0.B. or A.1.Q.S. Good prospects within the 
organisation, including pension scheme and other 
progressive benefits.—Applications, in writing, to: 


Personnel Manager (W/M3), 
JOHN LAING AND_ SON, LTD., 
London, N.W.7. 


Geion and JUNIOR SITE ENGINEERS REQUIRED 
for building and civil engineering contracts in 
London, the Midlands, South Wales and the North of 
England. Must be experienced in the use of surveying 
instruments and capable of controlling engineering 
construction.—Applications, giving details of experi- 
ence, age, and salary required, to the Chief Structural 
Engineer, TERSONS, LTD., Dollis Park, Finchley, 
London, N.3. 


ONDON pliant hire company REQUIRE ASSISTANT 

to the Plant Manager, to deal with hire, etc. 

Salary and bonus.—wWrite, giving details, to Box 
V.3231, ‘* The Contract Journal." 


joes AGENTS REQUIRED for sewerage contracts 
in East Anglia. Permanent positions with prospects 
of early promotion to enthusiastic young men. 
Applicants should send full details of education, 
training, experience, and salary required, to F. W. 
SHANKS, LTD., Building and Civil Engineering 
Contracts, Hunstanton, Norfolk. 


ANTED, FOREMAN FITTER to take charge of 
plant and transport on large civil engineering 
contract in Hertfordshire.—Apply MARTIN COWLEY, 
LTD., Clay Cross, Derbyshire. Tel.: Clay Cross 2501. 


ONTRACTS MANAGER REQUIRED for Southern 
Area of England. Applicants must be qualified 
and conversant with major road projects, including 
Ministry of Transport Specifications. Good salary. Car 
provided. Pension scheme, and_ directorship § after 
proven period.—Write Box V.3259, ‘‘ The Contract 
Journal.” 


A. MONK AND CO.,LTD. 


CONTRACTS MANAGER REQUIRED, based on the 
London office. Applicants must be fully experienced 
in all branches of building and civil engineering works, 
estimating, construction and to final accounts. Super- 
annuation scheme in operation.—Apply, in confidence, 
stating age, full details of past experience and 
qualifications, etc., to: 


The Personnel Manager, 
A. MONK AND CO., LTD., 
Civil Engineering and Building Contractors, 
Padgate, Warrington, Lancs. 


ERSONS, LTD., REQUIRE several first-class 

GENERAL FOREMEN to assist Agents in the 
Croydon and South London areas. Applicants with 
sound experience in the construction of multi-storey 
reinforced concrete buildings are offered permanent 
positions at a good salary and bonus, with good 
opportunities for promotion within a_ progressive 
organisation.—Apply in confidence, stating age, pre- 
vious experience and past employers, to the Secretary, 
Tersons, Ltd., Dollis Park, Finchley, London, N.3. 


ERSONS, LTD., have a few vacancies for first-class 
AGENTS in North London, who have sound 
experience in managing the construction of reinforced 
concrete-framed buildings Permanent positions are 
offered with a progressive company, at a good salary 
and bonus, and excellent prospects.—Apply in con- 
fidence, stating age, previous experience and past 
employers, to the Secretary, Tersons, Ltd., Dollis 
Park, Finchley, London, N.3. 


LERKS OF WORKS, with experience of reinforced 
concrete and steel structures and foundation 
works, REQUIRED immediately in Glasgow, South 
West Scotland and South Staffordshire.——Write, giving 
particulars of experience, and salary required, to Box 
V.3234, *‘ The Contract Journal.” 


A. MONK AND CO.,LTD. 


DESIGN ENGINEERS REQUIRED for head office 
design department. Applicants should have experience 
in R.C. design. General civil engineering design ex 
perience, e.g., formwork, cofferdams and temporary 
works, would be advantageous but is not essential, 
as suitable applicants will be able to gain experience 
in these spheres. Opportunities for visiting sites, 
investigation of foundation problems, and carrying 
out of laboratory tests on concrete and soils. Per- 


manent and progressive posts with superannuation 
scheme Interviews can be arranged in Warrington, 
London, Stamford and Middlesbrough. — Apply: 


Personnel Manager at Padgate, 
A. MONK AND CO., LTD., 
Civil Engineering and Building Contractors, 
Padgate, Warrington, Lancs. 


PECIALIST contractors have immediate vacancy for 
Young Man with civil engineering experience. 
This is an excellent opportunity for applicant with 
initiative and good education to follow up inquiries 
and supervise contracts for application of a new and 
interesting product in increasing demand in_ ail 
branches of civil engineering.—Write in confidence, 
giving details of experience, and salary required, to 
Box V.3250, ‘* The Contract Journal.’* 


QITE AGENT and GENERAL FOREMAN REQUIRED 
\ for building contract in Eastern Counties. Appli- 
cations invited from first-class and experienced men. 


Write, giving full details of past experience, and 
salary required, to Box 1013, c/o Murray and 
Phelan, Ltd., Columbia House, Aldwych, London, 
W.Cc.2. 


December 22 1960 


APPOINTMENTS VACANT 


ITE AGENT REQUIRED for large i 
S building contract about to commence") strev 
London area. Applications invited from fir-t-class _ 
experienced men.—Write, giving full details of a 
Sumerians, . dt Salary required, to Box 1014 Re 
urray an helan, Ltd., Columbia H ¥ 
London, W.C.2. — re, 





CcCUBsittTs 


HOLLAND & HANNEN AND CUBITT 
have vacancies available. S (G.B.), Lt0,, 
SEE PAGES 


1540 and 1541. 


VERSEAS CONTRACTS. — Several experi 4 
OFFICE MANAGER | CASHIERS. REQUIRER 
single quarters only available.—Write full Particulars 
to Box V.3260, ‘‘ The Contract Journal.” - 


Gt NERAL FOREMEN REQUIRED for large building 

contract in the Suffolk area. Applicants must 

first-class and experienced men.—Write, giving full 

coon of cece and salary required, to Box 
» ¢/0 urray and Phelan, Ltd., Colu 

Aldwych, London, W.C.2. — 


STIMATOR, experienced piling and civil engineer 
ing, REQUIRED for permanent appointment, we 
30-45. Salary according to experience. Bonus and 
superannuation scheme in operation. Excellent work- 
ing conditions; canteen facilities; new offices opposite 
London Airport.—Applications, giving brief summary 
of experience, and salary proposed, to Sales Manager 
WEST'S PILING AND CONSTRUCTION CO., LTD.. 
Bath Road, Harmondsworth, West Drayton, Middlesex. 


paar MANAGER /ENGINEER REQUIRED by plant 
hire company, North-West area. Applicants must 
have full knowledge of the repair and contro! of ail 
contractors’ plant and equipment.—Write in con- 
fidence, stating age, experience, and salary required 
to Box V.3239, ‘‘ The Contract Journal." P 


ENGINEERS 


Civil engineering contracting, overseas. Applications 
for site engineering posts on a large overseas contract 
are invited from ENGINEERS having at least five 
years’ site experience. The work is varied and inter- 
esting, and the climate is pleasant. Two-year tours, 
Good prospects for assistant engineers with drive and 
a sound technical and commercial background.—wWrite 
stating training, experience, age and marital status, to: 


BOX V.3128, “THE CONTRACT JOURNAL.” 


"gar cog FOREMAN REQUIRED by progressive 
firm of civil engineering contractors, for road- 
works in Bedfordshire and Hertfordshire. Permanent 
position offered to right man.—-Applications, stating 
age, experience, salary required, to C. H. LINTON, 
LTD., 80 Victoria Street, St. Albans. 


= SITE ENGINEER REQUIRED by con- 
tractors, to work in Stevenage area on under- 
passes, cycleways, roads, sewers, etc. House available 
Applicants should state age, previous experience, and 
salary required, in writing, to STUTLEY BROS., LTD., 
Wymondley, Hitchin, Herts. 


ALKING GANGER REQUIRED for work centred 

on London. Experience essential in all below- 
groundwork connected with building and civil 
engineering. Permanency for right man.—Apply in 
writing to WILLIAM MOSS AND SONS, LTD., North 
Circular Road, Cricklewood, N.W.2. 


EQUIRED, R.C. DESIGNER DETAILER in West- 

minster drawing office of foundation specialists. 
Salary in accordance with qualifications or, if pre- 
ferred, state salary required, experience, age, etc., to 
Box V.3247, ‘‘ The Contract Journal." 


Gunvevons and DRAUGHTSMAN REQUIRED for 
building and civil engineering company. Capable 
of accurate surveys and design of roads and sewers 
for estate development. Good salary; pension; L.V.s 
and prospects.—Apply L.A.W., PERCY BILTON, LTD., 
Brumwill Road, W.5, or Telephone: PER 4448 for 
appointment 





AGENT 


REQUIRED, in first instance’ for 
challenging main sewer contract, including part in 
tunnel, at Bury St. Edmunds, Suffolk. A permanent 
situation with a progressive firm.—Applicants should 
send full details of education, training, experience 
and salary required, to 


fF. W. SHANKS, LTD., 
Building and Civil Engineering Contractors, 
Hunstanton, Norfolk. 


interesting and 


NGINEER AGENT REQUIRED for major roadworks 

in Greater London area.—Write, stating age, 
experience, and salary required, to Box V.3251, “ The 
Contract Journal." a on 
IVIL ENGINEERING ASSISTANT REQUIRED by 


consulting engineers in Westminster specialising 
and water supply 


in sewerage, sewage treatment 

schemes. Applicants should be Graduates or have 
similar qualifications, with some design and con- 
struction experience.—Applications should be made 


to SANDFORD FAWCETT AND PARTNERS, 53 
Victoria Street, Westminster, S.W.:. 


eer DRAUGHTSMAN, experienced in 
reinforced concrete work, REQUIRED by consult: 
ing engineers in Westminster.—Applications shou! 
be made to SANDFORD FAWCETT AND PARTNERS, 
53 Victoria Street, Westminster, S.W.1. 


UALIFIED STRUCTURAL ENGINEER, experienced 

in design, progress and supervision of Seer 
concrete work, including precast and prestressed, 
REQUIRED by civil engineering and reinforced con 
crete specialists firm in Yorkshire. Must have initia- 
tive and drive and capable of controlling — 
office and estimating department. Permanent position 
Apply, giving details of qualifications and experience, 
to Managing Director, Box V.3249, * The Conyee 
Journal."’ Applications will be treated in str 
confidence 


LERK CF WORKS REQUIRED é tude 
survevors' office of PYE, LTD. Duties will ne 

the supervision of new factory projects and a 
industrial buildings.—Write, stating age, experie’ . 
and salary required, to the Personnel Officer, Pye 
Ltd., St. Andrew's Road, Cambridge. 


ITE ENGINEERS REQUIRED for drainage Hn 
sewage works contracts in the North of aeare- 
Able to work on own initiative, do interim me 


for the estates 


ments, and fully experienced and accurate in ee 
out.—Write, stating salary _ required, + ernie” 
experience, to Box V.3261, ‘ The Contract Jo 
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APPOINTMENTS VACANT 


ETTING OUT ENGINEER REQUIRED for large 
S contract in London area. Applicants must have 
erience in major works. involving reinforced con- 
on construction and piling.—Apply in writing, 





crete i i A. A. 
‘i . details of experience, etc., to 

statin "AND SONS (CONTRACTORS), LTD., 10 

eer Grosvenor Street, W.1. 


ROAD SURFACING CO., LTD. 


MANAGER for their asphalt and bitu- 
REQUIRE, racing department. — Apply, in writing, 
mating experience and qualifications, to: 


The Secretary, 
ROAD SURFACING CO., LTD., 
241 Hagley Road, Birmingham, 16. 


7\UANTITY SURVEYOR, with minimum five years’ 

post-qualification experience, for American Oil 
Company, Kuwait area. Maximum age approx. 35 

rs. Good salary; 18 months’ contract, with mid- 
years: scal leave, free medical attention, air passage 
tow No immediate family accommodation.—Apply 
paid. siately, quoting UK-22, to .T.S., 4 Lion Street, 
Kidderminster. 


ERSONNEL OFFICER WANTED by building con- 
P tractors. Must have held similar position, but 
t necessarily in the building industry. Employees 
number 1,000. Pension scheme.—wWrite, with fullest 
information and state salary required, to Box V.3262, 
“The Contract Journal. 


D, experienced QUANTITY SURVEYOR 
reractors’ head office in Cumberland. Must 
have sound knowledge of site measuring, valuations, 
fnal accounts, etc.—Apply, stating age, CAOTIEDER: 
and salary required, to JOHN TWINAME, LTD., 
Brigham, near Cockermouth. 


ANTED, QUANTITY SURVEYOR for large 
W housing contract, Newcastle area. Experience 
in site measurement, levelling and interim valuations 
ecessary.—App.y, stating age, experience, and salary 
required, to JOHN TWINAME, LTD., Brigham, near 
Cockermouth, Cumberland. 


CONTRACTS MANAGER 


¥ leading West 
TS MANAGER REQUIRED by leading 
Coe Re mtractors. to be between the ages of ee 
fully competent to supervise several building -_ 
light civil engineering contracts. Only men eee aa 
in this work should apply for this responsible an 
pensionable position.—Write, stating salary required, 
age, qualifications and previous experience, to 


. HCLDOWAY AND SONS, LTD., 
. Westbury, Wiltshire. 


NTITY SURVEYOR.—Applications are_ invited 
Pos stat! appointment of Quantity Surveyor 
whose duties will be mainly the preparation of piss 
of Quantities tor civil engineering contracts —" 
in connection with sewerage, sewage disposal ae 
water supply schemes. Staff pension scheme.--Reply. 
stating experience, and salary required, to WILLCOX, 
RAIKES AND MARSHALL, Chartered Civil Engineers, 
33 Great Charles Street, Birmingham, 3. 


SSISTANT CONSTRUCTION MANAGER for head 
A otice medium-sized building contractors operating 
N.W. London area. Graduate C.E. in early 20s pre- 
terred, with keen interest in maintenance and opera- 
tion of mechanical plant, and experienced in executing 
works to programme, including roads and sewers. 
Good salary, bonus, congenial working conditions 
offered right man.—Write Construction Manager, 
Box V.3275, ‘* The Contract Journal. 


IGERIA.— ASSISTANT ENGINEERS, single and 
Ny ceaee qualifed, REQUIRED for a 15-months 
tour in Nigeria with an established civil engineering 
concern. Qualities expected are initiative, character 
and good health. Attractive prospects for young men 
with ambition to work overseas.—Written applica- 
tions, in confidence, giving particulars of age, 
education and experience to date, to HARBOUR AND 
GENERAL WORKS, 173 St. Stephen's House, Victoria 
tmbankment, Westminster, S.W.1. 


SSISTANT BUILDING SURVEYOR/DRAUGHTS- 

MAN REQUIRED for W.1 property company. 
Age 24/28. Knowledge of conversions an advantage. 
Write, stating age, experience, and salary, to Box 
V.3276, ** The Contract Journal.” 


NGINEER ‘AGENT REQUIRED initially for full site 
E control of new indoor swimming pool (£270,000), 
Grimsby. Must have considerable experience of high- 
class reinforced concrete work and use of concrete 
testing equipment. Permanent staff position. — Full 
details of experience, and salary required, to TAYLOR 
AND COULBECK, LTD., 20 Hawthorne Avenue, 
Cleethorpes, Lincs. 


CORE DRILLING AND GROUT INJECTION 


FOREMAN REQUIRED for large contract, South 
Yorkshire, commencing January. Previous experience 
in charge of this class of work essential. Permanent 
Staff appointment. Pension scheme.—Applications, in 
confidence, quoting Reference SC182, to 


Contract Labour Department, 
SIMON-CARVES, LTD... 
Bird Hall Lane, Cheadle Heath, Stockport. 


MA!0R building and civil engineering contractors 
invite applications for the position of TECH- 
NICAL REPRESENTATIVE. Applicants should have 
had good experience of precast, prestressed and in-situ 
concrete and, preferably, have had engineering train- 
ing. They must have wide connections with architects 
and contractors within a hundred miles’ radius of 
London and have the ability to obtain business for 
the design and supply of prestressed concrete and steel 
reniorcement. This is a senior appointment offering 
interesting and varied work, together with excellent 
opportunities for advancement in an _ expanding 
organisation.—Piease send full details of age, experi- 
ence, qualifications, and salary required, to Box 
No. MB.4489, A.K. Advertising, 212a Shaftesbury 
Avenue, London, W.C.2. 


cv ENGINEERING ASSISTANTS.—Applications 
are invited by the undersigned for appointment 
on their staff of ASSISTANTS with experience in the 
design of works of sewerage, sewage disposal and 
water supply Salaries will be in accordance with 
Qualifications and experience, on not less than A.P.T 
scale. A staff pension scheme will be in operation. 
Applications, stating age, qualifications, appoint- 
ments held, and experience, together with the names 
and addresses of two referees, should be addressed to 
WILLCOX, RAIKES AND MARSHALL, Chartered Civil 
Engineers, 33 Great Charles Street, Birmingham, 3. 
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APPOINTMENTS VACANT 


GENERAL FOREMAN REQUIRED for housing con- 
tracts and private developments, etc., in Windsor, 
Slough and Maidenhead districts. Only applicants with 
good references and considerable experience of fore- 
manship need apply. Organisational ability and drive 
essential. £25 per week.—Write to MANOR PARK 
CONSTRUCTION CO., LTD., 23 Frances Road, 
Windsor, Berks., for interview. 
OIL MECHANICS, — Civil engineering company 
REQUIRES young and single SOIL MECHANICS 
ENGINEER for road construction work in West Africa. 
Good experience in soils testing procedure essential. 
18 months’ contract, with three months’ paid home 
leave. Free passage and accommodation.—Please give 
full particulars of previous experience and salary 
required to Box V.3265, “The Contract Journal.” 


EXPERIENCED ENGINEER REQUIRED as AGENT 
for large overseas contract. Applicants should 
be over 40 years of age and should have had consider- 
able experience in running large and complex jobs. 
Write full details of career to Box V.3176, “ The 
Contract Journal." 


EXP eRIENCED GENERAL FOREMAN REQUIRED 
for large overseas contract. Applicants must have 
good all-round experience and should have held pre- 
vious positions as General Foreman on large Jobs. 
Write full details of experience to Box V.3177, 
‘The Contract Journal." 





CORE DRILLING AND GROUT INJECTION 


Vacancies exist on contract commencing January in 
South Yorkshire:— 
AGENT 


Previous experience in charge of similar contracts 
essential. Some knowledge of French an advantage. 
FRENCH-SPEAKING ENGINEER 
Preferably qualified. Previous experience in this class 

of work an advantage. 
Posts are permanent. Pension scheme in operation. 
Applications, in confidence, quoting Ref. $C185, to: 


Contract Labour Department, 
SIMON-CARVES, e 
Bird Hall Lane, Cheadle Heath, Stockport. 


EXPERIENCED ACCOUNTS CLERK REQUIRED by 
specialist civil engineering contractors at Chelsea. 
Applicants should have considerable experience in the 
Preparation of interim certificates and accounts. 
Permanent position. Luncheon vouchers.—Write, giving 
full details, to SOIL MECHANICS, LTD., 65 Old 
Church Street, London, S.W.3. 


GENERAL FOREMAN REQUIRED for contract in 
the Salisbury area.—Write, giving full details of 
experience, and salary required, to Box 1017, c/o 
wen and Phelan, Ltd., Columbia House, Aldwych, 


PUte-tiMe SURVEYOR REQUIRED in London area 
by civil engineering contractor, for estimating, 
measuring and final accounts.—Write Box V.3283, 
“The Contract Journal." 


J 1. CASE CO., LTD., REQUIRE First-class DEMON- 
* STRATOR, fully experienced on wheeled and 
crawler industrial tractors, to operate from their new 
depot at Stanningley, near Leeds, and be fully mobile. 
All applications, which will be treated in absolute 
confidence, should be sent to the Sales Manager, 
}. lt. Case Co., Ltd., Mill Road, West Drayton, Middx. 


SENIOR AGENT 


Due to the continual expansion of their civil engi- 
neering department, SIR LINDSAY PARKINSON 
AND CO., LTO., have a vacancy for a SENIOR 
AGENT. Applicants must be qualified engineers with 
extensive experience as agents on major civil engi- 
neering projects. Permanent and progressive appoint- 
ment with high salary to suitable applicant. Super- 
annuation scheme.—Reply, in confidence, to: 


Mr. F. V. QOsdorne, M.I.C.E., M.1.Struct.E., 
SIR LINDSAY PARKINSON AND CO., LTD., 
6 Lambeth Road, S.E.1. 


Crane MANAGER REQUIRED for N.E. regional 
office by large company operating fleet of lorry- 
mounted cranes. Applicants must have: Experience in 
control of labour; ability to negotiate with customers; 
commercial experience in plant or crane hire; initia- 
tive, self-reliance and personality to represent the 
company adequately. Commencing § salary £900- 
£1,100, depending on experience; bonus; car; super- 
annuation scheme, etc. Excellent prospects for an 
ambitious man in an expanding business.—Written 
replies in confidence to Box V.3279, “* The Contract 
Journal."" 


Ce AGENT REQUIRED by expanding firm of 
civil engineering contractors. With proved ability 
on contracts of £200,000 or over. This is a per- 
manent staff appointment, with pension rights and 
good remuneration.—Written applications, stating age, 
experience, and salary required, to Box V.3281, 
““The Contract Journal.” 


UANTITY SURVEYOR to take charge of estimating 

to finalisation of accounts. This is a new appoint- 

ment, with considerable scope, at the head office of 

a rapidly expanding company of prestressed and pre- 

cast concrete designers and manufacturers.—Particu- 

lars to the Managing Director, ANGLIAN BUILDING 
PRODUCTS, Atlas Works, Lenwade, Norwich. 


SITE ENGINEERS 


Between 20 and 30 years of age are REQUIRED for 
our contract at N.C.B. new colliery, Kellingley, East 
Yorks., and for the Midlands area. Permanent, 
progressive appointments, with superannuation, sub- 
sistence and bonus for applicants with several years’ 
site experience.—Reply, in confidence, giving details 
ot qualifications and site experience, to: 


SIR ALFRED McALPINE AND SON, LTD., 
49 Waterloo Road, Wolverhampton. 


MBITIOUS SALESMAN REQUIRED by British 

company in Nigeria, to develop sales of earth- 
moving equipment, builders’ plant and machinery. 
Applicants must have a wide knowledge as well as 
practical experience in this field, with particular 
emphasis _on earthmoving equipment and_ diesel 
engines. This is an opportunity with considerable 
possibilities for the right person, and will command 
a generous salary. In addition, there are excellent 
allowances, free accommodation and passages, short 
tours and good leave terms. There is also a non 
contributory pension scheme, and a car would be 
provided for the job.—Would interested applicants, 
preferably in their early 30s, please write to VIVIAN 
YOUNGER AND BOND, LTD., 95 Gresham Street, 
E.C.2. 
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APPOINTMENTS VACANI 


Ptant ENGINEER/MANAGER to take charge of 
specialist service in North-East. Construction 
experience an advantage. Duties include commercial 
and technical supervision, and call for self-reliance and 
initiative. Excellent opportunity to develop by own 
efforts with full backing. Salary to commence £900; 
bonus; car; superannuation, etc.—Write fullest details 
i. eerie confidence to Box V.3280, ‘* The Contract 
ournal.”’ 





BOWMAKER (PLANT), LTD. 


Authorised Caterpillar Dealer.—Owing to the expan- 
sion of this company following the free availability 
of the largest range of earthmoving equipment in 
the world, Bowmaker (Plant), Ltd., REQUIRE additional 
EARTHMOVING EQUIPMENT SALESMEN. This is 
an opportunity for first-class men, with a knowledge 
of the industry and a desire to sell, to join a live 
and progressive company. Remuneration by salary 
and commission. Car provided. Company super- 
annuation scheme in operation. Applications will be 
treated in strictest confidence.—Apply: 


Personnel Manager, 
BOWMAKER (PLANT), LTD., 
Noose Lane, Willenhall, Staffs. 





ITE QUANTITY SURVEYOR REQUIRED for work 
on civil engineering contract at Hunterston 
Nuclear Generating Station, Ayrshire. Age approx. 
21 to 30 years. Should have previous site experience 
and knowledge of Standard Method of Measurement. 
Applications, giving details ot age, experience and 
qualifications, to Contract Labour Department, SIMON- 
CARVES, LID., Cheadie Heath, Stockport, quoting 
Ref. Q.S.190. 
UANTITY SURVEYOR, aged 30/45, REQUIRED to 
Prepare and negotiate final accounts. Applicants 
should be experienced in steelwork and prefabricated 
constructions. Progressive position at a good com- 
mencing salary with large company in Midlands. 
Benefits include a pension scheme and housing assist- 
ance if required.—Write full details age, salary, 


experience, in confidence to Box V.3285, ‘“ The 
Contract journal."’ 


Geenat FOREMAN REQUIRED for civil engineer- 
ing contract at Aldershot, Hants. Must be capable 
of setting-out and organising reinforced concrete 
work. Salary £750-£950 p.a.—For further details, or 
interview, apply RILEY AND WHISHAW, LTD., 
Haslemere, Surrey. 


LECTRICIAN/FITTER REQUIRED for national 
building and civil engineering contractors. Must 
be familiar with tower crane electrical installations 
erection and _ contractors’ electrical plant. The 
successful applicant will be required to visit contracts 
in the United Kingdom and to carry out site inspec- 
tion. Permanent position for suitable applicant. 
Write Box V.3295, *‘ The Contract Journal.” 








CIVIL ENGINEERING CONTRACTORS 


Would welcome applications from suitably qualified 
personnel to fill the undermentioned vacancies: 
SENIOR ESTIMATING ENGINEER 
Preferably with not less than seven years’ site experi- 
ence on land and marine works embracing steel/ 
concrete piling and reinforced concrete construction. 
Salary range £1,250/£1,600, plus provision of a car. 
Civil ENGINEER 
For temporary works design and layout, embracing 
false work and shuttering. To work in conjunction 
with estimating engineers and works construction. 
Salary range £1,100/£1,400, plus provision of a car. 
SENIOR and JUNIOR SITE ENGINEERS 
Must be fully mobile, with not less than two years’ 
sound site experience on works of civil engineering 
construction. Salary according to qualifications and 

experience. 

SENIOR GENERAL FOREMEN 

Good practical men with extensive experience in all 
types of land and marine works, possessing drive and 
the ability to get work done. Salary by arrangement. 
The above appointments are permanent, and appointees 
will be eligible, after a probationary period, to enter 
the company’s superannuation scheme.— Apply, in 
writing, to: 


Contracts Director, 
LOMOUNT CONSTRUCTION, LTD., 
Sackville House, 40 Piccadilly, London, W.1. 


MAINTENANCE FITTERS REQUIRED. Fully experi- 
enced _in quarry machinery.—Applications to 
JUDKINS, LTD., Tuttle Hill, Nuneaton. 


A VACANCY exists with well-known building and 
civil engineering contractors in Portsmouth for 
a SURVEYOR with sound knowledge and experience 
of interim valuations, final accounts and site measur- 
ing.—Full particulars to JNO. CROAD, LTD., Portland 
Street, Portsmouth. (Ref. KK.) 
saree REQUIRED, with previous experience 
of pricing bills of quantities, taking-off for new 
work, alterations, etc., up to £15,000. Excellent 
opportunity of progressing to larger contracts.—Reply, 
stating age, experience, and salary required, to JNO. 
CROAD, LTD., Portiand Street, Portsmouth. (Ref. KK.) 





For Advertisements received too late for 
classification see page 1569 








APPOINTMENTS WANTED 


GENT/ENGINEER, experienced in R.C. construc- 

tion, aerodrome runways, sewerage construction, 
road construction, sewers and water mains, SEEKS 
SIMILAR POSITION, preferably in West Country. 
Fully conversant programming, unit costing, pur- 
chasing, control of labour (including following), 
plant, etc. 7 

Write Box W.3292, “The Contract Journal.’ 





WORK REQUIRED 


ITE CLEARANCE, BULK EXCAVATION. 
JANES AND CO., LTD., Trading Estate, Slough. 
Telephone: Slough 20361——Ext. 4. tii 
PROOTING.—TREES, STIRS, HEDGES, etc. We 
have the most experience and ail modern 
equipment.—T. GRAVESON, LTD., Warton, Carnforth. 
Lancs. Telephone: Carnforth 381 and 382. 


PECIALISED EXPLOSIVES SERVICES. 
U.K. and OVERSEAS MOBILE UNITS coverac> on 
ex-service strong points, sea walls and dangcrous 
structures, etc.—124 Old Shoreham Moad, Soutawick, 
Sussex. Tel.: Southwick 3791 or Shvreham 4193. 
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ep wer, Valuers & wigs 


WORK REQUIRED 





Li EXCAVATIONS, CABLE LAYING, SEWERS, 
DRAINS, OVERSIGHTS, ROADS, etc. Labour 
only. Competitive quotations.—P. COLLINS, 23 Cun- 
ningham Park Road, Harrow, Middx. Harrow 1056. 


[RECTION and DISMANTLING. — Structural Steel- 
work and all types of Prefabricated Components. 
Speedy and efficient service.—ERECTORS, 80 Bulwell 


Crescent, Cheshunt, Herts. Waltham Cross _ 22564. 
ULK EARTHMOVING, direct erentract =r sub 
contract. Also BULLDOZERS znd SCRAPERS 


for HIRE.—FRANK R. WALPOLE, LTD., 126 Wing 
Road, Leighton Suzzard, Beds. Leighton Buzzard £351. 


AM ~ BOTH, ‘LTD., Perrymount Chembers., 
Haywards Heath, Sussex. tel.: Haywards Heati. 
1126 and 1258. SUS-CONTRACT or HIRE: DQs, with 


Bulldozer and Caterpiliar 463 Scrapers. 


ULK EXCAVATION WANTED.—We have our own 
staff of qualined Civil Engineers, and have tne 
following machines reacy for work: D9s, Oss. O6s, 
D4s, with Dozers, Scrapers and Rooters. Alsou ‘ston 





Excavators with all equipments, dik tag vg -, new 
Tipping Lorries. No job is too small or too large. 
SMITHS PLANT HIRE AND CONTRACTORS 


CHELTENHAM), LTD., Southam Court, 98 Prestbury 
Road, Cheitennam, Glos. Tei. 52021/56419/56473. 


XCAVATION SUB-CONTRACTS. Technical af 
E avaliabie to oem prostamee a ts 
omplex rojects. articular attention v 
Anish ‘and’ compaction. Ds, OS, TO18 and TO 
Scrapers, Excavators, Loading Shovels and Lorries 
available with competent and i saginative supervision 
for execution of work.—D!CK HAMPTON, Broat'view 
Farm, Biacknest. A:ton. Hants. Tel.. Bentiey 2741 


ULK EXCAVATIONS, any quantity quoted fc. 
B Own pliant and lorries. 
COFF AND SON (EXCAVATIONS), LID 
Buckhurst Hill, Cheapside, -scot, Serks. 
Ascot 1026/7 *. 


ARMACADAM AND BITUMINOUS MACADAM 
WANTED. — Barber-Grer +s (new 


SURFACING 
Roll ange to 10 to.:5. AIRE, 
1960) and trull olier rang BA we 


r SUB-CONTRACT. 
SOD COs Olive Mount, Birkenhead. Tel.: Girkennead 
6605S. ere ee oo ee a. 
ONTROLLED EXPLOSIVES, LTD., specialise in the 
fragmentation of mass and reintorced concret. 
Inside or outside buildings. Demolition of bridges 
and chimneys, mass rock, trenching, sewage beds 
engine beds, etc., and deep drilling for quarries 
Particulars from 11 Church Street, Oldbury, Bir 
mingham. Telephone: BROadwell 3117. 


JF GRADING, .2EDING, TURFING and PLANTING 
form part of you CONTRACT, we wilt De dicaseo 





to quote you.—hOLORUP, 139 Gelis Hill, Barnet 
Telephone 9111. Eh ft ; ; - 
ANTED, HIRE or CONTRA-T WORK 
for modern fleet of OW21s, (9s, ws, 1S-ton 
Rear Dump Euclids and 38RB Fay Snovel.—Apply 
BRODERICK AND RYAN, LID., 421 Nottingnam 


Road, tikeston. Derbys. Telephone 4381/2 


F\ROTT SKID SHOVEL BTD6, ntted with Bougnion 

Winch, for HIRE at keenest rate. — JAMES 
COOPER, LTD., 28 Kensington Church Street, London 
W.8. Tel.: Western 3412 


ITE CLEARANCE CO., LTD., specialists In remova: 
ot trees and roots. Expicsion Enginee.s ano 
Demolition Contractors.—Deiph Vene, Quarry Lane 
Appleton, Warrington. Telephone. Stockton Heath 309 


ULK EXCAVATIONS and SITE wCRKs 
undertaken. DIRECT or on eee oasis 
Quotations given for large or small contracts any 
where.—S. AND L. BULL BROS., LTD., 
Street, Winchester Tetepnone Winchester 


ANTED. CALAVATION, silt Lice’ We a 
WwW DEMOLITION WORK 
A. BARKER (PECKHAM) LTD New Cross 


~ ISMANTLING andor RE-ERECTION. — Stripping 

and Resneeting, T2, B81 Hangars, any oe s 
Steelwork, and Plant, etc., Sheeting purchased, strippe 
and removed. Distance no object.—BEDS. DISMANT 
LING AND DEMOLITION CO., 3 Lurke direet, Bediurd 
Telepnone. Bedtord 66033 


ARTHMOVING, LEVELLING. LAND DRAINAGE. 
RECLAMATION, etc Consult the Surtace Special- 








120A frig: 
2204 


3337 


ists. —SURFACE MAINTENANCE SERVICES, LTO., 
124 Old Christchurch Road, Bournemouth. Tel.: 
24673. Branches throughout the country 


EQUIRED by major civil engineering contractors, 

BORED PILING WORK on direct or aae-conerect 
basis. Specialist labour and full equipment available 
for immediate work.—MESSRS. J. MURPHY AND 
SONS, LTD., 43 Charteris Road, Finsbury Park, N.4. 
(Archway 7881.) 


gSitec LEARANC E, _ EXCAVATION. 
MOBILE HAULAGE, LTD., 
230 Tottenham Court Rd., London, W.1. Lan. 7833-5. 


Be EARTHMOVING, OVERBURDEN, STRIPPING, 
EXCAVATIONS for roads, airfields, etc., with 
Euclid TS24 Moturised Scrapers and Caterpillar D8 
Tractors and Scrapers able to undertake work anywhere 
in the country. — CONTRACTORS PLANT HIRING 


co., LTO., Barkby Road, _ Leicester Telephone: 
Leicester 66631—<4 lines. Northern Representative: 
91 Shaw Road South, Shaw Heath, Stockport. Tele- 
phone: Stockport 3082. 

Drott 


YY Antes, HIRE or CONTRACT WORK for 
Skid Shovel, BTDG and Lorries. Work under- 
taken any part of the U.K. at competitive prices. 
BENIAMIN LOMAX, Demolition Contractor, 21A 
Gaskell Street, Bolton, Lancs. Tel.: Hr. Bolton 43962, 
Bolton 8895, Holyhead 2671. 
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ACCOMMODATION 


ASSOMMODATE YOUR EMPLOYEES in a 4-berth 
CARAVAN, fully equipped with neating, lighting, 
cooking and washing facilities. Hire rates from 50/- 
per week for four persons. Also MOBILE OFFICES. 
Delivered anywhere.—NORTHERN CARAVAN  DIS- 
TRIBUTORS. Handtorth, Ches. Tel.: Mercury 4255/6. 


CR HIRE. all types of CARAVANS available. 
Usual amenities. From 40/- per week. Delivered 
anywhere.——-CATERHAM CARAVAN CENTRE, LTD., 
The A.22 Roundabout, Godstone Road, Whyteleafe, 
Surrey. Telephone: Upper Warlingham 3590/3807. 


ARAVANS TO RENT for men _ with families. 

Rent £7 to £17 per month. Delivery anywhere. 
LANDSMAN'S_ SERVICES, 

Buckden, Huntingdonshire. Telephone: Buckden 287. 





AGENCIES 


Pant HIRE FIRM, well established in Birmingham 
area, SEEKS AGENCIES.—write Box G.G.514, 
“The Contract Journal." 


Pptaat HIRE AND SALES COMPANY with first- 
class agencies, wishes to APPOINT SUB-AGENT 
to handle sales, servicing and repairs in Berkshire. 
State in reply, full facilities available for display, 
servicing, etc., to Box X.3270, ‘‘The Contract Journal.’ 





yee AND GRAVEL BUSINESS REQUIRED by 
large public company wishing to expand into 
other parts of the country.—Please write, with details, 


to Box X.3257, “The Contract Journal." 
ONTRACTCR (explosives), returning S. Africa. 
Freeholds, plant, etc., Hants. Tuition given, 
£4,500.—Write Box X.3274, ‘The Contract Journal.” 
UILDING AND CIVIL ENGINEERING AND 
(TRANSPORT) CONTRACTORS’ BUSINESS for 
SALE, situated in West Midlands. Good living 
accommodation and spacious depot and workshops. 
Turnover £90,000 per annum. Freehold. 


Write Box X.3294, ‘‘The Contract Journal." 


ELL-ESTABLISHED PLANT HIRE CONTRACTING 
BUSINESS, Central Essex. Modern plant and 
equipment, 30 acres industrial, part gravel workings. 
Large workshops, great scope. Private limited com- 
pany. Would SELL WHOLE or PART INTEREST. Cash 
involved approx. £60,000. Genuine, principals only. 
Write Box X.3293, ‘‘The Contract Journal." 





HORTICULTURAL 
OTARY CULTIVATORS available for HIRE or 
CONTRACT WORK. Grading, Levelling, Earth- 


moving undertaken.—jJAMES COOPER, LIDO., 28 Ken- 
sington Church Street, London, W.6. Western 3412. 


UICKTHORN HEDGING PLANTS.—Strong, trans- 
piantea, nbrous rcoted, 1'2/2tt. nigh, two/three- 


year oid, 250;/- per 1,000 carriage paid for c.w.o. 
BLAKEDOWN NURSERIES, LTO., Blakedown, 
Kidderminster, Worcs. ‘Phone: Biakedown 410 and 
466. 


ULK TURF and TOP-SOIL DELIVERIES, 24-hour 
quotations given tor London and Home Counties. 

J. P. TOMLINSON, Longiands Nursery, Blackness Lane, 
Keston, Kent. Telepnone: Farnborough (Kent) 51000. 


URVES, excellent quality 3ft. x 1ft. machine-cut, 


60,/- per 100, delivered 40 miles radius of 
London. Trade rates. Councils supplied. Quotations 
tor road verges, flats and other turfing§ areas. 
Jj. MONK, 46 Kings Road, South Harrow, Middlesex. 
Telephone: Byron 9679 

URF LAYING, SEEDING, TREE and HEDGE 


PLANTING, CONTRACT MOWING.—For keenest 


quotes, consult: FAIRVIEW NURSERIES (GILLING- 
HAM), LTO., Tel.: Rainham 81244. 
URFING — SEEDING — HEDGING. 
Quotations for all branches of landscape work, 
anywhere in the U.K. C.E&. contracts a_ speciality. 
WEBSTER BROS., Horsforth, Leeds. Horsforth 2364. 
OP SOIL. — 200,000 cubic yards available, 
delivered in large and small quantities. Soil 


supplied ex site in approved cases.—LATHAM AND 
CO. (CONTRACTORS), LTD., Westward House, Guild- 
ford Rd., Lightwater, Surrey. Bagshot 2037 and 2400. 


A REEN QUUIALION to: your TURFING, 
SteVING ano MmtwG:inG CONTRACTS. tonaon 
4nQ ume Counties. —m. ys. ENSTONE & SON, LID., 
meao Ue 54 Alina ROaAG, St. Aipans. Tei. 55528. 


UICKS, extra quality fibrous rooted: 12-18in., 
to -, 145,-, 18-241n., 24,-, 200;-, 24-30in., 
270.-, extra neavy. 30-40in., 35,-, 330/-; 
special transplanted and cut back. 18-24in., 35/-, 
330,-, 24-561n. 40;-, 5380,- Oval Leat Privet: 
12-18in., 22 -, 215,-, 18-24in., 28,-, 275,-, special 
transplanted ousnhy. 18-24in., 35,-, 340,-, 24-30in., 
20;-, 470 -, 30-36in. /0,-, 670,-. Beech. 10-16in., 
2u,- per 100. UWwansplanteo 3-year 16-24in., 5$0,-, 
460,-, 30-36in., 75 70U,-. Loniera Nitida. trans- 
vianted to-2ain., 40.-, 375. -, Dushy transplanted 
quindeam 16-24in., 70 1UO0 = 30-S0in., 110 - 100 
All aOUve vines et ver 100 ana 1,000 Cupressus 
wdwosunianda 12 24in., + 5U ver 100 Laureis, trans 
sianlea i2-som 18 per doz '36-24im.. 24 - per 
Juz All ce@ifieye paid tur C.W.O. over £1, under aaa 
+ &.—-GARUEN BEAUTY PRODUCTS, Wicktora, tssex 
felepnune 21ad 


HORN QUICKS. We are supplying contractors 
trom Lands Eng to jonn o Groats at the keenest 
prices im the tand.-ALFRED j. COX (GARDENS), 
To. Stoke Poges, Bucks Farnnam Common 681 


OHN DEERE 1 cu. yd. CRAWLER LOADERS 
available, LONG or SHORT HIRE Keen rates. 
RINGWAY CONTRACTORS, LTDO.. Horsforth. 4805. 


"TURVES.—1,000,000 finest quality Kent Marsh 

Turves, 3ft. x 1ft., for immediate delivery to all 
districts. — For keenest quotes, ‘phone FAIRVIEW 
NURSER ‘ES, LTD., Wigmore, Gillingham, Kent. 
Tel.: Rainham, Kent, 81244. 


inte SEEDING ano TURFING Site Clearance 

CaAcdve vt ane Levelling Work undertaken “ 
(ne U.K at competitive ornes —-GILLIAM 
UrwL ands 972+ & 


TURF, machine 
60/- per 


20;-, 


aty wert ovo 
ites Surres 


EST QUALITY 
need-treated, 


cut, 3ft. x ft., 
100 delivered. Distance 


no object. Keen trade rates. ——- LANDSCAPE AND 

TURF CO., LTD., Orchard Dene Nursery, Hadlow, 

Tonbridge, Kent. Telephone: Hadlow 416. 
URVES.—Machine-cut, 3ft. x 1ft., close mown, 


weed-treated, 60'- per 100. Keen trade rates. 
We would be pleased to quote for your levelling and 
laying. —E. R. RANCE, LTO., 24 Sheepcot Lane, 
Watford. Telephone: Garston 2725, 
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FULLER HORSEY 


SOR6 6 CAaECELE 





AUCTIONEERS AND VALUERS 
OF 
PLANT,MACHINERY AND 
FACTORIES 


Since 1807 
10 LLOYDS AVENUE 


LONDON E-C:8 
TELEPHONE: ROYAL 4861 
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SALES BY TENDER 


STAFFORDSHIRE COUNTY 
DISPOSAL OF PLANT. 


The County Council invite TENDERS for the 
FOLLOWING VEHICLES and PLANT:— 
One 2/3-ton Austin Light Lorry. 
Two 10cwt. Morris Vans. 
One Scwt. Morris Van. 
Two 5-ton Morris Petrol Lorries. 
Five S-ton Morris Diesel Lorries. 
One 12-h.p. Lister Stationary Gas Engine. 
@ne 2'2-h.p. Bradford Stationary Gas Engine 
Further particulars and Forms of Tender can be 
obtained on application to the County Surveyor 
County Buildings, Stafford. - 
Tenders, on the appropriate form, in plain sealed 
envelopes, and marked ‘‘Plant,"’ must reach me by 
10 a.m. on MONDAY, the 2nd January, 1961. 


T. H. EVANS, 
Clerk of the Staffordshire County Council 
County Buildings, 
Stafford. 
December, 1960. 


WOKING URBAN DISTRICT COUNCIL 


1950 LEWIN MECHANICAL 
SWEEPER-SPRINKLER-COLLECTOR, 


OFFERS invited for ABOVE  SECOND-HAND 
MACHINE. Inspection at Council's Depot, Goldsworth 
Road, Woking, from Monday-Friday. Offers to be 
made in writing and forwarded in plain envelopes 
endorsed “Offer for Sweeper,’’ to CLERK OF THE 
COUNCIL by 6th JANUARY, 1961. 

The Council give no guarantee as to condition of 
machine. 





COUNCIL 





LAND AND PROPERTY 


GST ANEt.- SEARING LAND REQUIRED, minimum 
30 acres, suitable .for use as quarry. 
Write Box X.3212, ‘The Contract Journal.” 


LANT YARD, WORKSHOP, near Staines, RENT 





or PURCHASE.— Write Box X.3232, “The 
Contract Journal.” See 
UILDING CONTRACTORS' YARD for SALE, 


situated 7 miles north of Birmingham. Completely 
enclosed yard of approx. 1 acre, on 99 years lease 
to council, in rapidly expanding new town. Three 
accesses and plenty of parking facilities, workshops, 
stores, garages, etc. Excellent office accommodation 
with P.B.X. telephone system. 

Write Box X.3252, “The Contract Journal.” 


SAND AND GRAVEL LAND REQUIRED, with or 
without. planning permission, by large public 
company.—Write Box X.3256, ‘‘The Contract Journal.’ 


ANTED for plant depot in West Middlesex or 

South Bucks., about 1-2 acres FREEHOLD LAND 
with good road access.—Full details to Box X.3284 
“The Contract Journal.” 





INVENTIONS 
NDUSTRIAL ENGINEERS OF REPUTE _ invite 
in strict conhdence, DETAILS of INVENTIONS, 


with object of manutacturing and world distribution 
Write Box K.L.517, “* The Contract Journal. 





DIVING 


FROGMEN at 
LTD., 


Immediate notice 


'VERS and 
Darttord 24139 


DIVINC SPECIALISTS, 
Night—Farninghnam 2452 an 


EED AND MALLIK, LTD., Civil Engineerin 





Contractors (Diving Division), Milford Manor, 
Salisbury. Wiltshire Telephone 5141 a La 
IVERS IMMEDIATELY AVAILABLE. Welding 


cutting, construction, etc. Any part of — 
UNDER WATER WELDERS AND REPAIRERS eer 
Cardiff Tel. 29631 (After hours: Penarth 5813 


_ ad 
FINANCE 
FIRE PURCHASE FINANCE available for all. tyoes 


of MACHINERY, etc. — Apply: evensse 
LTD., 62 Oxford Street, London, W.1. MUSeum 








QUARRIES 


STONE QUARRY with Crushing and 


in full production in S.E. England. 
interested 


“The Contract Journal.” 


Mixing Units 
Further deta''s 


available for princivals genuinely 


Write Box X.3277, 
— ——— 


PROFESSIONAL SERVICES 
A COMPLETE BUILDING SURVEYOR'S SERVICE 
for Builders of the North. Quantities +9 
Drawings and Specifications. Pricing, Calculations 
Bills of Quantities, Photo Copying, iy Site 
Final Accounts. Also in the Leeds distr EGINS 
Measuring and Interim Valuations.—C. D. 66-2117 
2 Park Crescent, Leeds, 8. Telephone 
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A Smith 12 face shovel digging and 
loading limestone for the Harefield Lime Co. Ltd. 
Rickmansworth 


MUU Ladia em uals 
ama 
RICKMANSWORTH 
>HONE 405 


The most remarkable thing about the 
SMITH 12 is its high-speed working cycle. It digs 
and dumps more bucket-loads per hour than any 
machine of comparable cost; in fact its output 
—on a time-basis—often exceeds that of much 
larger machines. Excavating pays befter profits ve a 
when you use a SMITH 12! JUST ADDED! . . . A new dragshovel arm of cranked 
(or “gooseneck’"’) design is now available as an alternative 


to the “straight” type. Send for leaflet which explains 
its advantages. 


THOMAS SMITH & SONS (RODLEY) LTD 


CRANE AND EXCAVATOR WORKS *' RODLEY*LEEDS 


Tel: Pudsey 2844 Wires: Smith, Rodley, Telex. (Telex. No. 55105) 
a cs scm RANE EISEN SN aN Lon NR AA TLRS RLS Scone A a RR A SNR I NI 
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up 
the 


wall 


PALMER’S 


The safest way of gaining access to 
any part of any building is to use 
Palmer's scaffolding. Palmer's were 
pioneers of safe scaffolding and 

still maintain the lead in this field. 
They can supply scaffolding of every 
type for construction, cleaning, 


maintenance or repair. 


PALMER’S TRAVELLING CRADLE AND SCAFFOLD CO LTD 


3 WOODSIDE GREEN, LONDON, SEMs5 
ADDISCOMBE 7721 
Branch Telephones : 
MIDDLESBROUGH 3051, GATESHEAD 7-1931 


Manchester Subsidiary : 


STONES SCAFFOLDING LTD 
URMSTON 6151 
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Connect up with Bolts... 


RICHARDS High Strength Friction-grip Bolts have many solid 
advantages over other methods of fastening. Interchangeability, simplified 
equipment, less noise and no fire risk are but a few. 

Steelwork goes up quicker and labour costs are lower since only 
two men are required for bolting. Greater strength too is achieved due 


to the higher clamping force made possible with bolts. 





RICHARDS 


high strength friction grip bolts 


CHARLES RICHARDS & SONS LTD., P.O. BOX No. 23, DARLASTON, WEDNESBURY, SOUTH STAFFS 
Phone : James Bridge 3188 (8 lines) P.B.X. Wires ; ‘RICHARDS’ Darlaston 
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FOR YOUR 
SPORTS Ere 
CONTRACT Be 
PLAY 


Obviously you want a keen and 


SPED sighs 


comprehensive estimate .. . 
Certainly you look for facilities 
and equipment necessary to carry 
out the work efficiently . . . 
Assuredly you expect proven methods, expert workmanship and high 
grade materials. Then consult a member of the 
British Association of Field & Sports Contractors, 
all of whom must satisfy these requirements before 





membership is granted. Please write for full list from 


BAFSC 





Tel: WELbeck 7984/5 


x 


the Secretary, 76 Marylebone High Street, London, W.1. 






Consult a 
Member of the 
British Association 


of Field & Sports 
Contractors 
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Manufactured in various sizes. 
Phase Generators are normally available from Stock. 


Petrol or Diesel 


SUPPLEMENT 
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GENERATING 


Sets ranging from 500 Watts up to 
74 KVA as standard, single or three 


phase. 


Larger sets against order. 


For Lighting and 

Hand Tools 

such as 

Hammers and Breakers, 


Saws, Drills, Planers, Sanders, etc. 


— Mobile or Static Chassis. 


115/230 Volts, Single 


Sets of 3 KVA capacity and above can be supplied with special welding transformers. 
SALE — HIRE WITH OPTION TO PURCHASE — HIRE 


E-P-ALLAM € CO. LTD. 


132-135 


SLOANE STREET, § 


AVENDISH 


OTLAND : 39 ¢ 


4a 
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M [DDLESEX COUNTY COUNCIL. 


MIDDLESEX MAIN DRAINAGE— 
— CONTRACT NO. EMR.3. 


TENDERS are invited for the CONSTRUCTION of 
following BUILDINGS at RAMMEY _ MARSH 
MN UDGE DISPOSAL WORKS, near ENFIELD LOCK, 
Midd pumping Station Superstructure, 78ft. x 
S5Oft.. maximum height 19ft. : 
(2) Office Building, 69ft. x 23ft. x 10ft. high. 
(3) Garage and other Single-storey Buildings 
totalling about 1,750 sq. ft. 

Tendering documents will be available on and after 
5th DECEMBER from the Consulting Engineers, J. D. 
AND D. M. WATSON, MM.I.C.E., 67 Tufton Street, 
Westminster, S.W.1, upon payment of a deposit of 
Ten Guineas, which will be returned on receipt of a 
pona-fide Tender and the return of all documents. 
Cheques should be made payable to the Middlesex 
County Council . 

The Council. does not bind itself to accept the 
lowest or any Tender. 

Tenders must be delivered in a plain package, 
endorsed “Tender for Contract No. EMR.3," and 
delivered to the undersigned by Noon on MONDAY, 
2nd january, 1961. 

KENNETH GOODACRE, 
The Clerk of the County Council. 

County Council of Middlesex, 

Guildhall, 
Westminster, S.W.1. 


BOROUGH “OF WALTHAMSTOW. 


ENGINEER AND SURVEYOR'S DEPARTMENT. 
CHINGFORD LANE RESURFACING. 


TENDERS are invited for RESURFACING the 
CARRIAGEWAY with DENSE BITUMEN MACADAM, 
area approx. 14,000 sq. yd., in Chingford Lane, 
Woodford Green, Essex. 

Tender documents may be obtained from the 
Borough Engineer and Surveyor, Town Hail, Waltham- 
stow, E.17, upon payment of a deposit of Two Guineas, 
returnable in respect of a bona-fide Tender not 
subsequently withdrawn. 

Sealed Tenders, in the envelope provided, must be 
received by the undersigned not later than 12 Noon 
on TUESDAY, 3rd January, 1961. 

G. A. BLAKELEY, 
Town Clerk. 
13th December, 1960. 


BOROU GH OF WALTHAMSTOW. 
ENGINEER AND SURVEYOR'S DEPARTMENT. 
CHINGFORD LANE RESURFACING. 


TENDERS are invited for HEATING and PLANING 
CARRIAGEWAY by SMOKELESS PROCESS, area 
approx. 14,000 sq. yd., in Chingford Lane, Woodford 
Green, Essex. 

Tender documents may be obtained from the 
Borough Engineer®and Surveyor, Town Hall, Waltham- 
stow, E.17, upon payment of a deposit of Two Guineas, 
returnable in respect of a bona-fide Tender not 
subsequently withdrawn. 

Sealed Tenders, in the envelope provided, must be 
received by the undersigned not later than 12 Noon 
on TUESDAY, 3rd January, 1961. 


G. A. BLAKELEY, 
Town Clerk. 
13th December, 1960. 


BOROUGH OF LUTON. 
ERECTION OF MULTI-STOREY CAR PARK. 


Contractors who would be PREPARED to SUBMIT 
a DESIGN and TENDER for the CONSTRUCTION of 
a MULTI-STOREY CAR PARK to accommodate not 
ess than 250 cars, and incorporating a Petrol Filling 
and Service Station, are invited to submit their names 
and addresses to the BOROUGH ENGINEER, Town 
Hall, Luton, not later than 18th JANUARY, 1961. 

Contractors should indicate the period they would 
require for design and tendering after receipt of 
tender documents containing an outline description of 
basic requirements 

Any information which contractors supply upon 
work already carried out on _ similar structures 
or data collected in connection with multi-storey car 
parking will assist the Council in deciding from whom 
Tenders will be invited. 


FREEBRIDGE LYNN RURAL DISTRICT 
COUNCIL. 


PENTNEY HOUSING SITE— 
ROADS, FENCING AND SEWAGE DISPOSAL WORKS. 


TENDERS are invited on 
experienced public works 
FOLLOWING: — 

(a) 100yd. lin. Tarmacadam Road with Kerbs 
and Footpaths, 35yd. lin. 6in. Surface Water 
Drains and 210yd. lin. Chain Link Fencing. 

(b) 650yd. lin. Gin. Soil Sewer, Sewage Disposal 
Works with two 20ft. dia. Filter Beds, and 
293yd. lin. Chain Link Fencing. Measure- 


ments are approx 
Tender documents from Messrs. LEA, MILNER 
Huntingdon, on 





fixed-price basis from 
contractors for the 


AND WARDLEY, 4 Market Hill, 
receipt of Two Guineas deposit, refundable only on 
receipt of bona-fide Tender not subsequently withdrawn. 
The Council do not bind themselves to accept the 
owest or any Tender. 

Tenders, in the envelopes provided, must reach 
the undersigned not later than 12 Noon on 26th 
JANUARY, 1961. 

(Signed) W. G. DURLING REEVES, 
Clerk of the Council. 

Council Offices, 


11 King Street, 
King’s Lynn, 
___ Norfolk 
WATFORD 


CORPORATION WATER 


DEPARTMENT. 
SUPPLY OF SALT FOR WATER SOFTENING PLANT. 


,JENDERS are invited for the SUPPLY of SALT 
lor base-exchange softening pliant regeneration pur- 
Poses for year ending 31st March, 1962. 

The Specification and Form of Tender can be 
ovtained on application to the Borough Water Engineer 
and Manager, Town Hall, Watford. 

Tenders must be delivered to the Town Hall, 
Watford, not later than 2 p.m. on FRIDAY, 13th 
january, 1961, and must be sealed in the official 
envelope provided 

The Corporation do not bind themselves to accept 


me lowest or any Tender 
GORDON H. HALL, 
Town Clerk. 
Town Hall, 
Watford 


RADNORSHIRE COUNTY COUNCIL. 
INSTALLATION OF 


INTERNAL TELEPHONES. 


TENDERS are invited for the INSTALLATION of 
an INTERNAL TELEPHONE SYSTEM at the COUNTY 
HALL, LLANDRINDOD WELLS. 

Tender documents and Specification may be obtained 
from the County Architect, County Hall, Liandrindod 
Wells, to be returned by 13th JANUARY, 1961, to 
the undersigned bearing the words “Tender for 
Internal Telephones,’’ but devoid of any name or mark 
indicating the sender. 

The Council does not bind itself to accept the 
lowest or any Tender. 

So ¢ §. LANE, 


Clerk of the Council. 
County Hall, 


Liandrindod Wells, 
Radnorshire. 
16th December, 1960. 


RADNORSHIRE COUNTY COUNCIL. 
INSTALLATION OF PASSENGER LIFT. 


TENDERS are invited for the INSTALLATION of 
a PASSENGER LIFT in the COUNTY HALL, LLAN- 
ORINDOD WELLS. 

Tender documents and Specification are obtainable 
from the County Architect, County Hall, Liandrindod 
Wells, to be returned by 13th JANUARY, 1961, to 
the undersigned, bearing the words ‘‘Tender for Lift," 
but devoid of any name or mark indicating the sender. 

The Council_does not bind itself to accept the 
lowest or any Tender. 

oD. Cc S. LANE, 


Clerk of the Council. 
County Hall, 


Liandrindod Wells, 
Radnorshire. 
16th December, 1960. 


COUNTY BOROUGH OF BIRKENHEAD. 
ADVERTISING RIGHTS ON MOTOR OMNIBUSES. 


TENDERS are invited for the ABOVE. Form of 
Tender, with full details, from_ the GENERAL 
MANAGER, Laird Street Transport Depot, Birkenhead. 
Closing date for Tenders, 14th JANUARY, 1961. 


COUNTY BOROUGH OF SWANSEA. 
TENDERS FOR MATERIALS AND HAULAGE 
TENDERS are invited for the UNDERMENTIONED 


for a period of 12 months from 1st April, 1961:— 
Bituminous Macadam. 


Lamp Pillars (Steel). 
Bricks. Lamp Pillars (Concrete). 
Cement. Manhole Covers and 
Concrete (Ready Mixed). Frames. 
Concrete Kerb. Mortar. 


Concrete Paving. Oils 

Concrete Tubes, etc. 

Concrete Materials. 

Electric Cable (Street 
Lighting). 

Electric Lamps. 

Engineering Supplies Sand and Gravel. 
(Bolts, Packing, etc.). Slag and Ashes. 

Granite Chippings. Tar_ or Proprietary 

Gullies and Frames. Compounds. 

Haulage, Motor Tarmacadam. 

(Daywork). Tyres and Tubes. 

Haulage, Motor Walling Stone. 

(Tonnage Rates). 
jron and Steel (Bar, 
Sheet and Tubes). 

Forms of Tender and further particulars may be 
obtained from the Borough Engineer and Surveyor, 
Guildhall, Swansea. 
Tenders, in envelopes sealed and endorsed ‘‘Tender 
for .' but which must not bear any name or 
mark indicating the sender, must reach the under- 
signed, either by hand (and receipt obtained) or by 
phy at post, on or before the 23rd JANUARY, 
1961. 

The lowest or any Tender will not necessarily be 


accepted 
1ORWERTH J. WATKINS, 
Town Clerk. 


(Lubricating) and 
Paraffin. 

Petrol and Fuel Oils. 

Pipes (Sait Glazed). 

Public Lighting Equip- 
ment. 





The Guildhall, 

Swansea. i ls ae ale lea 
COUNTY BOROUGH OF HALIFAX. 
EDUCATION COMMITTEE. 

ERECTION OF NEW SCHOOL. 
Applications are invited from general building 


contractors for inclusion on a list from which will 
be selected a short list of contractors to TENDER 
for the ERECTION of the new HOLY TRINITY 
(CONTROLLED) INFANTS’ SCHOOL. 

Applicants should be capable of completing the 
erection of the above five-class school within a 
period of nine months. 

Bills of Quantities will be available for the selected 
contractors early in February. Building to commence 
ie Geen, 1961, and be completed by 31st December, 

The site is at Swires Road, Halifax, within half 
a mile from the town centre, and the building is of 
single-storey construction, part stone-faced and part 
timber-framed external walls with a _ prefabricated 
timber fiat roof. 

Drawings and site may be inspected by arrange- 
ment with the Borough Engineer. 

Contractors able to complete the building within 
the time stipulated should submit their applications 
to the BOROUGH ENGINEER, Crossley Street, Halifax, 
not later than Sth JANUARY, 1961. 


BOROUGH OF ILFORD. 
EXTENSIONS TO SPORTS PAVILION— 
HAINAULT RECREATION GROUND. 


TENDERS are invited for the CONSTRUCTION of 
EXTENSIONS to SPORTS’ PAVILION, Hainault 
Recreation Ground, Ilford. 

Applications, in writing, for the Form of Tender, 
Bills of Quantities and Drawings should be made to 
the Borough Engineer, Town Hall, Itiford, accom- 
panied by a deposit of £2 2s., which will be returned 
on receipt of a bona-fide Tender (not subsequently 
withdrawn) and all documents issued. 

Conditions of Contract may be inspected at the 
Borough Engineer's Office during normal working 
hours. 

Tenders, sealed in the envelope provided, endorsed 
‘Tender for Extensions to Sports Pavilion, Hainault 
Recreation Ground,’ with no mark of identification 
as to the sender, must be delivered to the TOWN 
CLERK, Town Hall, Ilford, not later than 4 p.m. on 
24th JANUARY, 1961. 

Priced Bills of Quantities must be returned at the 
same time as the Tender in the special envelope 
provided. 

The Corporation do not bind themselves to accept 
the lowest or any Tender. 


DERBYSHIRE COUNTY COUNCIL. 
COUNTY ARCHITECT'S DEPARTMENT. 


ASSISTANT STRUCTURAL ENGINEER REQUIRED. 
A.P.T. Grade IV. Salary £1,140-£1,310 p.a. ; 

Applicants must be Corporate Members of either 
the Institution of Civil Engineers or the Institution 
of Structural Engineers and must have had consider- 
able experience in the design and construction of all 
types of building structures and foundation works. 

National Joint Council conditions of service. Scheme 
of allowances towards removal and lodging expenses 
in appropriate cases. Pensionable post. 

Canvassing disqualifies. 

Application Forms from the COUNTY ARCHITECT, 
County Offices, Matlock, Derbyshire. 


SOUTHAMPTON COUNTY BOROUGH. 
BOROUGH ARCHITECT'S DEPARTMENT. 


CLERK OF WORKS (Temporary) for new College 
of Technology, Phase |, East Park Terrace, South- 
ampton (cost £500,000). Start mid-January, 1961. 
Experienced in supervision of major contracts in all 
trades and in_ precast and in-situ reinforced concrete 
construction. Salary £20 per week for contract period 
of 30 months. 

Application Forms from the BOROUGH ARCHI- 
TECT, Civic Centre, Southampton, returnable by 7th 


JANUARY, 1961. — - 
BOROUGH OF AYLESBURY. 


NEW SEWAGE PURIFICATION WORKS. 


APPOINTMENT OF CLERK OF WORKS. 


APPLICATIONS are invited for the ABOVE 
APPOINTMENT at_a_ salary in accordance with 
Miscellaneous VI (£760-£825 per annum) in connec- 
tion with the construction of a new purification works, 
comprising reinforced concrete grit channels, 
sedimentation tanks, biological filters, humus tanks, 
sludge digestion tanks and drying beds, pumping 
station, office block, and incidental works. 

The contract is under the direction of the Consulting 
Engineers, MESSRS. J. D. and D. M. WATSON, 
MM.1.C.E., 67 Tufton Street, Westminster, London, 
S.W.1. 

The Scheme of Conditions of Service laid down by 
the National Joint Council for the Miscellaneous 
Classes of Officers will apply to the appointment. ; 

Subject to satisfactory service, the appointment is 
expected to last approximately 12 months, and will 
be terminable by one month's notice on either side. 

Applicants should apply in writing to the 
undersigned not later than 6th JANUARY, 1961. 
Applications, endorsed ‘“‘Clerk of Works—S.D.W..” 
should give full particulars of age, qualifications and 
experience, together with qt ae of two referees. 














MAXWELL, 
Town Clerk. 
Town Hall, 
Aylesbury, 
Buckinghamshire. 
December, 1960. 
BOROUGH _ OF AYLESBURY. 


NEW SEWAGE PURIFICATION WORKS. 


APPOINTMENT OF 
ASSISTANT RESIDENT ENGINEER. 


APPLICATIONS are invited for the ABOVE 
APPOINTMENT to assist the resident engineer in the 
supervision of the construction of a new purification 
works, comprising reinforced concrete grit channels, 
sedimentation tanks, biological filters, humus tanks. 
sludge digestion tanks and drying beds, pumping 
station, office block, and incidental works. 

The contract is under the direction of the Consulting 
Engineers, MESSRS. J. D. and D. M. WATSON, 
ee 67 Tufton Street, Westminster, London, 

The salary will be £1,000 per annum, together with 
a car allowance within the range £110-£130 per 
annum. Apart from the salary, the Scheme of 
Conditions of Service laid down by the National Joint 
Council for Local Authorities, Administrative, Profes- 
sional, Technical and Clerical Services will apply to 
the appointment. Subject to satisfactory service, the 
appointment is expected to last approximately 12 
months, and will be terminable by one month's notice 
on either side. 

It is the Council's policy to give sympathetic con- 
sideration to the provision of housing accommodation 
in suitable cases. 

Applicants should apply in writing to the 
undersigned not later than 6th JANUARY, 1961. 
Applications, endorsed “Assistant Resident Engineer— 
S.D.W.,"" should give full particulars of age, qualifica- 
tions and experience, together with the names of two 








referees. 
R. D. W. MAXWELL, 
Town Hall, Town Clerk. 
Aylesbury, 


Buckinghamshire. 
December, 1960. 


EXPERIENCED OPERATOR REQUIRED for modern 
coated macadam plant. Permanent position and 


good wage to suitable applicant.—Apply to DKINS 
LTD., Tuttle Hill, Nuneaton. re : 


NGINEERS (2) REQUIRED, fully experienced in 
| setting-out of work, theodolite, and level, super- 
vision of work, interpretation of drawings and speci- 
fication for roads and sewers section. Brighton and 


Worthing areas.—Write: E. AND L. BERG, LTD., 
Buckland House, Esher, Surrey. 


A NUMBER of ENGINEER/AGENTS are REQUIRED 
for various civil engineering contracts in the 
Yorkshire area. Salaries £1,000/£1,300 p.a. plus car 
plus bonus, according to experience.—Applications, in 


writing, giving ful details, to Box V.3278, ‘‘ The 
Contract Journal.” 


A= AGENT REQUIRED, experienced in all civil 
engineering work, capable of managing a number 
of contracts in South of England.—wWrite, stating al! 
particulars and experience, to WILLIAM OLD, LTD., 
433 Pinner Road, North Harrow, Middx. 
BHetsiwne contractors REQUIRE fully experienced 
SITE OFFICE MANAGER for Manchester area. 
Permanent and pensionable appointment.—Write full 


details of experience, age, and salary required, to 
Box V.3287, ‘* The Contract Journal.” 


ENIOR GENERAL FOREMAN REQUIRED for roads 
contract in South Scotland. Only men with proved 
experience on dual carriageway construction need 
apply. Good salary to right man.—Write Box V.3286, 
‘* The Contract Journal."’ 


ITE ENGINEERS REQUIRED for setting-out railway 

and civil engineering works. Must be prepared 

to travel within the U.K.—Apply in confidence to 

EAGRE CONSTRUCTION CO., LTD., East Common 
Lane, Scunthorpe, Lincs. 
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RUSTON-BUCYRUS 
SALES & SERVICE DEI 


opened in Scotiand 


With the opening of the new depot GLASGOW DEPOT 
in Scotland, the fourth stage has been now in full operation at 


reached in the expanding policy of 


Ruston-Bucyrus to bring Sales, Spares, 2430 LONDON ROAD, 


Maintenance and Field Service CARMYLE, GLASGOW, E.2 
closer to their customers. | 
Depots at Warrington, Taunton and 

London are already in full operation 

and a fifth will be opened in 

South Wales next year. 


Depots for other areas are Please telephone for prompt excavator service of any kind 
planned and the dates of opening London Area : Colnbrook 2385 
will be announced. North-Western Area : Warrington 30578 


South-Western Area : Taunton 7722 
Scotland : Shettleston 4264/5 


Toe 


UCYRUS RUSTON-BUCYRUS LIMITED, EXCAVATOR SPECIALISTS, LINCOLN 
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CONSTRUCTION WAGES 
AND HOURS 


AFTER much comings and goings, rumours and counter-rumours, the wage 
claim in the building industry seems to have been finally settled. The 
building unions have secured a 42-hour week and a substantial increase in 
pay. The building employers have achieved a ten-month moratorium which 
will soften the blow on builders carrying out fixed price contracts. (There 
is, of course, the small sliding scale increase in wages of 4d. per hour due 


next February but every prudent contractor will have anticipated this in 
his tendering.) 


By all accounts, there was some hard bargaining on both sides but the 
unions should be satisfied that they have got all they could reasonably expect, 
although rather later than they wanted it. Some employers will perhaps 
be less satisfied. There was evidently a strong body of opinion which 
favoured an hours settlement similar to that agreed in the civil engineering 
industry whereby a 40-hour week is worked during four winter months and 
a 44-hour week during the remaining eight summer months. Such an 
arrangement certainly corresponds with the needs of an industry working 
outdoors but the building unions are evidently opposed to it. 


There will also undoubtedly be some building employers who would 
have wished that the settlement had gone further towards remedying the 
problem of the craft/labour differential. If, as seems likely, the settlement 
provides for an increase of 6d. per hour to craftsmen and 54d. per hour to 
labourers as from next October, the resulting wage rates in Grade A areas, 
including the February sliding scale increase, will be 5/6d. per hour for 
craftsmen and 4/10d. per hour for labourers. Thus the labourers’ rate will 
be 88 per cent. of the craft rate. Up to eleven years ago the labourers’ rate 


was fixed at 80 per cent. of the craft rate, and of course before the war 
it was 75 per cent. 


No doubt some hard thinking will have to be done in the civil engineering 
industry in the light of the building settlement. The 8d. per hour claim 
recently submitted by the Operatives’ Panel to the Civil Engineering 
Construction Conciliation Board was not coupled with any further claim on 
working hours which, as mentioned earlier, have been reduced from 44 to 40 
hours during the four winter months. Because of the delay in bringing the 
building settlement into effect, the civil engineering industry under its present 
arrangement will have equal or lower normal working hours than building 
until the end of February, 1962, when the building industry will be on a 
42-hour week and the civil engineering industry will change from the 40-hour 
winter week to the 44-hour summer week. In practice, of course, the actual 
hours worked in civil engineering are usually higher than those in building 
and, according to Ministry of Works surveys, bonus schemes are also 
operated to a greater extent. It also has to be remembered that the civil 
engineers go straight on to time-and-a-half for the first four hours of over- 
time, whereas the builders in England and Wales pay time-and-a-quarter for 
the first two hours. In Scotland, however, the builders’ overtime is on all 
fours with that in civil engineering. 


The situation is an intriguing one. Certainly there seems no need for 


precipitate action by either industry on the hours question and, assuming 
that the civil engineers keep parity of wage rate with the builders, the 
settlement next October ought to be generous enough to stand for 1962 as well. 














1372 


THE CONTRACT JOURNAL 


A LAWYER CONSIDERS... 


A Safety Prosecution — Occupiers’ and Employers’ Liability 


NDER the Woodworking Machinery 

Regulations it is provided that for 
such work as cannot be performed with 
an efficient guard for the cutter, the wood 
being moulded at a vertical spindle mould- 
ing machine shall, if practicable, be held 
in a jig or holder of such construction as 
to reduce as far as possible the risk of 
accident to the worker. 


G was employed by R. Ltd., and did 
not use the guard provided when carrying 
out a “dropping-on” operation on a 
vertical spindle moulding machine and a 
piece of wood, thrown out of position by 
the force of the revolving cutter, injured 
his hand. R. Ltd. were prosecuted for 
failure to comply with the terms of the 
Regulations. The magistrates decided that 
the actual operation here was not one 
which could be carried out with the cage 
guard completely down; but that had G 
followed the methods he had been trained 
in, he could have carried out the work 
without danger, In fact he had taken the 
guard away completely. The magistrates 
decided to dismiss the case. 


As he is entitled to do the Factory 
Inspector appealed. The Divisional Court 
therefore considered carefully the terms 
of the Regulation under which R. Ltd., had 
been prosecuted. Now this Regulation 
was so drafted as to deal specifically with 
the kind of situation which had occurred 
here, namely to provide that for those 
operations which could not be done 
properly with the guard down the wood 
should be held in a jig or holder. Now 
in Dunn v Birds Eye Food, Ltd. [(1959) 2 
All E.R. 403], discussed in an article in 
The Contract Journal for August 20, 1959, 
the Divisional Court had decided in a case 
where the accident was really entirely due 
to the stupidity of the worker that this 
fact did not serve to acquit the employer 
of an offence, because the obligation under 
the Factories Act, 1937, S.14 (1) to fence 
dangerous machinery was an absolute one; 
in that case there had been a duty to 
fence and the employers had not provided 
one and though the accident was due to 
the employee’s stupidity that did not in 
any way alter the fact that the employers 
had not provided a fence and had broken 
the law. So in this case the Court held 
that the Regulation placed an absolute 
obligation on the employer in the kind of 
circumstances that had arisen to provide 
a jig or a holder; the plain fact was that 
they had not done so and they were in 
breach of the Regulation. The Court, 
therefore, with that explanation of the law, 
sent the case back to the magistrates, 


So this case, not yet reported, serves 
to underline the point that if a statute 
or a regulation tells an employer that he 
must do something it is no defence to a 
criminal prosecution for failure to do that 
something to say that, even if he had done 
it, the workman would have, or in fact 
did, ignore it. 


Occupiers’ and Employers’ Liability 


BRIEF report has appeared in some 

papers stating that in the Court of 
Session, Edinburgh, damages of £1,500 
were awarded against a householder. The 
facts according to one report were that 
the householder engaged a firm of con- 
tractors to box-in a cistern. A joiner aged 
60 was sent to do this work. As he 
ascended a ladder it fell and he was thrown 
to the floor and injured. It was apparently 
found that one of the supports of the 
ladder had gone into a hole in the floor 
which was covered with linoleum. The 
householder does not seem to have made 
any mention of this hole. The joiner sued 
for £2,000 damages and in defence .the 
householder claimed that the joiner was 
also instructed by him to repair the hole 
in the floor. This defence was apparently 





unsuccessful and thus the joiner got three- 
quarters of his claim. 

This case, with its facts which could 
obviously, with but slight variations, be 
repeated in hundreds of jobs, serves to 
point out two important aspects of the 
law. Firstly, the duty of people towards 
those who come on to premises which 
they occupy and the liability they are 
under if they fail in that duty. Secondly 
the extent of the duty of an employer when 
he sends an employee to do work on 
premises which are not in that employer's 
control. 

Occupiers’ Liability 

The complex law in England and Wales 
on this matter was replaced in 1957 by 
the Occupiers Liability Act. This Act, in 
effect, divides people who come on to 
premises into those unlawfully, and those 
lawfully, on the premises. The latter are 
now all called “visitors.” To such visitors 
the occupier owes a most important duty 
called “the common duty of care’? which 
is defined as “a duty to take such care 
as in all the circumstances of the case is 
reasonable to see that the visitor will be 
reasonably safe in using the premises for 
the purposes for which he is invited or 
permitted by the occupier to be there.” 
Every part of this definition is important 
but one may highlight four phrases. 

“In all the circumstances of the case”; 
this means that the actual decision in any 
case must depend on a close scrutiny of 
the actual facts; a slight difference in fact 
from a previous, apparently similar, case 
might easily be sufficient to cause a quite 
different decision. 

“such care .. . as is reasonable’; the 
duty on the occupier is far from being 
absolute—he is not obliged to insure his 
visitors’ safety. Provided what he does 
to discharge the duty of care is reasonable 
(and this only means whether in the view 
of 12 fellow-citizens or a_ fair-minded 
judge he has behaved in an ordinary com- 
monsense way) he has little to fear. The 
obvious types of danger are traps like 
loose stair rods or carpet, over-polished 
floors, covered holes (as in the Scottish 
case referred to above) and surely any 
person of commonsense would warn a 
visitor of those dangers if he knew of them 
or ought to have known of them. 

“reasonably safe’; the visitor cannot 
expect to behave without ordinary caution 
and still claim a breach of the duty of 
care if he gets hurt; he can only expect 
to have the premises reasonably safe and 
not at a super standard of safety. 

‘ the purposes for which he is invited 
... to be there”; this is a highly important 
qualification. For example a contractor's 
delivery driver sets down paint tins in 
the hall of an office block where his 
employer is doing decorating work and 
goes and chats to a pretty receptionist 
who is nothing to do with the errand 
which brought the driver on to the 
premises; in getting to her desk on the 
other side of the hall he slides on a mat 
on a polished floor and is hurt; he would 
find it difficult to claim against the occu- 
piers of the office block under this Act 
as his chat to the receptionist was neither 
the purpose for which he was allowed to 
be on the premises_,nor reasonably inci- 
dental thereto. ‘ 

If the facts in the Scottish case had 
occurred in England then in all proba- 
bility a claim under this Act would have 
been successful; the joiner was clearly a 
visitor; the premises were not reasonably 
safe; the joiner seems to have behaved 
with reasonable care himself; and he was 
certainly engaged in doing precisely the 
work for which he had been invited to 
be on the premises, 

In view of the possibility of claims like 
the one in the Scottish case some house- 
holders might feel it to be a factor to take 
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into account when considering whether to 
have a builder in or not. It would there. 
fore be prudent and good business rel. 
tions when doing work for householders 
for contractors to point out this kind of 
risk and ask householders to indicate any 
danger spots in their premises; it would 
also encourage householders to see that 
their household insurances covered this 
kind of liability. 

Employers’ Liability 

The second aspect of the law to which 
the Scottish case draws attention, by 
which was not apparently — specifically 
raised, is as follows. Suppose the joiner 
had not sued the householder but had 
sued his employers? Could he have stood 
a chance of recovery? 

In answering this it is being assumed 
that there is no question of any breach 
of building safety, or other statutory regy- 
lations. The basic answer is that the 
employer's common law duty as laid down 
and applied in hundreds of cases is to take 
reasonable care for the safety of his work. 
people or, as it is sometimes put, to pro- 
vide a safe system of working. Whether 
he has or has not discharged this duty 
is always a question of fact in each case. 
Thus in the Scottish case if the cistern 
to be boxed-in had been on the employer's 
own premises the employer would almost 
certainly bear some liability for an acci- 
dent of this kind; but since the accident 
occurred on premises over which the 
employer had no control he would not be 
expected to maintain so high a standard of 
care, 

One of the leading cases on this matter 
concerns window-cleaners, Wilson v Tyne- 
side Cleaning Co. [(1958) 2 All E.R. 265); 
Lord Justice Pearce said “The employer's 
own premises are under his control; if 
they are dangerously in need of repair he 
can and must rectify the fault at once if 
he is to escape the censure of negligence; 
if, however, a master sends a plumber to 
mend a leak in a respectable private house 
no one could hold him negligent for not 
visiting the house himself to see if. the 
carpet in the hall constitutes a trap. 
Between these extremes are countless pos- 
sible examples. . . . Precautions dictated 
by reasonable care when the servant works 
on the master’s premises may be wholly 
prevented or greatly circumscribed when 
the place of work is under the control of a 
stranger. Additional safeguards intended to 
reinforce the man’s own knowledge and 
skill in surmounting difficulties or dangers 
may be reasonable in the former case but 
impracticable and unreasonable in_ the 
latter.” 


From this case and from the remark set 
out below of Lord Simonds in another 
case one may conclude that employers 
sending men to work on premises con- 
trolled by other people should either in- 
spect the premises or ask those in control 
of them to tell them of any dangers; the 
men sent to do the work should then be 
told of any such dangers and the rest left 
to the good sense of the men themselves 
bearing in mind that if a young or i 
experienced man is being sent he needs 
more briefing than an experienced one. 
If an employer does this he is probably 
doing, in some circumstances, more than 
he would be legally required to do; that 
is a good thing if it helps to prevent accl- 
dents but there comes a time when an 
employer has done all he should and the 
employee must look after himself and the 
remark of Lord Simonds bears this out: 
“There is a sphere in which it } 
reasonable to leave to a skilled work- 
man the decision whether the difficulty he 
encounters is one in which he needs help. 
i deprecate any tendency to treat the rela- 
tion of employer and skilled workman 4 
equivalent to that of a nurse and imbecile 
child.” 
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CONSTRUCTION OF THE KYLE DAM AND IRRIGATION 
SCHEME, SOUTHERN RHODESIA 


Work is now complete on the £800,000 Kyle Dam, 26 miles from Fort Victoria, 
Southern Rhodesia, and already the valleys of the Mtilikwe and Umshagashi 
Rivers, above whose confluence the dam wall has been built, are filling with water 
to form an impressive new lake. Over 2,000 acres have been flooded and there is 
a depth at the dam wall of a little over 80ft. When complete, the new lake will 
cover over 24,000 acres, giving a total storage of 1,100,000 acre ft. The consulting 
engineers for the project are Andre Coyne and Jean Bellier, and the main 
contractors are the Anglo-Italian firm of McAlpine and Concor (Private), Ltd., 
Salisbury. This description deals generally with the dam construction, with 
emphasis on the contractors’ problems. The building of the irrigation canal, the 
other major feature of the Scheme, will be described in our next issue. 


HE site was first spotted and recog- 

nised as the valuable asset it is by 
Mr. R. H. Roberts, O.B.E., a past 
Director of Irrigation of the Southern 
Rhodesian Government, on a _ survey 
flight in 1948. It is almost a classical 
site for a high arch dam, occurring-as 
it does just below the confluence of 
two rivers, the Umshagashi and the 
Mtilikwe. The gorge is of smooth bare 
granite, and the dam bridges it at a 
height of about 200ft. and a crest length 
of 1,000ft. 

Although a big dam by any standards, 
the concrete content is only of the order 
of 71,000 cu. yd., due to the exceptional 
slenderness adopted by Coyne and Bellier. 
The arch is 28ft. thick at the base, and 
only 10ft. near the crest. 

The spillway is incorporated in the main 
dam structure, and can take the full esti- 
mated discharge of over 60,000 cusecs 
through five openings 40ft. long and 1éft. 
2in. high. This spillway discharge crashes 
down the full height of the dam to a 3ft. 
thick reinforced concrete mattress protect- 
ing the original bed of the river against 
erosion and undermining of the dam. An 
unusual feature of the whole scheme is 
that the water released for irrigation pur- 
poses by the permanent outlets is allowed 
to follow the original river course until 
it reaches the headworks of the Triangle 
irrigation canal some 60 miles downstream. 

At this point, there is an existing weir 
forming a further small storage dam, and 
giving head for feeding the water into 
existing earth canals for the Triangle sugar 
estate. The present Kyle irrigation scheme 
requires the raising of this old weir by 
ft. and the construction of headworks, 
and a new concrete lined canal some 40 
miles long. The canal passes through 
tugged country, with granite outcrops, and 
a Wild terrain with tropical climate. But 
for the incidence of rich soil, and a new 
railway recently constructed between 
Lourengo Marques and Bulawayo, this 
region would be the undisputed preserve 
of primitive men and wild beasts. 

The rich soil has led to the establish- 
ment of a large cattle ranch in the area, 
and the first part of the Triangle sugar 
estate, whose expansion is the prime 
motive for the whole of the Kyle project. 


The new railway, completed only a few 
years ago, was indeed a great blessing 
for the constructors of the Triangle 
Canal. This’ canal incidentally represents 
approximately double the capital cost of 
the dam itself. The nearest point of the 
canal to any halt on this new railway is 
about 50 miles, and the gap is linked by 
a new gravel road and low level bridge 
across the Lundi River, constructed by 
the Southern Rhodesian Government, for 
Sugar traffic from the Triangle estate. Any 
plant or material. which could not come by 
this railway line and communicating road. 
ad to make a long and rough journey of 
nearly 150 miles, over mainly dry weather 
toads, from the railhead at Fort Victoria. 

The canal averages about 12ft. wide at 
the base and 6ft: deep, with a width at 
sround level of about: 30ft. Tt is designed 
‘0 take a flow of 300 cusecs. 

Between the site of the Kyle Dam and 


the headworks for the canal, there is a 
further possible dam site at Bangala. 
Should this be built at a later stage, per- 
haps 50 per cent. more irrigation water 
will be available, and the canal has been 
designed and constructed to permit raising 
of the sides to take the increased flow. 

In its first stage, ignoring the Bangala 
development, Kyle Dam will provide a 
U-shaped lake with the flooding of the 
two rivers which join together near the 
very face of the barrage. The storage 
capacity was originally of the order of two 
hundred and fifty thousand million gallons, 
but since the raising of the original height, 
the capacity has been substantially in- 
creased. Even the original capacity was 
calculated to give a flow of irrigation water 
of 200 cusecs the year round, and boosted 
to 300 during the peak seasonal require- 
ments of the sugar and citrus estates 
downstream. 

It will be clear from these preliminary 
remarks that the Kyle Dam is almost en- 
tirely an irrigation project, conserving and 
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the newly established Hippo Valley Estate 
will receive a substantial amount of water, 
which will enable considerable acreage to 
be irrigated out of its enormous tract of 
150,000 acres leased from the Government. 

From the constructional standpoint, the 
Kyle project falls into two completely 
separate main contracts, requiring organis- 
ations of different kinds and each com- 
pletely self-contained, as dictated by their 
distance apart. The Kyle Dam project can 
be summarised as one which calls for tech- 
nical skill, perfect design and execution 
of site layout and plant, plus perfect 
timing. Triangle Canal calls for resource- 
fulness, hard slogging and first class 
administration. As a curtain raiser to the 
construction of the dam proper, was the 
difficult and vital permanent access road, 
without which no major part of the dam 
construction could proceed. 


Access Road 


The Kyle project altogether embraces 
four contracts, all let to the same con- 
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The dam wall, seen from downstream during construction 


distributing water for growing sugar cane, 
and a certain amount of citrus and other 
crops. A very small portion of the stored 
water will go to provide a new source of 
municipal supply for Fort Victoria, and 
provision was originally made for a very 
small hydro-electric generating station. 
Recently Southern Rhodesia imported 
nearly 90 per cent. of its sugar require- 
ment, but now, with the development of 
Rhodesian producers, including the expan- 
sion of Triangle estate with Kyle water, it 
is estimated that the Colony will be almost 
self-sufficient within two years: Kyle water 
will enable 16,000 acres to be ‘irrigated all 
the year round at Triangle. In addition, 


tractor, under a contractor finance agree- 
ment. The access road is seven miles long, 
ond involves progressively difficult construc- 
tion, ending up in a couple of miles of 
rock excavation, to form a terrace in the 
bare rock sides of the gorge in which the 
dam is situated. The value of the work was 
of the order of £60,000, and 50 weeks was 
given for its completion. Obviously, how- 
ever, in his own interest, and to make the 
dam contract a reality, the contractor 
attacked this road as a first priority, and 
completed it for all practical. purposes 
within 8 months: ; 

Over the soft portion of this road, 
normal methods of construction were used, 
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1. Granite quarry. 2. Stone crushing and screening plant. 3. Sand stockpile with scraper to draw-off point. 4. Sand vibrating screen 
and drying shed. 5. Coarse aggregate stockpiles with draw-off and batcher. 6. Silo for river sand —jin. 7. Silo for }in. to #in. stone 
and fine sand (pit and crusher). 8. Cement silos for each mixer. 9. Two concrete mixers. 10. Track for trollies conveying concrete 
buckets. 11. Right bank blondin anchorage. 12. Transformer for main electricity supply. 13. Electric compressor. 14. Light gauge 
railway from crushers to stone stockpiles. 15. Cement shed and cement pump to silos. 16. Electric pump on pontoon for site water 
supply. 17. Suspension footbridge. 18. Carpenters’ shop. 19. Contractor’s offices for Agent and Engineers. 20. Contractor’s laboratory. 
21. Contractor's office for General Foreman and clerical. 22. Stores and workshops. 23. First aid. 24. Contractor’s bachelor quarters and 
mess. 25. Site trading store. 26. Irrigation Division offices and laboratory. 27. Irrigation division bachelor quarters. 28. Marrie 
quarters for Resident Engineer. 29. Married quarters for Assistant Resident Engineer. 30. Contractor's married quarters. 31. Water 
storage reservoirs and purification plant 
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such as tractor scrapers for establishing 
the road bed, and excavators with lorries 
digging naturally occurring gravel from 
porrow pits, and running it to the road 
hase on top of the prepared formation. 
Normal compaction methods were used, 
and apart from the usual Rhodesian diffi- 
culties of road construction in the rainy 
season, this part of the work was straight- 
forward. 


Culverts were constructed, partly of 
factory made con- 
crete pipes, and 
partly of cast in-situ 
reinforced concrete 
box culverts. Small 
training walls, and 
catch water drains, 
were adopted to pre- 
vent run-off from the 
sloping ground scour- 
ing and undermining 
the road near the ap- 
proaches to the cul- 
verts. 

In the bare rock 
portion approaching 
the dam site, exten- 
sive drilling and 
blasting was neces- 
sary, and what ap- 
peared to be solid 
uniform granite ex- 
hibited the usual 
onion peel tenden- 
cies, With severe 
Jamination parallel 
to the surface after 
blasting. At times 
slabs of rock two or 
three feet thick 
would fracture and 
slide down the hill 
over areas as far as 
50ft. back from the 
point of excavation. 
This not only created 
a danger and a lot of 
surplus rock to move, 
but also made drill- 
ing difficult with its 
scissor action on the 
drill steels. 

To economise in 
expensive rock con- 
struction, and yet achieve reasonable 
balance between rock cut and fill, a lower 
level was adopted on the rock fill portion 
as compared with th2 ledge of rock 
excavation. The difference was made up by 
inexpensive soft filling, and the normal 
gravel base course was laid on top after 
compaction. Two devices were used to 
retain the rock fill from sliding down the 
slope. First, toe trenches were excavated, 
and selected rock was hand placed to 
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form the face of the batter and retain the 
loose rock filling behind. This process was 
still slow and costly, and was later replaced 
by small concrete toe walls riveted to the 
rock slope by steel dowel bars grouted 
into drill holes. This proved quicker, 
cheaper, and szemed to be equally satis 
factory. 


The last part of the access road con- 
struction was unavoidably slow because the 
line was completely inaccess:ble, except 





View from upstream of the dam wall during construction. The 
first stage of the outlet tower has been cast by sliding shuttering 
and the blondin has already been raised for the increased final 


height of the dam 


over the part of the road already con- 
structed. Although construction time was 
relatively quick, it was not quick enough 
to give access to the dam site for the 
establishment of the construction camp, 
site offices, concr2ting installations, 
blondins, and the quarry. To get on with 
these preliminary works in accordance 
with the job programme, the last mile 
and a half of access road had to be by- 
passed for a fzw vital months, and this 


i 
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Mtilique River immediately upstream of the dam at the time of closing the cofferdam. 


the left bank access road 
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was achieved by the use of four-wheel- 
drive Leyland vehicles grinding their way 
over the bare rock of the flank hills of the 
gorge, more or less along the line of the 
water shed. 

ihe main traffic carried by this pre- 
carious route had only a couple of miles 
to go. The small remainder consisting of 
the traffic for the blondin foundations and 
tail carriages on the far river bank, had 
to make a detour of more than 20 miles 
over entirely un-made-up road, mostly on 
bare granite. 


Site Organisation 


In Rhodesia, seasons are divided with 
reasonable certainty into the rainy season 
in summer, from say October until April, 
and the dry season for the remainder of 
the year, which is winter, The letting of 
the contract in September 1958, and the 
Stipulation that water must be stored 
from the 1959-60 rains, presented the con- 
tractor with a delicate problem. Thre was 
insufficient time to get access to the site 
and a proper organisation established, with 
major plant erected for any s2rious con- 
crete casting before the anticipated start 
of the ra.ns. On the other hand, if this 
immediate minimum flow period for the 
river was m:ssed altogether, the contractor 
virtually had one chance, and one chance 
only, to build the lowest part of the dam 
in the main waterway in time to fit in 
with the rest of the programme. 

The temptat:on to institute a crash 
programme in Octob2r-November 1958 
was very great. This would have given the 
contractor a chance to dam off the river 
at th2 period of lowest flow, de-water the 
foundations in the dezpest place, and 
remove the accumulated debris which lay 
about 20ft. deep at this po:nt. If un- 
seasonable’ floods had caught this work, 
there would be a second chanc? in the 
w-nt2r of 1959, and by that time the 
problems of this operation would be fully 
understood and preparation made to deal 
with them. 

On th:2 other hand, if all went well, a 
useful stage would have bzen completed, 
ensuring that the programme could pro- 
ceed from thereafter without s2rious risk. 

The characteristics of the river were 
somewhat as follows: Ra:ny season flow 
could be anything from a few hundred 
cusecs, to floods of perhaps 150,000 
cusecs with a frequency of 20 years. In 
a normal season, river flow was expected 
to drop to about 300 cusecs immediat2ly 
after the end of the rainy season, and 
thereafter down to about 100 at the 
beg'nn‘ng of July, and under 30 in October. 

There were no diversionary tunnels or 
similar temporary works designed for the 
construction of the dam foundation, so 





The temporary bridge is shown leading into 








that this problem fell squarely on the 
shoulders of the contractor. With the 
disabilities of poor access to the site, and 
slender resources which could be brought 
to bear in time for the crash programme, 
it was decided to take the more con- 
servative course of risking a single season 
for this foundation work at the bottom of 
the dam, and ensuring that the resources 
built up for this work would be fully 
adequate, subject to the most improbable 
and abnormal circumstances being en 
countered. 

The contractor therefore threw in his 
first resources to the construction of the 
permanent access road, and simultaneously 
proceeded with his detailed design and 
drawing out of the temporary installations 
for the constructional plant and quarry. 
The gorge, as already mentioned, was bare 
rock, and the sides sloped in places at 30 
to 40 degrees. The space available round 
the blondins and batching plant was very 
limited, and had to be used economically. 


Taking into account the light railway 
track from the quarry to the coarse 
aggregate storage bins, the permanent 


access road up which heavy cement lorries 
arrived, and the range over which the 
blondin could operate, there was no 
margin for error in planning at all. The 


design of the layout also had to take into 
account the vertical dimension, as there 
was little to spare in the matter of head- 
room below the reach of the blondins. 

A supply of electricity from the mains 
was brought right to the site, and the 
main mechanical equipment was _ there- 
fore electrically operated. Commencing 
from the winning of aggregates, and ending 
up with the grouting of radial joints, the 
equipment provided for the construction 
of the dam was broadly as follows. 

Sand was won from various deposits 
in the bed of the river which was due to 
be inundated as the barrage progressed; 
consequently it had to be tackled at once. 
and sufficient stcrage had to be provided 
in the limited area around the batching 
plant for everything that would be used 
after this estimated flooding took place. 
Digging the sand was a simple process of 
excavator and lorries. Screening of the 
sand however, was carried out by a winch 
pulling a scraper which brought the sand 
down to a conveyor belt, and up to a 
Niagara vibrating screen, which in turn dis- 
charged direct into storage silos of suffi- 
cent capacity to ensure that consistent 
moisture content existed at the time that 
the sand was used, The only problem 
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with the sand, which was of good quality 
and clean enough to be used without 
further washing, was its grading. 

There was a shortage of minus 25 sieve, 
where the proportion of sand passing was 
specified at not less than 25 per cent. To 
achieve this, crusher dust from the manu- 
facture of the coarse aggregate plus pit 
sand were added to the mix. About 15 
per cent. was provided in this way. 

A quarry was opened in the side of the 
hill, a few hundred yards from the batch- 
ing plants for ganite, for the coarse aggre- 
gate. Waggon drills were used to establish 
a face, and bring down suitably frag- 
mented spalls. Any larger type of drill 
would have meant spacing of holes too 
far apart for the degree of fragmentation 
needed for the crushing plant. Stone was 
loaded at the face by a 19RB face shovel, 
into 6 cu. yd. rear dumps towed by Ford- 
son Major tractors. Light gauge track 
running down a gentle slope by gravity 
to the apron feeder was tried at first, but 
damage to the track after each blast, and 
the time consumed in slewing operations 
proved this method out of date. 

The rear dumps tipped straight into an 
apron feeder, which took advantage of the 
sloping ground to discharge direct into a 
30in. by 18in. primary jaw crusher. This 
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A block being concreted 


discharged on to a main conveyor belt, 
raising the coarse crushed stone to an 
elevated vibrating screen and_ storage 
hoppers. 


The coarse aggregate was specified as 
5in. down, and in fact the consultants 
favoured an even larger stone, provided 
the concreting equipment and vibrators 
could handle it. Probably an optimum 
of 6in. maximum gauge was achieved for 
the greater part of the work. This meant 
that the primary crusher could be opened 
up to its coarsest pitch, and a good output 
of stone achieved without much difficulty. 
Virtually no rejects were produced, and 
the small amount of secondary crushing by 
means of the 24in. diameter gyratory 
crusher, was drawn from the 6in. aggre- 
gate to produce the balance of fines needed 
for specified grading. The secondary 
crusher discharged back on to the main 
conveyor belt to the screens, forming a 
closed circuit. Its function, however, was 
really to give flexibility in the manufacture 
of stone should an imbalance be pro- 
duced in ordinary crushing, and to be 
available for the small quantities of small- 
sized coarse aggregate for the reinforced 
concrete involved in the spillway and per- 
manent outlets. 
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The storage bins discharged at an eleva- 
tion just sufficient to clear a small gauge 
loco. and 1 cu. yd. railway skips which 
formed the reliable and economical method 
of conveying the coarse aggregate to the 
storage bins behind the batching plant 
The storage bins again took advantage of 
the sloping ground above the batchine 
plant, and material was drawn down by 
means of a light drag line forming part 
of the electrically operated automatic 
weigh batching plant. 

Mixers were of Italian manufacture, ang 
consisted of a pair of conventional nop. 
tilting drum 1 cu, m. units. 

As the dam was of mass concrete, apart 
from a little reinforcement round the spill. 
way and outlets, the mix was very dry 
and coarse, and delivery from the two 
mixers into the blondin concrete buckets, 
was possible by means of a conventional 
conveyor belt of short length. These 
buckets were carried from the filling posi. 
tion to the point where the blondins 
could pick them up by a light gauge rail. 
way bogie. Each bucket held two mixer 
batches amounting to about 2} cu, yd, 
of concrete, 

The blondins were designed by the con- 
tractors in Johannesburg, in consultation 





with their associates in Italy. The more 
elaborate portions were let out to specialist 
workshops in the Johannesburg area, and 
the contractor’s own workshops in 
Johannesburg and on the site assembled 
the components and commissioned the 
whole _ installation. This arrangement 
saved considerable time in importing 
blondins, and also saved money. 

The arrangement was fairiy simple. Two 
parallel tracks were constructed on the 
rocky slopes above the dam on each flank, 
and both blondins travelled on these 
parallel tracks with an operator on the 
bank near the batching plant, and an auto- 
matically following bogie travelling on the 
far side. Each blondin was based on 2 
main steel wire cable of 2jin. diameter, 
and a span of about 1,200ft. 

The lifting capacity of each was 10 tons, 
which comfortably covered two batches of 
concrete, and the weight of the concrete 
bucket. The two blondins were capable 
of keeping pace with the maximum output 
of the two mixers, with sufficient reserve 
to enable other useful lifts to be given 
when required. Towards the end of the 
concreting operation, some night shift 
work was necessary in moving shuttering 
and concrete placing equipment from 
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CONTRACTORS’ PLANT DIVISION 


W.C. Youngman Limited, Wandsworth Works, : 3 
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Wandsworth Road, London S.W.8. 
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and — the right way along the Highway 
with 


ROAD SIGNS, LAMPS, PUMPS, TRAFFIC LIGHTS, 
VIBRATING ROLLERS, TARPAULINS, PROTECTIVE 
CLOTHING, LADDERS, STEPS, TRESTLES, WHEEL- 
BARROWS, FORKS, SHOVELS, BUCKETS, TOOLBOXES, 
LATRINES, PICKS, RAKES, ROPE, RAMMERS, CHISELS, 
HAMMERS, etc. OFFICE FURNITURE & EQUIPMENT. 


f.GLIPrew & SONws LTD. 


13 NEELD PARADE, WEMBLEY, MIDDLESEX. Telephone : WEMBLEY 2921 /2/3 
338 UPPER STREET, ISLINGTON, LONDON, N.I. Telephone: CANONBURY 8338 
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CONTACT ANY OF THE FOLLOWING 
PLANT HIRE FIRMS... 










































20th CENTURY EQUIPMENT 
COMSANT Gonos io | TARDE BRANT ENGINEERS. 
HEAVERS PLANT HIRE 
Phone: Cunningham 0291 Phone: Waltham Cross 23496 and (CHICHESTER), LTD. 
24913 Phone: Chichester 2929 
MERCANTILE MACHINERY G. A. RAWLINSON 
R. A. WOOFF (PLANT HIRE), . "4 
(PLANT), LTD. pe ) PLANT HIRE AND EARTH MOVING 
39 Highfield Road, Dartford " Phone: Hatfield 2264; 
Phone: Dartford 23993/23380 Phone: Wokingham 413 or 1245 (Night) Welwyn Garden 6117 
COOMBESIDE CONSTRUCTION 
GENERAL ROADWORK. LTD. GENERAL ROADWORK, LTD. COMPANY, LTD. 
616 Mitcham Road, Croydop Eastgate Wharf, Lewes, Sussex 38 Sheep Lane, London, E.8 
Phone: | FD SE See . Priecnccet Lewes 2291 Phone: Clissold 9179 
WwW. ae DAWSON, LTD. - EXCAVATIONS (HYDRAULIC), B. G. COX 
CIVIL ENGINEERS AND LIMITED 
CONTRACTORS E Alpha Works, Meadow Way, 
Sundon Park Road, Luton London and Home Counties Letchworth, Herts. 
Phone: Luton 52203 Phone: Orpington (rans) 31908 Phone: Letchworth 709/976 
K. WAGER. AND COMPANY, ‘LTD. ‘NORMAN HILL, PLANT HIRE T. H. ROBERTS, LIMITED 
PLANT HIRE 174 Twickenham Road, Isleworth, EARTH MOVING CONTRACTORS 
Rush Green, Hertford Middx. Outwood, near Redhill, Surrey 
Phone: bibs ante 2899 and Ware 661 Phone: Isleworth 8981 Phone: Smallfield 118 and 073 
BARRIE A. HILL AND co. ‘JOHN BATTAMS sia JACK BRANCH 
“Parklands,” Forest Green, Dorking, 46 Zermatt — as Waterbeach, Cambridge 
Surrey 
Phone: Forest Green 219 Phone: Thornton Heath 3346 Phone: Waterbeach 571 
DOUGLAS- HAMILTON ALDERMAN AND SONS, LTD. T. FORD EXCAVATIONS 
(CONTRACTORS), LTD. 61 High Street, Whitchurch, near Lod i 
: ge Farm, Holmwood, Dorking, 
North Farm ot tees Wells, . Aylesbury, Bucks. Surrey 
Phone: Southborough 1538 Phone: Whitchurch 288 Phone: Dorking 73112 
nam eg F. TAYLOR AND SONS 
i: eee eee eee SHARPES PLANT HIRE J > deni einai 
New Broad View Farm, Bedfont Road, 114 High Road, Nort — 
Stanwell, Middx. 8 Wangey Road, Chadwell Heath, Essex near Epping 
Phone: Feltham 2364 and 3572 Phone: Seven Kings 0181 Phone: North Weald 334 (Day or Night) 
E. R. S. FOSTER, CONTRACTORS} _F. B. SENNETT FITZPATRICK PLANT 
=e “in . on. 2 (CONTRACTORS), LTD. HIRE DIVISION 
re ee eee eee 19 Second Avenue, Wisbech, 455 Old Ford Road, E.3 
Phone: Clavering 349; Rayleigh 376 Cambridge . Phone: Advance 299] 
and 1211 \ 


Phone: Wisbech 122 
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HEAD OFFICE - ULTING MALDON ESSEX. Tel. Hatfield Peverel 311 (Night 319) 


LONDON - Therapia Lane, Mitcham Road, Croydon 


TELEPHONE: THORNTON HEATH 4844 (day or night) 


SOLE DISTRIBUTORS FOR } 
London, Middlesex, Surrey, Essex, J 
Hertfordshire, Bedfordshire, E. Sussex} 
Kent, Cambridgeshire, Hunts, | 
Suffolk and Norfolk. 





LEVERTON WS E 





The same dependable advice you receive when purchasing new Caterpillar Equipment 
available with our used equipment service. Whatever your requirements—from a fleet 
Caterpillar DW21 Tractor Scraper Units to a D2—Leverton Used Plant \Index is your guide 
reliable machines at common-sense prices and your guarantee of dependability. Consult 


Index and discuss your requirements with our trained personnel. 


Write for your copy of Used Plant Index now! 


Caterpillar and Cat are Registered Trademarks of Caterpillar Tractor Co 


PLLANINTU LINILDLES 


CATERPILLAR EARTHMOVING EQUIPMENT 





ANOTHER LEVERTON SERVICE TO THE EARTH- 


| 
MOVING INDUSTRY | 
Leverton services from five conveniently located depots. Genuine Catert 
and factory overhauls, parts assembly exchange units, track component rebuilding and our sales ! 
idvisory service, available throughout the territory 
i 
— LEVERTON jf 
YOUR CATERPILLAR DEALER 





LEEDS, Gildersome, Leeds. Tel: Morley 4221. SPALDING, Spalding, Lincs. Tel: Spalding 3221. WIGAN, 
Wigan Rd., Bryn, Ashton-in-Makerfield. Tel: Ashton-in-Makerfield 7675. NEWCASTLE, Team Valley Trading 
Estate, Gateshead. Tel: Low Fell 78511. ROTHERHAM, Meadow Bank Rd., Rotherham. Tel: Rotherham 78259 
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SHEPPARD’ 


are widening their activities in the Engineering 





Industries; a new site of six acres with 

35,000 sq. ft. of workshop space enables 

increased production from the three associated 
companies. 








5 H FE ~ fe A Fy p for Earthmoving at 


Major and other contracts 
HATFIELD) LTD. } 
: throughout U.K. = 


At Hatfield and Barnham 


‘i es 4 
STEEL TIPPER BODIES DESIGNED AND MANU- ‘ | 


FACTURED TO WITHSTAND THE ARDUOUS 
CONDITIONS OF «MUCK HAULAGE”. 


LET US QUOTE FOR YOUR NEXT PURCHASE 
OF TIPPER BODIES —ABLE TO OFFER EARLY 
DELIVERY AND MOST IMPORTANT, AT 
REALLY COMPETITIVE PRICES. 





WE WILL DESIGN & QUOTE FOR ANY SPECIAL og | 
BODY OR FABRICATION REQUIREMENT. a 


6 cu. yd. all steel body on Dodge Chassis 








j. & C. 
S 4 E L o A R D for Fordson Tractors 
LTD. and all Industrial 
Equipments 


At Hatfield 





Compliments of the Season 
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Offices and Works at: 


ST. ALBANS ROAD, and RYMER LANE, 


HATFIELD, BARNHAM, 
HERTS. Nr. THETFORD 
NORFOLK 
| HATFIELD 4222 (5 lines) ELVEDEN 91/5 


SPECIALISTS IN EARTHMOVING FOR 
MOTORWAY CONSTRUCTION BACKED 
BY EXPERIENCE FROM Mi, LANCASTER 
& CURRENTLY BRISTOL/BIRMINGHAM. 


EXTENSIVE FLEET OF EQUIPMENT AVAILABLE 
FOR HIRE OR CONTRACT WORK THROUGH- 
OUT U.K. INCLUDES- 21 YD. MOTORISED 
SCRAPERS, D.9., D.8., D.4 DOZERS & SCRAPERS, 
a aE ae GRADERS, TRAXCAVATORS, DIGGERS, AND 
SrinolRirmingum Mowery ——SCCTPPERS, 


Authority: Ministry of Transport. Agent: Worcestershire County Council (Mr. W. R. Thomson, M.I.C.E., M.I. Mun. E., County Surveyor and Bridgemaster). 





Main Contractors: A. Monk & Company Limited 


HERTS 
7 for Steel Tipper Body WELDING 


manufacture and all 


| types of Steel Fabrications CO. LTD. 


4 At Hatfield and Barnham 


MAIN FORDSON DEALERS. 
2 LET US QUOTE FOR YOUR NEXT 
| PROGRAMME OF REPLACEMENTS FOR 
NEW FORDSON SUPER MAJOR AND 
DEXTA TRACTORS. 


WE WILL SUPPLY ALL TYPES OF TRAILERS, 
DIGGERS, LOADERS AND BORERS. 








EXCELLENT AFTER SALES SERVICE AND 
4 REPAIR ORGANISATION. 


Five Dexta Tractors supplied to Herts. C.C. 


t from all at ‘‘Sheppards’’ 
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PERFECT STARTIN 
IN 50 DEGREES 
OF FROST 


Just outside the Arctic Circle in Northern 
Sweden, two Joy-Sullivan RP.365 rotary 
portable compressors are supplying air to rock 
drills on a new highway project. Each 
morning in a temperature of minus 18°F they 


start up within 5 seconds. 


Here’s conclusive evidence of Jey’s superior 
lubrication system, designed to protect the 
compressor as well as providing an early start 


to the day. 


The Thermal By-Pass Valve is ihe heart of 
the Joy oil system. It directs oil to the pump 
immediately on starting — by-passing the oil 
cooler until the oil is warmed sufficiently to 
move through the cooling system without 
excessive restriction. Another exclusive Joy 
feature — thermal valves in the oil cooler 
itself—divides the cooler into two sections, 
cutting this initial restriction by half during 
the critical warm-up period, so avoiding 


machine shut-down due to overheating. 


AIRVANES WARM TO THEIR WORK 
THANKS TO JOY THERMAL VALVES 


The unique Joy lubrication system is only one of the reasons why 
Joy Airvane compressors are increasingly chosen by contractors 
whose plant must stay on the job. 


am 
RS 


papeere 
ereperest 


Write now for Publications AD/4 and AD/5 for 


the full story of Joy Airvane rotary 
portable compressors. 


Taree 





JOY-SULLIVANLTD., AIR POWER DIVISION 


7 HARLEY STREET, LONDON, W.1. 


TEL: LANGHAM 7711 


pci2 
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block to block, in order to keep pace with 
concreting. re 

A further suspended structure which is 
indispensable for the construction of any 
dam of this kind consisted of a simply 
constructed footbridge supported by cables 
which formed a base and hand railings. 
Light timber decking provided the walk- 
way and the cables were anchored into 
the solid rock on each side by drill rods 
securely grouted in. The footbridge was 
one of the first structures to be provided 
on the site. 


Dam Construction 


The design of a high arch of such 
slenderness calls for great precision in 
profile and plan. The permissible tolerance 
at any point was of the order of jin., and 
this called for very accurate setting out. 

The steel shuttering used for the dam 
was capable of being curved to variable 
radius by the operation of adjusting nuts 
on the plan dimension only. Vertically 
the curvature was slight, and the lifts 
moderate, so that part of the tolerance 
permitted was taken up by making the 
vertical part of the face a series of 
straights. This, virtually, left no tolerance 
at all for errors in setting out or position- 
ing of shutters, nor of course for distor- 
tion during concreting. 

As usual with dams of this kind, the 
setting out was based on an imaginary 
evlindrical surface about a vertical axis. 
The deviations from this cylindrical base 
at various elevations, and various dis- 
tances, from the longitudinal axis of the 
dam, were exactly given. Permanent 
stations were concreted into setting out 
platforms on the flanks of the dam, and 
from carefully measured base lines each 
block was set out by triangulation. Wildt 
T2 theodolites were adopted for this work, 
and readings had to be taken to a few 
tenths of a second accuracy. Setting out 
points always checked within a circle of 
0.5 cm, diameter. 

Shuttering for the dam was based on 
Rapid Metal Development designs appro- 
priate to this class of work, with a certain 
amount of adaptation to suit the con- 
tractor’s special requirements. With a 
carefully worked out drill, it was possible 
to cast a lift of concrete with each set 
of shuttering every two days. 

The consolidation of concrete, contain- 
ing such huge pieces of rock in the 
aggregate, presented a bit of a problem, 
and vibrators especially designed for this 
continental technique of mass concrete 
were used. These comprised large model 
Vibro-Werken electric vibrators, operated 
from their own current converters giving 
a 200 cycle per second supply. 

The last principal stage of the dam con- 
struction consisted of grouting the radial 
joints between the blocks of concrete. 
These blocks generally were 40ft. long, 
and naturally shrinkage took place in each 
block as concrete hardened and matured. 
Precise specifications were supplied by the 
consultants, as to the temperature 
differential to be reached before the blocks 
could be grouted. 

A twin system of grouting pipes, with 
special patented reinjectable valves, was 
incorporated in the concrete structure, to 
permit this grouting to be done when the 
suitable moment was reached. A second 
injection was possible by means of the 
special valves in the second circuit. The 
grouting, when the time for it was reached, 
had to be completed over a complete arch 
ting between certain predetermined hori- 
zons which sealed off the upper and lower 
limits of the radial joints by means of 
continuous copper or galvanised strip. 
Here considerable judgment was required 
by both contractor and consulting engi- 
heer staff, to establish the levels at which 
the horizontal sealing strip should be left. 

As there were only two permanent out- 
lets and one temporary one all of very 
small capacity, the whole structure had to 
be designed to stand over topping at 
certain stages should floods come, or the 
teservoir rise quicker than it was possible 
to build the dam. This question resolved 
itself into a matter of estimating the speed 
at which the water would rise, and the 
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speed at which the dam could be con- 
structed, including grouting of the radial 
joints to each successive ring. The specifi- 
cation requirements for over topping were 
clear cut. Only a very small head of water 
above the last grouted ring was permitted 
and only a small rise of independent 
blocks above the general level. 

It is not difficult to imagine that con- 
siderable thought and speculation was 
necessary to estimate with certainty the 
unpredictable behaviour of weather and 
flood, and consequent reservoir level, and 
at the same time the uncertainties which 
always exist in construction, especially 
when precise technical conditions have to 
be fulfilled at the same time. However, 
all the careful thought and prediction was 
never put to the test, because of an 
exceptionally dry season was experienced 
in the summer of 1959-60, so that by 
Christmas it was clear that the dam was 
winning heavily over the rising waters, 
and that short of some phenomenon, the 
construction was home and dry. 

Water was impounded from the end of 
December 1959, as laid down in the 
contract, but instead of nearly 50 per cent. 
of water stored in the reservoir by the end 


foo 


Casting prestressed, precast beams for the road over the spillway. 


parallel to the track on which the blondin 
carriages ran. Jockey bogies, carrying 
large sheaves free to move on rail track 
on each gantry beam, gave the main cables 
vertical support. Thus as the blondin 
traversed, the two jockey bogies traversed 
too, with their guiding pulley wheels, on 
which the main cables were supported. 
The span of the blondin was much 
reduced, and consequently also the sag in 
the catinery. Approximately 10 to 12ft. of 
extra lift was obtained this way, and the 
device worked most effectively. 


De-watering Foundations 


Mention has been made of the water 
diversion problem in relation to major 
floods which could have over-topped the 
dam during construction, Another 
interesting feature of the scheme was the 
comparatively simple temporary works 
executed for de-watering the foundations 
of the dam at low water level, over the 
period June to October 1959. It will be 
remembered that the normal flow of 
river was fairly fast, with a _ steepish 
gradient and rapids just below the dam 
site. Perhaps something of the order of 
100 to 150 cusecs were flowing when 





Terraces had to be 


built on the side slopes to be within reach of the blondins 


of the rains, as predicted, there was only 
3 per cent. due to the exceptionally dry 
season. The contractor’s gamble had there- 
fore come off, and following on from the 
successful passage through the rainy 
season the dam has now been substantially 
completed, including the spillway, principal 
outlet works, and crest road, 


Increased Height 


Towards the end of 1959 the designers 
examined the latest information available 
to them, and concluded that by raising the 
dam a few feet, a very great increase in 
storage was possible at a comparatively 
low cost. The Southern Rhodesian Cabinet 
decided that this raising would be carried 
out. 

The problem for the contractor was 
rather more difficult, as the whole of his 
installations, and notably the blondins, had 
been designed to cover almost the entire 
sweep of the dam, and almost its entire 
height. The remaining portions, which 
were outside the reach of the blondins, 
could be dealt with by other economical 
conventional means. The raising of the 
dam however, meant that considerable 
portions became out of reach even with 
half loads, and some of these portions 
were in situations where conventional 
methods could not readily be applied. 

Consequently, a _ special device was 
adopted to raise the ceiling height of 
operation of the blondins, by a method 
which perhaps had never been used before. 
This method consisted of constructing two 
gantry beams supported on columns 


concrete commenced on the flanks in June 
1959, and this flow dropped, as anticipated, 
fairly quickly in succeeding months. 

At the end of July, it was considered 
time to construct an upstream coffer dam, 
so that the flow of the river was entirely 
stopped, and the level would bank up to a 
suitable height to flow down a flume 
which had been constructed along the 
right hand bank, at sufficient elevation to 
lead the dry weather flow past the foun- 
dation works, and discharge into the 
rapids area where the water would 
gravitate away naturally without need for 
a downstream coffer dam. 

The flume was constructed partly of 
rough masonry, and partly of steel 
stanchions, let irto the granite, and 
supporting timber sheeting in between. On 
the one side use was made of the existing 
bare granite side slope thus saving any 
lining or treatment to support the water 
in the flume. The flume was designed for 
70 cusecs but probably only carried a 
maximum of 50 cusecs. 

The construction of the coffer dam 
presented only one real problem, that of 
access. On the right bank near the 
batching plant, the bare rock sides were 
very steep indeed, and could only be 
approached round the upstream toe of the 
flank hill. This would have meant a rather 
wide coffer dam fairly far upstream from 
the dam, if rock and clay had to be 
brought in by that route, 

On the other side of the river, the slope 
was much easier, but there was virtually 
no access at all apart from the 20 mile 
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track over bare granite which had been 
used to approach the far side blondin 
foundations, It was decided to construct 
a bridge of simple lattice girders on tem- 
porary abutments across the river, where 
the right hand flank hill tailed off and 
opened into a valley where clay materials 
were readily available. 

This bridge was cantilevered out across 
the two temporary abutments by welding 
the two beams together into one length, 
and then cutting one beam again, and 
using the first for support for the second 
beam, which was rolled out on top of it, 
and then slewed into its correct position 
on the abutments. A sleeper deck was 
provided, and a road was cut out of the 
gently sloping rock on the far side quite 
easily. This gave access to a convenient 
narrow point of the river just upstream of 
the dam. At the point where the bridge 
was built, the river at this stage was 
probably about 100ft. wide, and at the 
axis of the coffer dam it was about 50ft. 

The first stage in the construction of 
the coffer dam, was to drill a pattern of 
waggon drill holes about 20ft. deep, over 
a block of bare granite on the steep right 
hand slope immediately above the point 
chos:n for the coffer dam. When the 
moment was considered ripe, this area 
was over-blasted with milli-second delays 
betwe2n successive lines of charged holes, 
on a basis calculated to throw the rock 
into the river as a breakwater for the 
flow, and a backing for the clay filling to 
be applied upstrzam. Naturally cal- 
culations were on the conservative side to 
make sure that the rock did in fact fly, 
and proved to be so much on the con- 
servative side that the rock flew over to 
the far s'de of the river, instead of on 
the near side as might have been expected. 
How2ver, it was no problem by hand 
labour with crowbars, etc.. to push the 
top of the heap of rock, which was well 
above water level, over to fill the near 
part of the gap where there was a 
deficiency. 

By this time excavation over the whole 
of the dam foundation was in progress, 
and th's gave rise to rock which could 
be mov2d on ledges along the slope of the 
gorge by railway skins, and tipped to 
supvlement the rock fill blasted into the 
coffer dam. In addition, some crushed 
stone from the quarry was tipped down 
the bank, and us2d as a graded filter 
material upstream of the rock fill. Thus 
the coffer dam was ready to be made 
watertight by progressive tipving of clay 
material from the nearby borrow pit, as 
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soon as the moment was considered to 
have been reached for closure. 

The gravelly clay came from the right 
hand bank of the river in the valley just 
upstream of the gorge, across the tem- 
porary bridge, along the temporary road 
on the left bank, and then over the rock 
fill, and was tipped into the water pro- 
gressively. 

The moment for closure was considered 
to have been reached at the end of July 
1959, and after that pumping started 
immediately to de-water the deepest part 
of the foundations. Some sandbags with 
weak sand and dry cement mixture were 
placed as protection at the mouth of the 
flume, to ensure that the water did not 
scour away the clay blanket at that point. 

The cofferdam worked very effectively, 
and without much difficulty was made 
watertight. The flume which had been 
designed to take 250 cusecs., i.e., nearly 
10 times the estimated October low water 
flow, did its job very adequately. Seepage 
through the cofferdam was never more 
than 2,500 g.p.h. which was quite 
manageable. 

As there was a lot of gravelly material 
with heavy bolders deposited over the 
deepest part of the foundation of the dam, 
and also a tendency for spoil from 
excavating the foundations up the side 
slopes to fall into the bottom, it was de- 
cided to put a 19RB excavator at this 
point with a Euclid rear dump. Both 
these were able to walk to their position 
by means of the bridge and left bank 
access road. It was realised that they 
would have to be lifted out in parts after- 
wards, as the barrage would have risen a 
good many feet by the time the whole of 
the mucking out operation, including 
clearing boulders over the mattress area, 
had been completed. In fact both items 
of equipment were ultimately winched out 
of the river bed un the granite slope, which 
in places was probably over 40 degrees, by 
a 50-ton winch situated at the top. Had 
this not worked they could have been 
broken down into two or three major 
parts, and lifted out by the blondins. 


Concrete Mattress 


The last section of the dam works was 
the reinforced concrete mattress which 
was cast over the existing bed of the river 
immediately downstream of the dam. to 
take the fall of the water from the spill- 
way. The mattress was secured to the 
bed rock by a pattern of mild steel dowel 
bars grouted into deep drill holes. 

Some of the surface of the mattress was 


CONTRACTORS’ ORDERS TOTAL £444M. 


IN THIRD 


( RDERS for new work to the value 

of £444m. were obtained in the 
third quarter of 1960 by contractors in 
Great Britain, according to figures 
compiled by the Ministry of Works. 

This was £8m, less than in the second 
quarter of this year, but was £78m, more 
than in the third quarter of 1959. 

Ord2rs for new houses showed no change 
compared with the previous quarter of 
this year but were considerably higher than 
last year. 


QUARTER 


The value of contracts obtained for 
work, other than housing, for public 
authorities and for industrial building 
decreased in the third quarter but both 
were substantially above last year’s levels. 
New orders placed in the private miscel- 
laneous sector were the highest recorded: 
the figures included an exceptional number 
of large office schemes. 


Details of the figures are given in the 
following table:— 


VALUE OF NEW ORDERS OBTAINED BY CONTRACTORS 











2nd Qtr 3rd Qtr 2nd Qtr. 3rd Qtr 
New Housing 
For Public Authorities 65 57 62 
For Private Developers ; 97 105 113 110 
Housing Total 162 162 175 
Other New Work 
For Public Authorities 110 94 121 112 
For Private Developers: 
Industrial 63 55 92 82 
Miscellaneous 58 55 64 75 
Other New Work Total 231 204 277 269 
366 452 444 


Total All New Work 


393 
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so steeply sloping that top shuttering was 
required, and a sliding shutter was im. 
provised with one of the steel forms pre. 
viously used for casting blocks in the dam 
This was weighed down with ballast and 
winched along the surface quickly enough 
to keep pace with concreting, and slowly 
enough to permit an initial set of the con. 
crete. Thus there was no tendency for 
it to lift behind the shutter. 

Another small concreting operation 
which had to be done was the construc. 
tion of some buttresses fairly high up on 
the left bank side slopes, to secure big 
blocks of weathered granite which had 
separated from the bed rock along 
cleavage plains. It was feared that in 
time these might slide altogether, with 
hundreds of tons of rock crashing down a 
steep slope, and perhaps damaging the 
intake tower. These buttresses, and a 
certain amount of riveting through the 
slabs of rock down to solid below by 
means of mild steel dowels grouted into 
drill holes, went quite easily and smoothly 
and provided a possible job when the 
main concreting of the dam was inter- 
rupted for any reason, 


Closure of Temporary Opening 


It has not been mentioned previously 
that, as the barrage rose to the height of 
the diversion flume, a temporary opening 
was left through the dam wall, in order 
that dry weather flow might continue to 
pass through the constructional area. It 
was not considered necessary that any 
temporary valve or similar control arrange- 
ment should be provided but provision was 
made for the ultimate closure by a method 
similar to the one which worked success- 
fully at the Kariba Dam, 

Before demolition of the upstream 
portion of the flume a masonry guiding 
wall, about lOft. long and 6ft. high, was 
constructed, stretching out at right angles 
to the dam wall and founding on the rock 
side slope immediately be!ow the flume. 
As the barrage rose above the flume a grid 
was built into the upstream face across 
the temporary opening. The grid was a 
pattern of 8in. square openings made of 
mild steel plate about 8in. wide. The grid, 
in fact, was like an oversize open-ended 
egg crate. 

In January 1960, in anticipation of late 
rains—which in fact never came to any 
great extent—the engineers ordered that 
the temporary opening should be sealed off. 
This was achieved quite simply by drop- 
ing rock spalls, slightly larger than would 
pass through an 8in. grid, at the front of 
the temporary opening. These could, if 
necessary, have been dropped through 
water out of blondin buckets or chutes 
from the dam wall. The rough masonry 
retaining wall held these spalls from 
sliding down the slope away from the 
opening. The spalls were followed by 
smaller crushed stone and _ finally by 
gravelly clay. 

The water was sealed off quite satis- 
factorily in this manner and the opening 
through the dam was concreted up in the 
normal manner, leaving a small drain for 
seepage with a header pipe to inject grout 
into it as the final stage. 


Statistics 


Final height river bed to road deck- 
223ft. 

Concrete in dam—71,000 cu. yd. 

Concreting commenced July 20, 1959. 
and ended September 12, 1960. | 

Maximum concrete poured in single day 
shift—270 cu. yd., and in 24 hours 480 
cu. yd. 

Total cement used—300,000 packets of 
941b. 

Total cement used in grouting radial 
joints—3,000 packets. 

Total reinforcement—420 short tons. 

Total nos in main dam structure 
—32,500 sq. yd. 

Specified concrete strength at 90 days 

3.600!b./sq. in. 

Peak labour strength—-34 Europeans, 
430 natives. 

To be continued 
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PRINCE PHILIP THE NEW PRESIDENT OF THE 
INSTITUTION OF HIGHWAY ENGINEERS 


At the annual luncheon of the Insti- 
tution of Highway Engineers, held 
in London last week, some 600 mem- 
bers and guests witnessed the installa- 
tion of His Royal Highness Prince 
Philip the Duke of Edinburgh as the 
new president. The principal guest was 
Mr. Ernest Marples, Minister of 
Transport. 

His Royal Highness was invested with 
the insignia of office 
by the retiring presi- 
dent, Mr. James 
Drake, who said it 
was a great day for 
the Institution, now 
celebrating its thir- 
tieth birthday. In 
1930 the founder 
members must have 
realised the need for 
much improved road 
communications even 
at that time, and it 
was a great pity that 
the pre-war member- 
ship was too small to 
have had much in- 
fluence. However, 
the position was very 
different today. The 
total membership 
now exceeded 3,050, 
Minister’s Tribute 

Proposing the toast 
of the institution, 
Mr. Marples paid 
tribute to its new 
president, and said he 
really thought there 
would be a _ happy 
partnership between 
Prince Philip and the 
members. He be- 
lieved there were spe- 
cialists in the Insti- 
tution; specialists should always have with 
them people who were not necessarily 
specialists, but who had a large amount 
of common sense. He believed the 
creation of ideas was often the product 
of the collision of forces from different 
fields of knowledge. He hoped sincerely 
that a forthright and happy partnership 
in the Institution would be maintained for 
a long time to come. 

Speaking of his job as Minister he said 
that in regard to roads there should 
always be planning, adequate survey, and 
design and materials should equally be 
dealt with on a scientific basis. No doubt 
the highway engineers were acquainted 
with the Road Research pamphlet, a guide 
to the structural design of flexible and 
rigid pavements for new roads. 

But we all learned also by experience. 
For example, the number of lanes on a 
motorway should depend on the volume 
of traffic and not a rule of thumb method. 
We had deliberately designed some of 
them with two-lane carriageways because 
the volume of traffic likely to use them 
did not warrant three lanes; it would be 
foolish to soend the taxpayers’ money on 
providing three lanes where two lanes 
would suffice. 

However, new roads, irrespective of the 
volume of traffic, should be free roads, 
they should have conformity, instead of 
allowing too much flexibility, according 
to circumstances. Exverience had shown 
that the roads needed harder and wider 
shonlders. Whereas the old standard 
width of the hard shoulder was 8ft., the 
new one was 10ft.: that was a new standard 
resulting from our exnerience. 

Our roads were being imvroved ravidly. 
About 77 miles of the improved A.1 had 
been ovened and almost the same amount 
was under construction. But one was 
Worried about what happened on coming 


to the towns. In the immediate future 
he believed we had to have more one-way 
streets, as in St. Marylebone and in Park 
Lane, London; it was very difficult for 
pedestrians to cross, except when the 
traffic lights were showing red against the 
traffic. The urban streets must be more 


free, because it was necessary in places 
such as London to use the existing streets 
to the London Airport and to the south. 

We must have more off-street parking. 





During the official presentation the Duke, accompanied by Mr. 

Drake, is seen with (left to right) Major H. E. Aldington, 

Mr. R. B. Carnegie, Co!. S. M. Lovell and Mr. J. W. Swindlehurst. 
In the background is Lord Reith 


The Metropolitan boroughs and the Asso- 
ciation of Municipal Corporations were 
concerned about this matter up and down 
the country, because it was hard on the 
motorist to put his car off the streets 
unless we could tell him where to park. 
At Hyde Park there was to be an under- 
ground car park; delay was not occasioned 
by unwillingness on the part of the 
Ministry. Every person who was affected 
by such schemes could object—and in this 
country there was a large number of 
people who seemed to object to whatever 
we might wish to do. 


Prince Philip speaking 


The use of parking meters throughout 
London had been of great assistance. In 
the Pink Zone the traffic was moving 
about 9 per cent. faster this year than 
last year, although the volume of traffic 
had increased. 

Speaking of the future, the Minister said 
we knew the difficulties of planning for 
water, electricity and other services, but 
we had never mastered the technique of 
planning our urban areas for traffic circu- 
lation. Therefore we had to adopt an 
entirely new approach, and a study group 
at the Ministry was concerned with that. 
There had been no fatal accident on the 
Preston By-pass for two years, largely be- 
cause of the segregation of pedestrians 
from the motor car. In the future he 
thought we must plan over larger areas, 
as distinct from providing individual build- 
ings; we must plan in three dimensions, 
so that the pedestrians could be at a 
higher level than the motor car or the 
motor car lower than the pedestrians. 

The Minister added that he realised the 
immensity of his task, and he assured 
his audience that in the Ministry, what- 
ever the criticisms, they would do their 
best sincerely, without fear of any pressure 
group or without favour to any of them 
if they thought they were doing the right 
thing. 


President’s Reply 


Prince Philip, responding to the toast, 
said that in the rather unusual circum- 
stances he hoped his audience would not 
mind if he added his congratulations to 
the Institution on this its thirtieth b‘rth- 
day, and at the same time paid tribute 
to all his predecessors in office. 

He did not think there was anyone who 
had devoted more time and effort to the 
work of the Institution than Mr. Pinder, 
a founder, who had been hon. treasurer 
for 30 years. It was a very great pleasure, 
therefore. to make a presentation to him 
on behalf of the Institution, in recog- 
nition of his very remarkable service. 

When he had last svoken to the Insti- 
tution, in 1951, His Highness recalled 
he had said that it must be dreadful to 
be full of plans and unable to carrv them 
out. Now circumstances and Mr. Marples 
had consnired to get things moving, and 
progress had been most encouraging. He 
was sure the Institution must have played 
an important part in that progress. 

At the moment we could only try to 
catch up with the traffic situation which 

(Concluded on next page) 





at the luncheon with (right to left) Mr. Ernest Marples, Lord 


Reith and Mr. J. Singleton-Green 
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VARIETY OF SUBJECTS COVERED 
AT QUESTION-TIME 


\ R. MAPP asked the Minister of 
4 Housing and Local Government, in 
view of the existence of common water 
pipes and the urgent necessity for the pro- 
vision of separate service pipes to each 
householder, if he would introduce legis- 
lation giving him powers to authorise 
grants, on a similar basis to improvement 
grants, towards an owner’s expense in lay- 
ing a separate service pipe. 

Mr. Henry Brooke, in a written answer, 
replied that he was not aware of this as a 
general problem, but he was ready to con- 
sider any representation that might be 
made to him by the associations of local 
authorities. 

Replying to a further question from 
Mr. Mapp, the Minister said it was common 
knowledge that to a varying extent many 
local authorities were handicapped in theit 
slum clearance work by shortage of tech- 
nical staffs, particularly architects. It was 
generally realised that the main hope for 
an improvement in the staffing position 
must lie in a lessening of the competition 
for the services of the qualified men 
available. 


Royal College of Physicians 

Mr. Brooke was asked by Mr. G. 
Johnson Smith whether he had approved 
the plans for the proposed new building 
for the headquarters of the Royal College 
of Physicians, on the east side of Regent's 
Park, London. 

Said the Minister: This proposal has 
been referred to me by the London County 
Council because it constitutes a departure 
from the approved development plan, in 
which this area is allocated for residential 
use. It involves the demolition of 
Someries House, which was originally 
designed by Nash as an adult orphanage, 
but little remains of his design; it has been 
extensively altered and is now used as 
Government offices. In 1946 the Gorrell 
Committee reported that this building 


could and should be demolished. This 
view was accepted by the Crown Estate 
Commissioners, who decided to choose a 
skilled developer, advised by an architect 
acceptable to them, to redevelop the site 
in harmony with the surrounding Nash 
buildings and Terraces. 








The scheme of redevelopment has been 
prepared by Denys Lasdun and Partners 
for the Royal College of Physicians. The 
Royal Fine Art Commission say that it 
is well satisfied with the design: it feels 
that it would be acceptable as a neighbour 
to the Regency Buildings which are to be 
preserved. The Crown Estate Commis 
sioners have given their consent to the 
plans. It is intended that all the trees on 
the western boundary facing Regent’s Park 
shall be retained. The St. Pancras Borough 
Council has no objection, subject to ques- 
tions of access and the London County 
Council is disposed to grant planning per- 
mission. Before I authorise it to do so, I 
have arranged for a small model of the 
building and its setting to be exhibited in 
the Upper Waiting Hall so that hon. 
Members may have the chance to see the 
design for this important proposed building 
and its relationship to the Nash Terraces. 


Hospital Schemes 

In a written answer, the Parliamentary 
Secretary to the Ministry of Health, 
Miss E. Pitt, informed Mr. Mason that 
Sheffield Regional Hospital Board were 
now inviting tenders for a scheme to pro- 
vide an additional 156 beds at Balderton 
Hospital, Newark, and would shortly be 
doing so for a scheme to provide 140 beds 
at Aston Hall Hospital, near Derby. 


High Wycombe Hospital 

Questioned by Mr. John Hall, the 
Minister of Health, Mr. E. Powell, stated 
that Oxford Regional Hospital Board had 
been authorised to prepare working draw- 
ings and bills of quantities for the first 
phase of the High Wycombe War 
Memorial Hospital Scheme. 


No. 2 Carlton Gardens 

Asked by Mr. F. Noel Baker when it was 
proposed to complete the restoration of 
No. 2 Carlton Gardens, the Parliamentary 
Secretary to the Ministry of Works, Mr. 
Richard Thompson, said that he hoped 
1 contract would be let next summer and 
work completed in the autumn of 1962. 
The interior planning of the building had 
been revised but working drawings were 
now well advanced. The principal use 


This fourteen-storey building, 
now being erected at Hammer- 
smith, will contain the new 
headquarters of the British 
Oxygen Co., Ltd. It has a 
340ft. frontage on the Crom- 
well Road extension facing the 
new Hammersmith flyover. 
Architects are Parfitt and 
Craig Hall, and the consulting 
engineers Ward and Daly. The 
main contractors are Richard 
Costain (Construction), Ltd. 
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would be to accommodate the Royal F; 
he é yal Fine 
Art Commission. - 


Traffic Segregation 

In a written answer, the Ministe F 
Transport, Mr. Ernest Marples, told a 
Wingfield Digby that some Segregation f 
different types of traffic had already oon 
achieved by the exclusion of pedestrians 
and certain vehicles from motorways and 
by the provision of cycle tracks on all- 
purpose roads where there was sufficient 
demand to justify them. He was consider. 
ing the views of representative Organis- 
ations about whether mopeds should be 
allowed to use cycle tracks. He was ale 
examining the possibility of Separating 
pedestrians more effectively from wheeled 
trafic in towns. A start had been made 
by the provision of subways for pedestrians 
under a number of main traffic routes, 


Anti-Dazzle Fences 

Mr. E. Johnson asked the Minister jf 
he had given further consideration to the 
advantages of the expanded metal anti. 
dazzle fence on the M.1 motorway; and 
if he would extend it for the full length of 
the motorway, and have a similar fence 
erected on all motorways. 

Replied Mr. Marples: This experimental 
screen has been found to have dis- 
advantages as well as advantages. It is not 
yet established that in present traffic con- 
ditions there is a good case for bringing 
such a screen into general use on motor. 
ways. Pending further experience, I do 
not propose to extend the screen on the 
M.1 or install it on other motorways. 


Dual Carriageways 

Sir L. Ropner asked whether, in view of 
the fact that, as at present constructed. 
dual-carriageway roads are very nearly 
broad enough to take three lanes in each 
direction, the Minister will give an esti- 
mate of the average increase in cost if 
dual-carriageway roads were designed to 
carry three lanes instead of two. 

Said Mr. Marples: Experience has shown 
that for safe and convenient operation 
with vehicles up to &ft. wide, each traffic 
lane needs to be 12ft. wide. To provide 
three lanes in each direction instead of 
two would therefore mean increasing the 
width of each carriageway from 24ft. to 
36ft. The additional cost would vary be- 
tween about £50,000 and £100,000 per 
mile according to terrain and the number 
of bridges. 





(Concluded from previous page) 
had developed in recent years and be 
thankful for the energy with which high- 
way problems had been tackled. But the 
future was far from rosy, the task was 
difficult, with the ever increasing numbers 
of vehicles on the roads, the constant 
growth of our towns and cities, and the 
tendency for vast numbers of people to 
go to the same places at the same time. 
He did not envy the Minister his job, but 
he and his Ministry could rely on the un- 
stinted support of the Institution in every- 
thing they were trying to do to improve 
transport conditions in this country. 

There was no single solution to our 
roads and traffic problems; there were so 
many conflicting requirements and only 
general and rapid improvements on the 
transport front would meet them—even 
better and cheaper methods of construc- 
tion of roads, overpasses and underpasses, 
more convenient loading and unloading 
arrangements, more progress in the tech- 
nique of traffic engineering, greater speed 
and deliberate exploitation of the develop- 
ment of alternative routes across country 
and in and out of cities. Above all, we 
needed an enlightened and _ progressive 
outlook in all people concerned with trans- 
port problems, who could conceive an 
try out new ideas. 

Guests at the luncheon were welcomed 
by Mr. J. Singleton-Green, senior vice- 
president. Lt.-Col. G. W. Kirkland, presi- 
dent of the Institution of Structural 
Engineers, responded. 
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L.C.C.’s BRANDON ESTATE COMBINES IMPROVED 
OLD DWELLINGS AND NEW 18-STOREY BLOCKS 


HE L.C.C. has in hand a number of 

schemes for the redevelopment of 
the “twilight” areas of London—those 
comprising mostly Victorian terraces 
by combining new multi-storey dwell- 
ings and large open spaces with the 
rehabilitation of structurally sound old 
houses which lack modern amenities. 

At the Brandon Estate, Southwark, the 
first such scheme is now nearing comple- 
tion. Here nearly 200 old houses have 
been rehabilitated and over 1,000 new 
dwellings have been provided, ranging 
from old persons’ bungalows to 18-storey 
point blocks. 

In 1951, when the L.C.C. purchased the 
estate, there were 1,074 old houses, 40 
shops and 22 other premises, occupying 
an area of 56 acres. Apart from the re- 
habilitation, work was put in hand to re- 
condition about 500 houses and to clear 
about 26 acres for complete redevelop- 
ment. 

The overall redevelopment plan com- 
prises six 18-storey point blocks, a further 
15 blocks of flats—one of ten storeys, two 
of five storeys, eight of three storeys and 
four of two storeys——as well as eight four- 
storey blocks of maisonnettes, one three- 
storey block of maisonnettes over shops, 
and one three-storey and two seven-storey 
blocks of flats and maisonnettes. Five 
blocks of terraced houses and five blocks 
of old people’s dwellings complete the 
scheme for a total of 1,059 new dwellings, 
giving accommodation for approximately 
3,740 persons, plus 1,212 in the rehabili- 
tation areas. 

A new church has been built, sites have 
been reserved for four schools, and other 
features include 12 shops, a doctor’s sur- 
gery, 88 garages, 62 off-street parking 
spaces, 429 tenants’ stores, nine toddlers’ 
playspaces, four fitted playgrounds, an 
estate office with workshop accommoda- 
tion and yard, and a central boiler house 
providing heating and hot water for 558 
dwellings in 11 blocks. 

The density of population in the new 
development is comparatively high—4l 
dwellings (145 persons) to the acre—but 
this is counterbalanced by a lesser density 
in the rehabilitated area—32 dwellings 
(117 persons) to the acre, thereby achiev- 
ing on average the planned figure of 38 
dwellings (137 persons) to the whole 
estate, 


In addition to playgrounds and open 
space, a new square is being created to 
the scale and proportions of the charac- 
teristic older London squares. At the 
heart of the estate and forming its social 
focal point is a new shopping centre, with 
its point of entry marked by the ten- 
storey tower block of flats. Here a traffic- 
free piazza, made lively by colourful 
murals in the daytime and by illuminated 


Tenants’ clubroom in 


signs at night, serves the shops which 
flank it on two sides, a new library, club- 
room and pub, and the surrounding resi- 
dential development. 
18-Storey Blocks 

The six 18-storey point blocks, 172ft. 
high, each containing 68 flats, are sited 
at the Kennington Park end of the re- 
development area. 

On a typical floor there are two pairs 


of flats approached from a common lobby 
served by two high-speed (300ft. a 
minute) lifts stopping at staggered floors. 
The flats are planned with living rooms and 
bedrooms facing east and west, while ser- 
vice rooms are planned to form a privacy 
barrier between them. All windows open 
on to balconies. 

The ground strata under the blocks con- 
sists of 4ft. of fill, followed by ballast and 





the shopping piazza 


sand varying from 7ft. to 20ft. thick. 
Under this is the London clay, which is 
of a very silty nature. The foundations 
consist of cast in-situ bored piles, 32ft. 
to 55ft. long, below ground level, with 
working loads of 30 to 40 tons. There are 
approximately 180 piles per block. The 
length of piles has been arranged to pro- 
vide uniform settlement on all pile caps 
and the design was carried out in col- 
laboration with Professor A. W. Skemp- 





View from the south-west of the six 18-storey blocks 
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ton of Imperial College, London.. Detailed 
records of the settlement showed close 
agreement with the predicted figures. 

The structure is a_ straightforward 
organisation of reinforced concrete 
columns, beams and slabs, with a mono- 
lithic central core, corresponding with the 
lift shafts and bathroom enclosures, to 
provide the bulk of the wind resistance. 
Each half of the block is divided into 
three bays (corresponding to the three 
principal rooms of each flat), the narrow- 
ness of which permits the slabs to be 
kept at 4in. thickness. Column and beam 
widths are standardised at 6in., ensuring 
neat junctions. 

The 12in. by 6in. balcony columns are 
precast as are the 
private balconies 
themselves from 
edge-beam back to 


window - wall. The 
concrete fronts. to 
the common lobby 
and __ staircase __bal- 
conies are precast in 
a single unit with 
their floors, which 


are coffered, the fill- 
ing being in situ to 
keep the weight of 
the units within the 
capacity of the small- 
est cranes used. All 
internal columns are 
in situ, but the beams 
are precast. 

The main staircase 
is precast in two 
12ft. long units linked 
by in-situ. quarter 
flights. The deep 
beams dividing the 
main balcony eleva- 
tions into four com- 
partments fulfil, in 
addition to the 
aesthetic function, an 
important structural 
role, by transferring 
the loads from the 
balcony columns out 
to the flank walls at 
every fourth floor. 
This allows the col- 
umns to be kept at 
12in. by 6in. for the 
full height of the 


building, avoiding 
obstruction of the 
balconies and, at 


ground - floor level, 

naturally concentrating loads on to the 
massive bush-hammered concrete corner 
piers. The dead weight of each block is 
5,070 tons. 

The depth of the “every fourth floor” 
beams on the main elevations, itself based 
on the height required for the balcony 
front, gives the basic dimension for the 


horizontal coursing of the precast concrete’ 


cladding, which works itself out at nine 
courses to a four-floor unit. This free- 
and-easy relation of cladding to floor levels 
is possible partly because, following the 
basic decision that all areas requiring main- 
tenance shall be behind balconies, there 
are no openings in the concrete flank 
walls. 

Moreover, the _ structural method 
adopted for the cladding is itself inde- 
pendent of storey heights. The structure 
of a typical flank wall consists of three 
reinforced concrete columns with upstand 
beams at floor level. Bolted to these 
columns are precast concrete rails, which 
have dowels projecting from their tops. 
Slots in the projecting nibs at the upper 
ends of the cladding units locate the latter 
over these dowels, the slots being rammed 
with dry mix mortar after the slabs have 
been packed to correct alignment. 

The bottoms of the slabs are secured by 
means of a tongued and grooved joint 
with the top of the unit below, the toler- 
ance between the units being taken up by 
an asbestos rope gasket. This method 
proved satisfactory in allowing for trueing 
up and for temperature movements be- 
tween slabs. 

The cladding is thus a “curtain wall” 
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in precast concrete hanging quite clear of 
the structure. This permits a continuous 
system of drainage by means of internal 
slots, etc., which leads any condensation 
occurring in the cavity, or any seepage 
through the mastic joints, to the precast 
concrete gutter at first-floor level. This 
gutter also picks up rain water sheeting 
down the very large wall area above to 
avoid nuisance to pedestrians. 

The exposed aggregate finish to the 
cladding units is obtained by use of white 
cement and white calcined flint aggregate, 
reinforced by a single jin. loop in the 
peripheral rib in addition to one across 
the centre of the panel. The slabs were 
originally designed to incorporate mesh 





Four-storey maisonnettes and the 10-storey block 


reinforcement over the thin central web, 
but handling tests on site proved this to 
be unnecessary. 

Each block was planned from the start 
to incorporate a recirculating warmed air 
unit in each flat to provide direct heating 
to living rooms and kitchens and indirect 
background heating to bedrooms via the 
hall. The unit is, in fact, beneath part 
of the kitchen work top. It contains an 
electric fan which draws air in at low 
level and, passing it over a_ battery 
centrally heated by hot water, pushes it 
out as warmed air. 

A main boiler house, adjacent to the 18- 
storey block which contains the main flue 
stack, provides central heating and hot 
water to these blocks plus five of the 
lower blocks, as well as the clubroom and 
library. 

Back-to-back planning in a tall block 
enables high economic use to be made of 
the single 4in. stack pipe which serves all 
the soil and waste fitments in 34 dwellings. 
The stack increases to 6in. diameter at 
the slow bend at its base in order to avoid 
a build-up due to back pressure. Two 
standard prefabricated multi-branch units 
are used. 


Lower Blocks 


The remaining new development on the 
estate covers a wide range of building 
types and_ construction. Immediately 
adjoining the towers are two seven-storey 
blocks, one of which straddles the 
pedestrian way through to the shopping 
centre. 
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[hese blocks, which are of reinforced 
concrete cross-wall construction clad ijn 
brick, contain ground-floor old persons’ 
flats planned below three tiers of maison- 
nettes. The bedroom floor of the topmost 
Ma.svanectes 1S sec DaCK, Proviaing the 
alternative means of escape which is re. 
quired at this level. The set-back also 
helps to give a light ship-like cnaracter 
to the blocks. 

The three-storey blocks in the shopping 
centre—maisonnettes over shops—are in 
conventional brick cross-wall construction, 

The tenants’ clubroom is planned jn 
the shopping centre over the Borough 
Council library in a reinforced concrete 
frame building clad in brick. The club- 
room itself has precast concrete inverted 
trusses supporting a timber roof and has 
a floating floor to reduce noise transmis- 
sion to the library below. It is heated by 
similar warm air recirculating units to 
those used in the tall blocks, while the 
library has under-tloor heating by hot 
water. 

The ten-storey tower which marks the 
entry to the shopping piazza is of rein- 
forced concrete frame construction clad 
in blue grey sand lime bricks. Four flats 
are planned per floor and the block is 
interesting for the ducted natural cross- 
ventilation of the common lobbies. One- 
room flats are planned at penthouse and 
at ground-floor level, the latter looking 
on to a small walled garden at the rear 
of the block. All these blocks have 
central hot water and heating. 

One only has yet been completed of the 
four red brick maisonnette blocks designed 
to line the big new square at the centre 
of the estate. These blocks have pitched 
slate roofs, to harmonise with the 
modernised old property, and to absorb as 
neatly as possible the chimney stacks, 
tanks, etc., necessary on this part of the 
estate, which is not centrally-heated. 

In deference to the tradition of London 
squares, the ground-floor maisonnettes are 
all approached directly by glazed front 
porches rather than by access galleries. 
The maisonnette blocks are in cross-wall 
construction and the pitched roofs have 
stressed-skin timber purlins. 

The completed group of buildings at 
the extreme east end of the estate consists 
of one-, three- and four-storey slab, and 
a five-storey point block. The two groups 
of old persons’ bungalows are so placed 
at the foot of the five-storey point block 
as to enclose a quiet grassed area at the 
rear. The point block, in load-bearing 
brick, has four flats per floor served by 
lift. The three-storey blocks, of cross-wall 
construction, which are planned to en- 
close yet another grassed precinct, contain 
a wide range of dwelling sizes. 


Rehabilitation 


A third of the existing property was 
sufficiently substantial to justify retention, 
and the houses being modernised consist 
of two-, three- and four-storey terraces. 
Many of the two-storey houses are being 
kept as single dwellings, modernised by 
the provision of bathrooms, w.c.’s and well 
equipped kitchens. 

Three- and four-storey houses are 
generally being converted to provide 
maisonnettes on the lower two floors with 
either flats extending over two houses 
or further maisonnettes above. Where 
possible, hot water is provided from boilers 
behind living room fires, with immersion 
heaters for summer use, but in other dwell- 
ings gas or electric water heaters are 
installed. 

Cornices and architraves damaged by 
the war or weather are being replaced, 
external plumbing is being redesigned and, 
by the use of colour and some remodel- 
ling, the exteriors of these blocks are being 
transformed. 


Contractors and Designers 


The estimated cost of the whole work is 
£3.596,450. 

The 18-storev blocks and boiler house 
formed one contract, exected bv Wates, 
Ltd. The tender price, £1.138.343, also 

(Concluded on page 1584) 





December 22 1960 


THE CONTRACT JOURNAL 


MINISTRY’S ROAD GRANT SYSTEM 
CRITICISED 


Improvements in North Riding 


Cea of the Ministry of Trans- 
port’s road grant system, which 
it was said made it difficult for highway 
authorities to plan a proper programme 
of improvements, was made in a report 
presented recently at a meeting of the 
North Riding County Council by the 
County Highways and Bridges Com- 
mittee. 

Reporting that the Ministry sent a letter, 
when the financial year was almost seven 
months spent, saying that more grant 
money was available for improvements, 
subject to a proviso that most of it must 
be used before March 31, 1961, the Com- 
mittee stated: 

“The Ministry were later than ever this 
year in notifying the council which 
schemes out of the list submitted would 
be grant-earning and now further grant 
money has been made available just at a 
time when the programme was thought 
to be settled and the works were begin- 
ning to get under way. Generally it is not 
until an assurance of grant is received 
that negotiations can be opened for the 
acquisition of the land required and this 
inevitably involves further delay and loss 
of most of the best weather for road 
making. It is unfortunate that the Minis- 
try cannot devise a better system, giving 
highway authorities notification before the 
beginning of the financial year what grants 
are to be available. 


Improvement Schemes 


“Surprisingly, in the light of official 
statements, the Ministry are willing to con- 
sider schemes costing more than £25,000, 
though it is not believed that this repre- 
sents a change in general policy. The 
schemes, with their estimated gross costs, 
are: 

(a) Completion of roadworks at Noddle 
Hill on the York—-Stamford Bridge 
Road, A.166 (£16,000); 

(b) Marton to the top of Dixon's Bank 
A.172 (£30,000); and 

(c) traffic circus at the junction of Marton 
Moor East, Marton Moor West and 
Nunthorpe by-passes, A.172 (£20,000). 
(This forms vart of the £95,000 Mar- 
ton Moor East by-pass which the 
council approved on March 2, 1960.) 


“The Ministry have also issued a grant, 
on the same condition about early com- 
pletion, for an improvement costing 
£44,300 at the crest of Ormesby Bank. 
This scheme was in the list approved by 
the council on March 2 this year and 
the grant was accepted and the work put 
in hand. In the other cases the Commit- 
tee have told the Ministry that they are 
recommending the council to acc2pt grants 
if offered. It is apparent that little time 
will remain to carry out the substantial 
part of the work which the Ministry re- 
quire before March 31, 1961, although the 
Committee are sure this can be achieved 
if the worst winter weather is not ex- 
perienced. 

“It might be wondered why the Minis- 
try, having relaxed their rule to permit 
two schemes costing over £25,000 to be 
carried out, were not pressed to substitute 
for one of them the improvement of Wind- 
sor Road railway bridge, Saltburn, which 
the council regard as of first importance. 
The answer is that there was no chance 
of being able to fulfil the grant condition 
in that case. Negotiations with the British 
Transport Commission are always compli- 
cated and in this case are bound to be 
particularly difficult since the scheme en- 
tails rebuilding a bridge over which trains 
must be kept running. These negotiations 
are in hand but there could be no hope 
of rushing them so as to start the bridge 
this winter. Indeed, it seems likely that 
much of the work can only be done in 
August when rail traffic to Skinnin- 
grove steelworks is lighter. A further fac- 
tor is the delay of some six to nine months 
in obtaining structural steel for projects 
such as this. 

“Although the Committee did not feel 
able to press the Ministry to divert the 
extra grant money to the Windsor Road 
bridge this year they wish to make sure 
they will be able to carry out that scheme 
next year even if there is delay on the 
Ministry’s part in notifying grant. There- 
fore, despite the lack of any firm assur 
ance about grant the council will be 
recommended to authorise the making of 
all necessary preparations for the scheme, 
including ordering the steel at an esti- 
mated cost of £10.000. 

“It seems certain 


that some of the 
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schemes for which this year’s programme 
does provide will be incapable of execu- 
tion, for example because of difficulties in 
acquiring the land, and therefore, on the 
advice of the local advisory committee the 
council will be asked to divert the avail- 
able funds to improving the southern ap- 
proach to Wensley Bridge, A.684. The 
gross cost is estimated at £9,000 and the 
Ministry are prepared to make a grant if 
the council desire to proceed. If the work 
is done now it will be possible to make 
use of the concrete mixing plant used on 
the Leeming by-pass. 


More Direct Labour 


“The council know from previous 
reports that the Committee had objected 
to orders the Ministry of Transport pro- 
posed to make regarding the Leeming and 
Boroughbridge by-pass roads. The objec- 
tions related mainly to the status of the 
link roads connecting county roads to the 
by-passes. This is a point which has been 
taken up at national level because the 
Ministry wanted to impose on county 
highway authorities the obligation of main- 
taining the link roads which have been 
specially designed so that vehicles wishing 
to join and leave the by-passes do not have 
to cross opposing streams of traffic on the 
trunk road. The Committee take the view 
that these link roads are essential parts 
of the trunk road and the Ministry, who 
are to give the subject further considera- 
tion, have promised that whatever decision 
may be reached at national level will be 
applied to Leeming and Boroughbridge. 
On that undertaking the objections to the 
Ministry’s draft orders have been with- 
drawn. 

“The Ministry continue to put faith in 
the council’s capacity to carry through 
these large by-pass schemes for they have 
now asked if the council will be able to 
do the work at Boroughbridge, including 
the section in the West Riding. 

“It is perhaps worth comment that while 
the Treasury have recently been criticising 
the excess expenditure on M.1, done by 
contract, the labour force of the County 
Council built the Catterick by-pass (on a 
much smaller scale, of course) within the 
estimate of one million pounds.” 


HEAD WRIGHTSON’S CONTRACT 


Head Wrightson Processes, Ltd., have 
been awarded a contract by the Centra! 
Electricity Generating Board, worth nearly 
£500,000 to build a flue gas washing plant. 
part of the extension to Bankside Power 
Station. 





Timber barrel-vault shell roofs have been used for this parcels depo: which is being built at Coventry for the Midland Region of British 


Railways. 


Five shells make up the roof, each 38ft. span and 1COft. long, with stiffeners at 5ft. centres. 


The shells are made up of four 


layers of jin. nominal T and G boarding, nailed and glued. Wooden H-beams, spanning between columns, run the length of each shell. 
Roof lights are cut into the shells and are stiffened with glu-lam beams. Hume and Tottenham designed the building in collaboration with Mr. 


Butland, chief civil engineer, Midland Region, and Mr. Siman Woolf. 


The shell roof contractors are William Kay (Bolton), Ltd. 
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CONTRACTS FOR FORTH ROAD 
BRIDGE APPROACHES 


(ONTRACTS Nos. 4 and 5, in con- 
J nection with the Forth Road 
Bridge, covering the approach viaducts 
and road works north of the Firth of 
Forth, have now been placed by the 
Bridge Joint Board. 

The work on Contract 4 will comprise 
the construction of piers and foundations, 
abutments, and deck, including girders and 
roadway. This contract has been let to 
Reed and Mallik, Ltd., Muir of Ord, Ross- 
shire, at £920,000. 

Contract 5, placed with Whatlings, Ltd., 
Glasgow, at £2,250,000, includes about 3} 
miles of dual carriageway approach roads 
and four miles of connecting roads, 10 re- 
inforced concrete bridges, a 600ft.-long 
reinforced concrete viaduct, and 1,000ft.- 
long twin tunnels. 

The consulting engineers are Mott, Hay 
and Anderson, 14 Melville Street, 
Edinburgh, 3. 


U.S. ENGINEERS TO ADVISE ON 
L.C.C. TRAFFIC SURVEY 


American engineers are expected to 
assist in undertaking a traffic survey of 
London for the L.C.C., who have appointed 
Freeman, Fox and Partners, Westminster, 
to advise on the form the survey will take 
and its organisation. 

This firm will work in association with 
the Engineering Service Corporation of 
Los Angeles, California, which itself incor- 
porates Wilbur Smith and Associates, who 
are traffic-engineering specialists in New 
Haven, Connecticut, and have an office in 
this country. 

One of the conclusions of the Nugent 
Committee on London Roads was that 
there was not at present nearly enough 
basic information about traffic needs on 
which to frame a long-term programme of 
road improvements. Acting on this con- 
clusion, meetings have recently taken place 
between officers of the L.C.C., the Ministry, 
the Metropolitan Boroughs’ Standing Joint 
Committee and the Road Research Labora- 
tory, all of whom are members of a control 
team which has been specially formed to 
supervise the survey. 


£20M. PAY CLAIM 


A claim for an increase of 8d. per hour 
on behalf of 250,000 civil engineering 
operatives has been submitted to the 
Federation of Civil Engineering Contrac- 
tors. The claim would cost the industry 
£20m. per annum. 

The Operatives’ Panel will present their 
case in support of the claim to the Civil 
Engineering Construction Conciliation 
Board next January. 


(Concluded from page 1582) 
included 156 tenants’ stores, ten garages, 
two playgrounds and six toddlers’ play- 
spaces. Other building was carried out 
by Tersons, Ltd.; their tender, which in- 
cluded for the erection of seven lower 
blocks, the library, clubroom, 40 tenants’ 
stores, 41 garages and a toddlers’ play- 
space, amounted to £508,598. The remain- 
ing new construction, together with all 
the rehabilitation work, has been handled 
by the Council’s direct labour organisation 
under the Director of Housing, R. J. 
Allerton. 

The scheme is under the general direc- 
tion of the architect to the council, 
Hubert Bennett, F.R.I.B.A., and the 
deputy architect, F. G. West, F.R.I.B.A. 
It was prepared in the housing division 
of the architect’s department, principal 
housing architect, Kenneth J. Campbell, 
A.R.1.B.A., assistant housing architect, 
Jack Whittle, A.R.I.B.A.,  A.M.T.P.I., 
S.P. Dip. The architect in charge was 
E. E. Hollamby, A.R.1.B.A., Dip. 
T.P.(Lond.). 
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SUBWAY IS LANDMARK IN 
HYDE PARK SCHEME 


TC. completion is announced of the 
I first of 15 pedestrian subways which 
will be a prominent feature of the L.C.C.’s 
£54m. Hyde Park Corner-Marble Arch 
improvement scheme. 

Mr. D. G. Jarvis, project manager for the 
Cubitts-Fitzpatrick-Shand consortium, said 
the subway, parallel to Piccadilly and 
known as “Number 9,” would be open to 
the public early in February. Between now 
and then the finishing touches an 
aluminium false roof and mosaic tiling 
would be put in by specialist workers. 

He said that construction was also well 
advanced on the £23,000 temporary 
viaduct which in February would begin 
carrying west-bound traffic on the South 
Carriageway, Hyde Park, over a new 
temporary link road diverting eastbound 
trafic from Knightsbridge. 

Mr. Jarvis said that this viaduct, a steel 
structure already beginning to tower over 
Hyde Park Corner, would come into 
operation when the approach to Knights- 
bridge had to be closed. It would carry 
two lanes of vehicles above other traffic 
and would remain in use for 18 months to 
two years. 

So far as Britain was concerned, it was 
a unique structure, Mr. Jarvis added. No 
similar temporary viaduct had been devised 
for any other work of its type in this 
country. 


ROAD IMPROVEMENT IN ANGUS 


A scheme for replacing the level crossing 
on the Perth-Aberdeen railway by an 
overline bridge and the improvement of 
three-quarters of a mile of approach roads 
has been approved by the Secretary of 
State for Scotland who will make a grant 
of 75 per cent. towards the cost. 

The scheme is concerned with the leve! 
crossing on the Perth-Stonehaven road 
(A.94) at Eassie. 

The bridge has been designed and its 
construction will be supervised by Blyth 
and Blyth, Edinburgh, as_ consulting 
engineers to Angus County Council, The 
estimated cost is approximately £100,000. 


LONDON TO HAVE CITY 
ARCHITECT 


A city architect is to be appointed by 
the City of London Corporation to advise 
on general architectural matters and to 
be in charge of the City Planning Office. 
The recommendation to appoint such an 
officer, who would also liaise between archi- 
tects and developers and all authorities 
involved in City reconstruction schemes, 
has been amended to include a proposal 
to bring all architectural work of the 
Corporation into one department. 


The broad planning aspects were 
initiated by the senior planning officer, 
L W. dane, ARICS. AMTP1I. 
Quantity surveying services have been pro- 
vided by M. F. Rice, F.R.I.C.S., principal 
quantity surveyor in the architect’s depart- 
ment, George Corderoy and Co., and 
Rider, Hunt and Partners. 

Structural engineering consultants for 
the 18-storey blocks and the ten-storey 
point block were Felix J. Samuely and 
Partners, and for the remaining construc- 
tion J. H. Humphreys, M.I.C.E., 
M.1.Struct.E., senior structural engineer in 
the architect’s department. Other engin- 
eer ng services have been under the direc- 
tion of the council’s chief engineer, 
J. Rawlinson, C.B.E., M.Eng., A.M.I.C.E. 
Weatherfoil Heating Systems, Ltd., acted 
as consultants for the heating and venti- 
lating systems in the blocks served from 
the central boiler house. 

Landscape works are being carried out 
under the direction of the council’s chief 
officer of parks, L. Huddart, F.I.L.A., 
F.Inst.P.A. 
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LANARKSHIRE BRIDGE. The £86,000 
tender of James Miller and Partners, Ltd., 
18 George Street, Edinburgh, 2, has been 
accepted by the Scottish Home Depart- 
ment for the construction of a prestressed 
reinforced concrete bridge over the rail- 
way at Braidwood, Lanarkshire. The con- 
tract includes the realignment of part of 
the A.73. F. A. MacDonald and Partners, 
11 Woodside Terrace, Glasgow, C.3, are 
the consulting engineers. 


15-STOREY FLATS. Newcastle upon 
Tyne City Council have accepted the 
tender of Leslie and Co., Ltd., Peel Street, 
London, W.8, at £409,085, for the erection 
of 180 flats in two 15-storey blocks at 
Longbenton Estate. The flats will com- 
prise 118 of two bedrooms and 62 of one 
bedroom, 


STRANRAER HARBOUR WorRK.—A contract 
has been placed by the Scottish Region of 
British Railways with Kinnear Moodie and 
Co., Ltd., Glasgow, for the reconstruction 
of part of the pier at Stranraer Harbour, 


EGHAM COLLEGE CONTRACT.—From nine 
tenders received, the L.C.C. Education 
Committee have accepted that of Tersons, 
Ltd.. 4 Dollis Park, London, N.3, at 
£511,499, for building an extension to the 
Shoreditch Training College at Egham, 
Surrey. 


ALTON HousinG.—Alton (Hants) U.D.C, 
have been recommended to place a con- 
tract with Gregory Housing, Ltd., 27 Farn- 
combe Road, Worthing, for building 92 
houses at Manor Estate. The tender 
figure is £119,574. 


EIGHT-STOREY LABORATORY.—Work will 
start at the end of this month on the 
construction of an eight-storey block for 
biochemistry teaching and research at 
South Parks Road, Oxford. The cost is 
expected to be between £350,000 and 
£400,000. Oxford University Chest have 
placed the contract with James Longley 
and Co., Ltd., Crawley, Sussex. The archi- 
tects are Murray, Ward and Partners, 32 
Wigmore Street, London, W.1. 


Potters BAR FLYOveER.—John Laing and 
Son, Ltd., have been awarded a contract 
worth £92,587 for construction of the 
Cecil Road flyover over the Barnet By-pass 
at Potters Bar. The consultants to the 
Ministry of Transport are Leslie Turner 
and Partners, 6 Grove Road, Sutton, 
Surrey. Included in the work is the con- 
struction of a five-span bridge in rein- 
forced concrete, with the centre span of 
precast prestressed beams and in-situ deck 
slab. 


HuLL Store EXTENSION. The main 
contract for extension of the store of 
Thornton-Varley, Ltd., at Hull, is expected 
to be placed shortly. Piling work on the 
site is now being carried out by Holmpress 
Piles, Ltd., Leeds Road, Hull. The archi- 
tects are J. W. Beaumont and Sons, 51 
Mosley Street, Manchester, 2. John 
Watson and Carter, Cogan Chambers, 
Bowlalley Lane, Hull, are the quantity 
surveyors, and A. W. Jervis of Debenhams, 
Ltd., London, is the consulting engineer. 


NEW LAING CONTRACT IN 
RHODESIA 


The civil engineering contract for 
extensions to the coking ovens and by- 
products plant at the Rhodesian Iron and 
Steel Co.’s works, near Que Que, Southern 
Rhodesia, has been awarded by the Coppee 
Co. (Great Britain), Ltd., to John Laing 
and Son (Rhodesia), Ltd. 

The project, which is due for completion 
next May, includes extensions to the 
benzole plant, pusher track and exhauster 
house, a cooling pond, pumphouse and 
other works. 
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BUILDING RESEARCH STATION 
DIGEST No. 5 


Materials for Concrete 


eeere is used for many pur- 
poses other than providing the 
strength required from the structural 
point of view, and its satisfactory 
performance for any particular use 
depends upon the correct selection of 
the type of cement and aggregate as 
well as on good practice on the site. 
There is now available a wide range 
of cements and a considerable choice 
of aggregates both natural and artificial. 
This Digest summarises the main 
characteristics of these materials and 
of the different types of concrete made 
from them. Further Digests, not 
necessarily consecutive, will deal with 
other aspects of concreting practice. 

Most concrete is made with ordinary 
or rapid-hardening Portland cement, but 
there are several other cements that will 
produce concretes having more specialised 
properties. Most of these cements fall 
into one of the four main groups indicated 
in the table, which gives their more 
important properties. The following notes 
amplify the information given in the table. 

Rapid-hardening cement. The term 
“rapid-hardening” should not be confused 
with the the term “quick-setting.”” The 
setting time of rapid-hardening cement is 
similar to that of ordinary Portland 
cement; after setting, it develops strength 
more rapidly; this enables formwork to be 
struck earlier. This cement can be used 
to advantage in cold weather. 

Low-heat cement. This cement is in- 
tended for use in large masses of concrete, 
as in dams, massive bridge abutments and 
retaining walls, to reduce the temperature 
rise in the concrete and the possibility of 
subsequent cracking. Its rate of strength 
development is lower than that of ordinary 
Portland cement, particularly at low tem- 
peratures, but its final strength is not 
lower. It usually offers better resistance 
to attack by sulphate waters. 

Sulphate-resisting cement. At present 
there is no British Standard for this type 
of cement but it will generally comply with 
the physical test requirements of B.S. 
12:1958. It is more resistant than ordinary 
Portland cement to the effect of sulphates, 
but it is not effective against all condi- 
tions of exposure to sulphates. Digest 31 
“Concrete in sulphate-bearing clays and 
ground waters” should be consulted for 
more detailed advice. 

Extra - rapid - hardening cement. This 
cement is made by adding an accelerator 
such as calcium chloride to a_rapid- 
hardening Portland cement. It is used 
when very high early strengths are required 
or for concreting in cold weather. As well 
as the rate of hardening and the rate of 
heat evolution being increased, the setting 
process is accelerated; the mixing and 
Placing operations should therefore be 
speeded up so that the concrete is placed 
and compacted within 30 minutes of 
mixing. 

Waterproof and water-repellent cements. 
Concrete made with these cements under 
site conditions is somewhat less permeable 
to water and to some oils than concrete 
made with ordinary Portland cement. 
Some types tend to entrain air during the 
mixing process, and this must be care- 
fully controlled to avoid excessive air- 
entrainment with consequent reduction in 
strength. Low permeability depends here, 
as always, upon a good dense concrete 
being made. 

Hydrovhobic cement. Hydrophobic 
cement has been recently developed to 
prevent partial hydration of cement during 
storage in unavoidably humid conditions, 
which results in a reduction in strength 
and the formetion of air-set lumps. Sub- 


Cements containing blastfurnace slag 


stances added during the grinding process 
form a water-repellent film round each 
grain of cement. This cement can be stored 
under humid conditions for a long time 
without deterioration (it will even float 
on water). In the mixer, the protective 
film is rubbed off and hydration takes place 
normally. 

White cement. To make a white cement 
the amount of iron oxide in Portland 
cement must be considerably reduced, by 
selection of the raw materials and by 
special manufacturing processes. White 
Portland cements should comply in all 
respects with the requirements of B.S. 
12:1958 although they are usually not quite 
so strong as ordinary Portland cement. 

Coloured cements. These are basically 
white or ordinary Portland cements to 
which between 5 and 10 per cent. of pig- 
ment has been added, usually at the grind- 
ing stage. The pigment, being inert, dilutes 
the cement, and the strength of the con- 
crete will be slightly reduced; if necessary, 
this can be compensated for by adding 
about 10 per cent. more cement to the 
concrete mix. 

Portland blastfurnace cement. This 
cement is made by grinding a mixture of 
granulated blastfurnace slag and ordinary 
Portland cement clinker. It is very similar 


Main types of Portland cement 
Ordinary 
Rapid-hardening 
Low-heat 
Sulphate-resisting 


Other types of Portland cement 
Extra-rapid-hardening 


Waterproof and water-repellent 
Hydrophobic 
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Coloured 


Portland blastfurnace 
Super-sulphate 


High-alumina cement 


Pozzolanic cement 





to ordinary Portland cement but its 
strength development is somewhat slower; 
it therefore requires longer curing periods, 
particularly in cold weather. Portland 
blastfurnace cement is useful when con- 
creting large masses in warm weather and 
it is also rather more resistant to chemical 
attack by sulphates or by sea water. 
Super-sulphate cement. This cement 
differs from those discussed so far, in 
that Portland cement is not one of its 
major constituents. Its resistance to 
chemical attack by sulphate waters and 
weak acids is greater than that of sulphate- 
resisting cement. Its strength is lower at 
very early ages but after 3 days it develops 
strength more rapidly than ordinary Port- 
land cement. Its heat of hydration is 
lower and its strength development is more 
retarded by cold weather than is that of 
ordinary Portland cement. It deteriorates 
readily if stored under damp conditions. 
Concrete based on super-sulphate cement 
must be carefully cured by keeping its 
surface moist to prevent the formation 
of a powdery surface skin. Digest 130 
gives further particulars about this cement 
and the care needed in its use. 
High-alumina cement. This cement is 
manufactured in a different way from 
Portland cements and has different charac- 
teristics. Its main advantages lies in the 
speed with which concrete can be brought 
into use, and in its resistance to chemical 
attack. Concrete made with high-alumina 
cement develops a very high early strength 
which is particularly advantageous for 


Very high 
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working in cold weather. Heat evolution 
is very rapid, and the temperature rise 
may need to be checked by cooling; if, 
at any time, the temperature of the con- 
crete exceeds about 85°F. under moist 
conditions, the concrete will lose a sub- 
stantial proportion of its strength. 
Although there is this loss of strength 
at higher temperatures, high-alumina 
cement when mixed with a suitable aggre- 
gate, such as crushed firebrick, makes a 
refractory concrete which will withstand 
temperatures up to 1300°C., suitable for 
furnace linings or kiln floors; with special 
aggregates, even higher temperatures can 
be withstood. Digest 27 gives further in- 
formation on high-alumina cement and its 
uses. 

Pozzolanic cements. These cements are 
mixtures of a Portland cement and a 
natural or artificial pozzolanic material, i.e. 
a material that combines with lime (either 
present as such, or set free by the setting 
of cement in the presence of moisture) 
to form a hard mass. Hitherto, they have 
been little used in this country, although 
they have had considerable use on the 
Continent and in the U.S.A. Their main 
advantage lies in their increased resistance 
to chemical attack, but the rate of strength 
development is reduced. They have a 
lower rate of heat evolution and can be 
used to advantage in mass concrete. Digest 
31 discusses their use in concrete to resist 
sulphate attack and Digest 92 discusses 
the use of pulverised-fuel ash as a 
pozzolana. 


Use of different cements 
From the above comments it can be 
seen that if a cement having a special 


Rate of heat 
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Low to medium 


Medium 
Very high 


Medium 
Medium 


property is required, then other proper- 
ties of this cement may restrict its use. 
Heat of hydration, for example, is linked 
with the rate of strength development of 
Portland type cements; if a high early 
strength is obtained the user must be 
aware that heat will be evolved quickly, 
and this may not be desirable in some 
circumstances. When an unfamiliar type 
of cement is used for the first time, the 
user should be aware of how it differs 
from ordinary Portland cement, and of 
any special precautions that should be 
taken in its use. 

Mixing different types of cement is not 
recommended. Although different 
varieties of Portland cements can be 
mixed together there is little advantage 
in doing so; the properties of the mixed 
cement would be somewhat uncertain, and 
in any case the range of Portland cements 
is large enough to cover most requirements. 
Neither high-alumina cement nor suver- 
sulphate cement must be mixed with any 
other type of cement, and all mixers, 
plant and tools must be thoroughly cleaned 
before and after using these cements to 
avoid interaction with other types. 


Aggregates 


Aggregate makes up the major part 
of the bulk of any concrete, and its pro- 
perties are important. Aggregates in 
general should be stable in air and in 
water, and free from organic impurities or 
other constituents capable of reacting 
harmfully with the cement. The mech- 
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anical properties of the aggregate must be 
such as to endow the concrete with the 
strength required. Also, the changes in 
volume of the aggregate on wetting and 
drying should not be _ excessive; such 
changes increase the risk of cracking in 
the concrete. 

Concrete is normally used to obtain 
one or more of three requirements: 
strength, fire protection, thermal insula- 
tion.* Both cement and aggregate are 
important in relation to strength and 
durability, but fire protection and thermal 
insulation depend almost exclusively on the 
type of aggregate used. 

It is convenient to classify aggregates 
as lightweight or dense, according to 
whether their bulk density is less than or 
greater than 70lb./cu. ft.: this figure is 
quite arbitrary, and has no_ exact 
significance. 


Lightweight aggregates 

The following are the types of light- 

weight aggregate most commonly used: 
Clinker (B.S. 1165) 
Foamed slag (B.C. 877) 
Expanded clay, shale or slate 
Sintered, pulverised-fuel ash 
Exfoliated vermiculite 
Expanded perlite. 

Only the first two of these aggregates 
are covered by a British Standard, but 
there is ample experience to indicate the 
value of the others in appropriate circum- 
stances. 

These different lightweight aggregates 
and the properties of the concretes made 
with them will not be described in detail 
here, since this has already been done in 
Digest 32 “Concrete made with lightweight 
aggregate” (sintered pulverised-fuel ash is 
discussed briefly in Digest 92). Since the 
publication of Digest 32, however, there 
have been changes in the lightweight con- 
crete industry. There has been a decline 
in the production of clinker and an in- 
crease in the supplies of pulverised-fuel 
ash, and there has also been considerable 
development in this country in the manu- 
facture of sintered clay and shale aggre- 
gates. which are now available com- 
mercially. 

A recent development is the use of light- 
weight concrete as a_ structural load- 
carrying material. For this purpose richer 
mixes than those usually associated with 
lightweight concrete are used, and the mix 
proportions are selected so as to obtain 
a workable mix that can be fully com- 
pacted into a dense concrete. 


Dense aggregates 

Most aggregates fall into this category; 
the main functional requirement of con- 
crete made with them is to provide 
strength and durability. Concrete made 
with these aggregates may also be required 
to provide fire protection and the amount 
of protection given will depend on the 
aggregate used, as discussed later. 

Reference may also be made to Digests 
44 and 108. 

Air-cooled blastfurnace slag. This is a 
by-product from the manufacture of pig 
iron. Near blastfurnaces, it may be the 

*Its use for radiation shielding, in nuclear 
reactors and X-ray installations, is not 
discussed here. 
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cheapest aggregate available; it also has 
good fire-protection properties. Concrete 
made with slag satisfying the requirements 
of B.S. 1047 will have properties similar 
to those of a concrete made with a natural 
aggregate complying with B.S. 882. 

Crushed brick. This aggregate is used 
for its better fire-protection properties and 
also to obtain a variety of colours in 
surface-finishing slabs by exposing the 
aggregate. It should consist of clean 
brushed bricks and should not be crushed 
brick rubble containing mortar and plaster. 
Bricks usually contain soluble sulphates: 
if they are used as a concrete aggregate, 
the sulphate content should not exceed 
1 per cent. expressed as_ sulphuric 
anhydride (SO,). 


Concretes 


Most concrete is required to carry some 
applied load and to have a _ reasonably 
economic life without excessive main- 
tenance. When we talk about the 
“strength” of the concrete we normally 
refer to its compressive strength as 
measured by tests on cube specimens, but 
other forms of strength, such as the trans- 
verse strength, may be important. Most 
ordinary concrete should be durable under 
ordinary conditions of exposure but for a 
concrete to be durable when exposed to 
aggressive agencies such as various forms 
of chemical attack, or when subjected to 
heavy abrasive forces, special precautions 
have to be taken. When reinforced, the 
concrete must also provide an effective 
cover to prevent corrosion of the reinforc- 
ing steel. 

The general principles involved in 
making a good quality concrete are 
discussed in Digest 44. Apart from design- 
ing mixes to give adequate compressive 
strength, there are circumstances when a 
special combination of types of cement 
and aggregate is desirable. 


Bending strength 


There are conditions where the trans- 
verse or bending strength of the concrete 
is of greater importance than the com- 
pressive strength, as in road slabs. The 
shape and surface texture of the aggre- 
gate may then be important; concrete made 
with a crushed rock has a higher trans- 
verse strength than a concrete made with 
a sand and gravel aggregate having the 
same compressive strength; it follows that, 
if a concrete is required basically for its 
transverse strength, a more economical 
mix may be possible if a crushed rock is 
used. 


Structural lightweight concrete 


Unlike ordinary lightweight concrete, in 
which large air voids may be desirable, 
to improve the thermal insulation, struc- 
tural lightweight concrete is fully com- 
pacted so as to provide cover and bond 
to the reinforcing steel (Digest 104). This 
type of concrete combines the advantage 
of a reduction in deadweight with an 
adequate structural strength. Owing to 
the particle shape and surface texture of 
most lightweight aggregates, the mix is 
not as workable as ordinary concrete and 
some of the fines may be replaced by sand 
to improve the workability; this has the 
effect of increasing the density of the con- 


CONCRETES 


Density of | Density of | Compressive 


Expanded vermiculite and perlite 
Aerated concrete 

Pumice 

Foamed slag 

Sintered p.f.a. 

Expanded clay or shale 

Clinker 


Thermal 
conductivity 
B.t.u./fth 


Particular use 


For 
thermal 
insulation 





Sintered p.f.a. 
Expanded clay or shale 


(structural 


Foamed slag } 
concrete) 


For 

fire 

protection 
For load- 





Crushed brick 
Crushed limestone 
Flint gravel, and crushed stone 


105-135 
135-150 
140-155 


durability 





December 22 1960 


crete (the higher density values in the 
table relate to sanded mixes). 


Resistance to chemical attack 


One basic requirement for any concrete 
to withstand chemical attack is that it 
should be thoroughly compacted and 
dense. It may be necessary to use types 
of cement other than ordinary Portland 
cement, such as sulphate-resisting, pozzo- 
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cement. Detailed advice on suitable mixes 
to resist different degrees of sulphate 
attack is given in Digest 31 and in Digest 
79 “Internal corrosion of concrete sewer 
pipes by effluents containing sulphates.” 
There are many industrial processes in 
which oils, acids and alkalis can attack 
concrete, for which special precautions will 
have to be taken; these generally call for 
specialist advice, but some information is 
given in Digest 74 “Corrosion resistant 
floors: materials for finishes.” 


Resistance to frost 


In Britain, concrete is seldom severely 
damaged by frost but the possibility can- 
not be entirely neglected unless the con- 
crete is in a sheltered or dry position. 
The disruptive action of frost on concrete 
will depend upon its situation and its 
liability to become saturated with water: 
concrete is more likely to be damaged by 
frost in kerbstones, roads, and _ bridge 
spandrel walls. The most important fac- 
tor influencing the frost resistance is the 
water/cement ratio; this should ke kept 
as low as possible and should not exceed 
0.60 if the concrete is liable to be satu- 
rated, 0.55 if it is used in kerbs and 0.50 
for road slabs, on which salt may be used 
to clear snow and ice. 

A high degree of frost-resistance in con- 
crete can be obtained by the use of an 
air-entraining agent, which entrains a large 
number of very small air-pores in the con- 
crete. The greater the amount of air- 
entrainment the greater the frost resist- 
ance, up to a certain point, but there is 
also a drop in strength. Air-entrainment 
improves the workability of the concrete 
and thus the water/cement ratio can be 
reduced and this will offset some of the 
loss in strength. An air content of about 
5 per cent. by volume is suitable in most 
cases, but trial mixes should be prepared 
and tested for site control. 

The precautions to be taken on the 
building site during cold weather are given 
in National Building Studies Bulletin No. 3 
“Concreting and bricklaying in cold 
weather.” 

(Concluded on page 1588) 
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PARKING CONTROL 


By J. T. Duff, M.Sc., A.M.LC.E.* 
(Ministry of Transport, Traffic Engineering Branch) 


HE purpose of limited waiting 
restrictions is to reserve what 
space is available at the kerb in busy 
streets for the vehicles of drivers who 
wish to do business in these or adjacent 
streets by imposing a time limit. The 
all-day parker must move from these 
streets to less busy ones or to parking 
places and garages off the highway. 

As the demand for parking increases 
this rationing of kerb space has to be 
extended to more and more streets. The 
time limit is, however, very difficult to 
enforce, particularly if the restrictions are 
widespread, and hence the need for some 
mechanical timing device as an aid to 
enforcement, 

A further means of discouraging all-day 
parking is to charge for parking by the 
hour at a rate which will not be too 
serious for short stays but which becomes 
expensive for frequent long stays. A de- 
vice which achieves these two aims is the 
parking meter. 

Until the Road Traffic Act of 1956 no 
legal powers were available to make a 
charge for parking on the highway. The 
1956 Act, in addition to doing this, laid 
down the conditions under which parking 
meters could be used for this purpose. 
An important provision was that any sur- 
plus revenue obtained was to be devoted 
to the provision of parking facilities off 
the street. 

Parking meter schemes are expected to 
operate somewhat differently from uni- 
lateral restrictions which are applied only 
to individual streets where the need arises. 
Parking meters are to form part of a 
comprehensive traffic and parking plan 
affecting a complete area of a town. Inside 
such an area parking is permitted only at 
sites where parking meters are installed 
and on payment of the appropriate fee. 

A fairly large area covering some 2,300 
metered sites in Westminster and St. 
Marylebone is already in operation and 
there are proposals for extending the area 
both in these two boroughs and in the 
neighbouring boroughs of St. Pancras, 
Holborn and Paddington. A number of 
provincial towns have more recently been 
given powers to proceed with parking 
meter schemes. 


The Meter 


The parking meter consists basically of 
a timing mechanism which is started by 
the insertion of a coin. The period paid 
for is indicated by a pointer which gradu- 
ally returns to zero over a graduated scale 
as the time paid for elapses. A less com- 
mon arrangement is to have a fixed pointer 
and a movable graduated scale. When 
the time paid for has elapsed a flag or 
some other device appears which can 
readily be seen by an attendant who 
patrols the streets at intervals. 

Two types of parking meter are in com- 
mon use, the manual meter and the auto- 
matic meter. With the former the driver 
has to turn a handle or operate a lever 
after inserting each coin. This operation 
sets the timing mechanism in motion and 
also winds the mainspring which is there- 
fore kept at nearly constant tension. With 
the automatic meter the driver has only 
to insert the coin but the mainspring has 
to be wound (usually once per week) by an 
attendant. 

_The meters can be designed to give a 
single fixed period of time for the inser- 
tion of a single coin or to allow the op- 
tion of one or more periods according 
to the number or value of coins inserted. 
For example in London the insertion of 
one sixpence buys one hour and the in- 
sertion of two sixpences or one shilling, 

*Paper presented at a recent meeting of the 
Traffic Engineering Study Group at the 
Institution of Civil Engineers, 


buys two hours. More elaborate arrange- 
ments with up to five coins are operated 
in other countries. 

The 1956 Act allows both the period 
and the amount to be varied but the 
standard period can only be split into two 
equal parts and the payment must be 
proportional. It is not possible for 
example to charge sixpence for half an 
hour and one shilling for two hours nor 
threepence for one hour and one shilling 
for two hours, 

The practice for dealing with drivers 
who overstay the time paid for varies 
somewhat in different countries but a 
common arrangement is for the attendant, 
on noticing the expired flag showing, to 
place a ticket on the windscreen of the 
vehicle requiring the driver to pay a fixed 
fine. In this country the procedure is 
similar except that there is no fine. 

At the expiry of the time paid for 
(either one or two hours), which is indi- 
cated in London by the appearance of a 
yellow flag, the driver becomes liable for 
an excess charge which must be paid 
within a certain number of days to the 
local authority either in person or by post. 
No offence is committed. The excess 
charge in London is 10 shillings. 

Only at the end of a further period 
(known as the excess period and lasting 
for two hours in London) is an offence 
committed and the driver becomes liable 
to prosecution and to have his car towed 
away. In London this excess period is timed 
by the meter and at the end of this period 
a second (red) flag appears to denote that 
an offence has been committed. 

Although in London the driver is given 
the option of buying one hour or two 
hours initially it is an offence to return 
and insert a further coin in the meter 
(meter feeding). For example a driver 
who buys one hour is not permitted to 
return at the end of 55 minutes and pur- 
chase the second hour. The practice of 
meter feeding is obviously not easy to 
detect, but the nuisance and expense of 
paying for all-day parking in this way 
limits the amount of abuse. 

It is also an offence to use the unexpired 
portion of time left by a previous driver 
without inserting a coin though the meters 
in London are designed to add on this 
time to the time paid for up to the maxi- 
mum of two hours. For example if a 
driver inserts sixpence in a meter showing 
20 minutes from a previous payment he 
will receive one hour and 20 minutes for 
his sixpence. 


Advantages 


Advantages claimed for 
meter are: 

(i) It increases the turnover of parking 
places by discouraging long-term 
parking. 

(ii) By increasing the chance of finding 
a vacant space it reduces the amount 
of cruising in the area. 

(iii) It improves traffic flow by eliminating 
double banking. 

(iv) It aids enforcement by encouraging 
voluntary observance of the time 
limits. 

(v) It reduces the time and difficulty of 
parking a vehicle. This results, in 
fact, from the more orderly spacing 
achieved by the marking of the bays 
rather than from the presence of the 
meter itself. This advantage is also 
obviously only achieved at the ex- 
pense of a reduction in the number of 
vehicles which can be accommodated 
at any given moment. 

A survey of the initial installation of 
parking meters in Westminster gave the 
following results: 

In the metered area the number of 
vehicles parked at the peak hour falls 
from 1,469 to 679 (54 per cent. reduc- 
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tion) as a result of the limitation of 
parking to the metered spaces. The 
turnover throughout the day however 
dropped by only 24 per cent. Vehicles 
travelling through the metered area 
showed a 10 per cent. reduction in 
journey times whilst the time taken to 
visit various premises in the area was 
similarly reduced. 


Alternative Arrangement 


One of the two functions of the parking 
meter, namely the discouragement of long- 
term parking by the price mechanism, 
gives rise to frequent objections by motor- 
ing organisations and others. An alterna- 
tive arrangement to avoid this objection 
was first introduced in Paris and has since 
been followed in other towns in France, 
Austria, Italy, Switzerland and Greece. 

In the most congested part of central 
Paris an area known as the “Blue Zone” 
has been designated inside which parking 
is limited to one hour during the hours 
9 a.m. to 11.30 a.m. and 2.30 p.m. to 6 p.m. 
During these hours every vehicle parked 
in the area must display a special card- 
board disc. This consists of a folded 
square of cardboard with two small 
apertures on each side and inside which 
rotates a disc, with arrival and departure 
times. 

On arrival the driver sets the disc so 
that the hour of arrival appears in one 
aperture and the second aperture then 
automatically displays the time by which 
the driver is required to leave. For 
example if a driver arrives at 10.20 a.m. 
he sets the disc for 10-10.30 a.m. arrival 
and the second aperture shows (in larger 
red figures) the time of departure 11.30 
am. The time allowed thus varies in 
practice between one and 14 _ hours 
according to the exact time of arrival. 

Overnight parking is allowed for resi- 
dents without the use of a disc but the 
vehicle must be removed by 9 am. If a 
disc is displayed showing arrival “before 
9 a.m.” the vehicle is allowed to stay till 
10 a.m. A vehicle arriving after 11.30 a.m 
is allowed to say to 3.30 p.m. (to cover 
the long lunch period usual in Paris). 

The discs are distributed free of charge 
by various industrial and commercial 
undertakings who are allowed to have 
advertising matter on part of the disc 
which must otherwise be of the approved 
pattern. Several million discs have been 
issued to cover an area containing some 
5,200 parking places. 

The offences which can be committed 
under this system are: 

(i) failure to display a discs 

(ii) not leaving at the en 
allowed; 

(iii) setting the time of arrival incorrectly; 

(iv) returning to alter the setting. 

The first two are dealt with by a ticket 

system which imposes a fixed penalty of 

about 15s. 


of the time 


Disadvantages 


Disadvantages of the disc system com- 
pared with a parking meter scheme are: 
(a) Apart from streets where no-waiting 
regulations are in force, drivers are 
allowed to park almost anywhere, 
e.g., Close up to intersections. With 

a parking meter scheme, on the other 
hand, the bays are precisely defined 

and limited zo places where vehicles 

can wait without causing obstruction. 

(b) A greater onus is placed on the 
driver to display the disc and set 
it correctly. Opportunities for 
evasion of the restriction are easier. 

(c) The small size of the aperture, the 
absence of a price mechanism to 
encourage voluntary observance and 
the need to check the discs at fixed 
times of the clock require a much 
larger enforcement staff (at least 
three times as many). 

(d) No surplus revenue is available for 
provision of off-street parking 
facilities, 

(e) The cost of operating the scheme 
(which is at least as great as for a 
parking meter scheme) has to be 


(Concluded on next page) 
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Men and Movements 





HE Crown Agents for Overseas Govern- 

ments and Administrations have ap- 
pointed Sir James Farquharson, K.B.E., 
B.Sc.(Glas.), M.I.C.E., general manager, 
East African Railways and Harbours, to 
the post of engineer-in-chief in their 
Office to succeed Sir Reginald Taylor, Kt., 
C.M.G., B.Sc.(Eng.), M.I.C.E., who retires 
on April 30, 1961. Sir James will be avail- 
able in his personal capacity to furnish 
the Colonial Office with engineering advice 
on matters of policy involving railways, 
harbours, public works, etc.; the engage- 
ment of specialist consultants and the 
placing of engineering contracts. 


Mr. C. M. Slocombe has been appointed 
a director of engineering with Distington 
Engineering Co., Ltd., a subsidiary of 
United Steel Companies, Ltd. He will take 
up his new post in April, 1961, and will 
relinquish his present position of director 
of engineering with Samuel Fox and Co., 
Ltd., another subsidiary, in August. 


Mr. W. J. McBride, M.I.Mech.E., a 
director of Edgar Allen and Co., Ltd., and 
general manager of the company’s engin- 
eering division, left for an eight-day visit 
to the U.S.S.R. last week. He was accom- 
panied by Dr. A. D. Merriman, D.Sc., 
M.I.Mech.E., consultant to the engineering 
division. Mr. McBride will lecture in 
Moscow on the design and manufacture 
of cement plant and kindred equipment to 
top Russian executives and technicians, 
who will come from all parts of Russia. 
Dr. Merriman will lecture on some physico- 
chemical aspects of cement manufacture, 
and in addition he will give a lecture on 
certain aspects of steel manufacture. 


West’s Group of Industries, Ltd.. have 
innounced that Mr. M. S. Gaskill and 
Mr. S. J. F. Beale have been appointed 
directors of the company. Mr. Gaskill 
retains his avpointment as_ technical 
director of West’s Gas Improvement Co., 
Ltd., and Mr. Beale continues as manag- 
ing director to The Derbyshire Silica Fire- 
brick Co., Ltd. 


(Concluded from page 1586) 

Surface finishes 

Special aggregates and casting techniques 
can be used to get a desired colour and 
texture. Considerable care is needed in 
the proportioning and mixing of the con- 
crete in order to obtain uniformity. This 
subject will be dealt with in a future 
Digest. 


Concrete for fire protection 

The behaviour of concrete when sub- 
jected to great heat is largely dependent 
upon the type of aggregate used. Flint 
gravel and, to a lesser degree, other natural 
stones expand greatly and cause the con- 
crete to spall. 

Some aggregates such as clean crushed 
clay brick and slag do not cause spalling; 
any weakening of concrete based on these 
aggregates is due principally to the de- 
hydration of the cement. If there is no 
spalling, the process of disintegration of 
the concrete is very slow. Disintegration 
beyond the plane of the reinforcement is 
usually much slower if the disintegrated 
material is held in position by the steel, 
since this will delay the rise in tempera- 
ture of the material in the interior of the 
structural member. 

The accepted classification of aggregates 
in descending order of merit, for fire resist- 
ance of the concrete made from them, is 
as follows: 

Class 1—(a) Pumice and foamed slag. 

(b) Blastfurnace slag, crushed 
brick and burnt clay pro- 
ducts, well-burnt clinker and 
crushed limestone. 
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S. Wernick and Sons, Ltd., have an- 
nounced several new appointments on the 
sales side. Mr. N. Wernick, southern sales 
director, and Mr, J. Wernick, midland sales 
director, will be assisted respectively by 
Mr. H. T. Peacock and Mr. J. B. Wilkin- 
son, who have been appointed sales 
managers. 

Mr. Peacock, who was with Teleflex 
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Products, Ltd., and Aviation Traders, 
before joining Wernicks, will also be 
responsible for the planning department, 
and will concentrate on the company’s 
activities in the school buildings field. 
Mr. Wilkinson was previously assistant to 
the commercial director of Harris and 
Sheldon (Display), Ltd. Another appoint- 
ment is that of Mr. R. F. Hunt, who is to 
be sales representative for the Essex area. 


E.M.I. Electronics, Ltd., have created 
within their present publicity organisation a 
special export publicity department which 
will handle every aspect of export sales 
promotion. The new export publicity 
officer is Mr. A. J. Spicer, who takes up 
the appointment after a period of training 
with the firm. For the past three years 
Mr. Spicer has been handling home and 
overseas public relations on behalf of 
Hawker Siddeley Aviation. 


Class 2—-(a) Siliceous aggregates gener- 
ally: e.g. flint gravel, granite 
and all crushed _ natural 
stones other than limestone. 

A particular advantage of lightweight 
concrete for fire protection is the possible 
economy in the design of a structure due 
to the reduced dead load. 

Refractory concrete, made with high- 
alumina cement and crushed firebrick, will 
withstand temperatures up to 1300°C. A 
typical mix would be lewt. of high-alumina 
cement, 2} cu. ft. of crushed firebrick jin. 
down, and 3 cu. ft. of crushed firebrick 
j-hin. This type of concrete is of use in 
flues, kiln floors, furnace linings and fire- 
backs. 

Thermal insulation 


To provide good thermal insulation, a 
concrete must have a low density. For 
a given density, the thermal insulation will 
vary depending on the aggregate used and 
the amount of free water present. Basic- 
ally an insulating concrete is one contain- 
ing a large amount of air voids, and this 
can be achieved by using one of the 
following types: 

Concrete made with a 
aggregate 

Aerated concrete 

No-fines concrete. 

Aerated concrete is described in Digests 
28 and 29. No-fines concrete is a concrete 
made with aggregates between in. and 
gin. in size. It weighs somewhat more, 
per cubic foot, than the lightweight con- 
cretes and is used extensively for load- 
bearing walls. 

(Crown Copyright Reserved) 
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Sir Gordon Radley, K.C.B., C.B.E,, 
Ph.D., M.I.E.E., has been elected a direc. 
tor of The English Electric Co., Ltd. 
Earlier this year, Sir Gordon joined the 
boards of Marconi’s Wireless Telegraph 
Co., Ltd., Marconi Instruments, Ltd., The 
English Electric Valve Co., Ltd., and the 
Marconi International Marine Communica- 
tion Co., Ltd., all members of the English 
Electric group. Other appointments by the 
company include that of Mr. T. D. Gregory 
as manager of the company’s Calcutta 
office. He has been export area manager 
for North America in the London offices 
for the last year, following five years as 
deputy manager, contracts and adminis- 
tration, in New York. Mr. B. P. Rivett, 
who has been the company’s West Coast 
technical representative in the United 
States for the last five years, succeeds Mr, 
Gregory as export area manager, North 
America, in London. 


British Insulated Callender's Cables, 
Ltd., have announced the appointment of 
Mr. W. E. Hind as manager (home sales), 
His new responsibilities cover all aspects 
of the selling activities of the company 
at home and include matters of publicity, 
Mr. Hind was formerly deputy manager 
(home sales). 


The Central Electricity Generating 
Board have made the following appoint- 
ments: Mr. Basil St. Martyn Frank Webb- 
Ware, M.A., A.M.I.E.E., becomes assistant 
chief transmission project engineer to the 
Transmission Project Group; Mr. Douglas 
M. Porter has been appointed adminis- 
trative officer to the Group; and Mr, 
Herbert V. Flaxman becomes engineer-in- 
charge of the drawing office at the Group. 


The new cap- 
tain of Middlesex 
County Cricket 
Club, Mr. Ian 
Bedford, will con- 
tinue his duties as 
area manager with 
Mabey and John- 
son, Ltd., with 
whom he _ has 
worked for the 
past ten years. 
Mr. Bedford is 
also a director of 
the associate com- 
pany, Mabey Hire 
Co., Ltd. 
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rhree additional directors have been 
appointed by Clay Cross (Iron and 
Foundries), Ltd. They are Mr. J. D. Silk, 
commercial manager; Mr. J. D. Hullock, 
general foundries manager; and Mr. 
H. O. W. Hiley, company secretary. All 
three retain their present positions. 


Mr. L. G. Clugston, O.B.E., has been 
appointed chairman of Hydroprest Con- 
crete, Ltd., in succession to the late Mr. 
John Crawford. Mr. R. W. Parkinson has 
been appointed managing director, and his 
place as secretary of the company is taken 
by Mr. W. Scoit. 


RN TTT 
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borne by the general ratepayer in- 
stead of by the individual motorist 
who parks in the area. 

In September, 1958, in one month, nearly 
65,000 tickets were issued for infringe- 
ments in the Blue Zone, of which 29,000 
were for absence of a disc and 19,000 for 
parking beyond the time permitted. Be- 
tween the start of the scheme in November 
1957 and the end of March 1959, over. 1.1 
million tickets had been issued, with a 
peak of 104,000 in the month of December 
1958. This represents some 2,500 every 
weekday, from which it is estimated that 
about £4 million ver year is being collected 
in fines from the motorist. These figures 


suggest that the scheme is very far from 
being self-enforcing. 
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GOVERNMENT POLICIES AND 
BUILDING 


Building Material 


HE National Council of Building 

Material Producers have published 

the following statement of policy, 

setting out their views with regard to 

national planning policies affecting the 
building materials industries:- 

Nearly 10 years have passed since the 
National Council of Building Material 
Producers last published its policy for 
building. During this time changes have 
taken place which call for a reappraisal 
of the Council’s views to bring them into 
line with the new circumstances, Rigid 
physical controls, such as those setting a 
ratio between private and local authority 
housebuilding and the system of licensing 
for repair and maintenance, have been 
ended, while the concept of maintaining 
a “Reserve” of specific building projects 
held in readiness to put into operation 
when serious national unemployment 
threatens has been abandoned by the 
Government on the grounds of imprac- 
ticability. 

Nevertheless, the level of building 
activity remains subject to broad direction 
by the Government. In the private sector 
this is achieved by the incidence of 
economic policy for the time being upon 
the general level of capital investment; in 
the public sector building activity is 
regulated by limitations imposed upon the 
amount of capital expenditure which the 
various spending agencies concerned are 
permitted to incur during each financial 
year. By these means, the Government are 
able to bring the building industry within 
the scope of their economic planning. 

It is axiomatic, therefore, that a change 
in economic’ circumstances, whether 
brought about either by external or by 
internal conditions, or by both in com- 
bination, will give rise to a re-shaping of 
economic policy and a consequential short 
term change in the pattern and/or the 
total volume of capital investment. It 
would thus be unrealistic to recognise the 
need for economic planning in principle 
and at the same time to resist any such 
changes in capital investment policy as 
the new economic plan may dictate. B.M.P. 
has, therefore, recognised that the Govern- 
ment may be right in szeking to change 
the level of building activity in the short 
term, either in individual sectors or in 
total, in some circumstances since the 
long term prosperity of the building and 
allied industries must in the final analysis 
rest upon a healthy national economy, 
with which the Government must be 
expected to be concerned. 


Unnecessary Decisions 


This is not to say, however, that B.M.P. 
is bound to support every attempt which 
the Government may decide to make to 
influence the course of short term trends 
in building activity. Inaccurate assess- 
ments by the Government of the current 
and future trends lead to unnecessary 
decisions of this nature, while the 
experience of the building materials 
industries in the post-war period shows 
that insufficient consideration has been 
given in the past to the time lag which 
normally takes place between the taking 
of a decision and its effect upon building 
Operations on the site and upon the 
production of building materials and com- 
ponents. Thus, restrictions may tend to 
affect the building materials industries at 
a time when re-expans:on of the remainder 
of the economy is returning; they are 
Maintained longer than the changing cir- 
cumstances justify; and their impact upon 
the supply industries is under-estimated. 

It is the importance of these aspects of 
economic planning which prompted B.M.P. 
to set up a special Forecasting Panel which 


Producers’ Views 


keeps under constant review the various 
factors likely to influence the future level 
of building activity. Furthermore, the view 
has long been held by B.M.P. that the 
productive capacity of the building labour 
force (whose numerical strength has 
changed only marginally during the past 
10 years or so) exercises its own limitation 
on the volume of building work which 


can be undertaken by the building 
industry. The general improvement in 
productivity, which should result from 


better organisation and the increasing us2 
of mechanical plant, should be relied upon 
to provide the year-by-year increase in the 
output of the building industry needed to 
keep pace with the general long term 
expansion of the nation’s economy, The 
need for new buildings of all kinds is 
sufficient to keep available building 
operatives fully occupied for many years 
to come, and any official policy designed 
deliberately to reduce the output of the 
industry bzlow the maximum level at 
which it is capable of operating is wasteful 
in itself, causes building costs to rise, and 
thus nullifies the benefit of improved 
productivity which has already een 
achieved. 


Effects on Materia!s 


As regards building materials, the 
effects are similar. The impact of a sudden 
decline in the rate at which new buildings 
are started varies considerably between 
different products in timing, but not in 
degree. In some industries, particularly 
those whose products ar2 used in the 
early stages of construction, demand 
collapses almost overnight; for other 
products, the decline takes place at a 
later date; but throughout the whole range 
of industries production planning is dis- 
located. It should be pointed out that, 
because the volume of building which is 
under construction at any one time acts 
as a shock absorber, cushioning the con- 
structional sid2 of the building industry 
against the full effects of short term 
changes in building policy, such changes 
react more sharply upon the order books 
and production programmes of _ the 
materials producers, Unpredictable changes 
in demand undermine the confidence of 
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management when contemplating the need 
for future expansion of capacity, dampen 
the enthusiasm of the labour force and 
encourage trained workers to seek greater 
security of employment in other industries. 
Experience has also shown that the 
subs2quent re-expansion of building ac- 
tivity which follows a period of artificial 
restriction is frequently accompanied by 
supply difficulties in respect of materials 
such as bricks required in the first stages 
of construction. Any organisation which 
claims to represent the interests of the 
building materials industries cannot, there- 
fore, lend its support to changes in official 
investment policy unless it can confidently 
feel that in all the circumstances such 
action by the Government is fully justified. 


Co-operation With Government 


The National Council of Building 
Material Producers has always attached 
considerable importance and value to the 
regular meetings which take place with 
representatives of the Ministry of Works. 
These meetings, which officials from other 
Departments concerned with building 
frequently attend, provide B.M.P. with the 
opportunity to draw the conclusions 
reached by its Forecasting Panel to the 
notice of the Government and thus ensure 
that the latter are kapt fully informed 
of the views of the building materials 
industries concerning the current and 
future levels of building activity and of 
demand for building materials. In addition, 
the Minister of Works has_ always 
personally been prepared to meet rep- 
resentatives from B.M.P. when the Council 
has felt that such a meeting should take 
place. 

B.M.P. will continue to promote this 
co-operation in the firm belief that con- 
tinuing liaison between Government and 
industry is essential. In this way the fullest 
use can be made by the Government of 
the knowledge and experience of those 
engaged in the industry in ensuring that 
economic planning decisions are taken in 
the best national interest. 


L.M.B.A. ANNUAL GENERAL 
MEETING, 1961 


The annual general meeting of the 
London Master Builders Association will 
b> held at the Park Lane Hotel on 
Tuesday, January 24, 1961. The guest of 
honour at the luncheon following the 


meeting will be Mr. Richard M. Thompson, 
Parliamentary Secretary to the Ministry of 
Works. 


An artist's impression of Matthew Hall House, the new headquarters of Matthew Hall 
and Co., Ltd., whose move is scheduled to be completed by the end of the year. The 
building will accommodate an administrative and drawing office staff of over 1 000 
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Talking of Safety 


by 


be my local paper this week there is 
an account of how two demolition 
men, hearing strange noises in the 
basement of a building they were 
demolishing, went to investigate, and 
found a_ weil-developed crocodile 
lurking in the debris. 

The men naturally left the basement 
with some haste, and one may assume 
that they then consulted Building Regula- 
tion 79 (Demolition of Buildings) for 
further instructions, but without much 
success. The explanation of that astonish- 
ing yet factual event is, as usual, simple 
and something of an anticlimax. The 
creature had escaped from a fairground 
menagerie which had parked on an 
adjacent plot of waste land during the 
night. The owners quickly came and took 
it away. 

Demolition work is one of those decep- 
tive occupations that looks easy until you 
try it. There are special skills involved, 
also the need of a good deal of first hand 
experience. In many cases, tasks can only 
proceed with safety after careful considera- 
tion of all the circumstances, and occa- 
sionally this demands more than a nodding 
acquaintance with the theory of structures. 

Perhaps this is leading us far away from 
those jolly pictures we have all seen of 
a demolition worker standing on _ the 
tottering remains of a high wall, while he 
blithely hacks away the brickwork be- 
neath his own feet. We may even be 
reminded of something like this when we 
walk down the street, and pause to watch 
a gang of men working high up on the 
walls of an old building, carefully loosen- 
ing the joints, and tumbling the material 
into the dusty depths. If they are doing 
this job properly they will be working to 
a set plan. They know the drill, and by 
taking a reasonable amount of care they 
will get by without a scratch. 

“ Dragee,” who is a_ practising safety 
engineer, would welcome subjects for dis- 
cussion in this column. All names of persons 
mentioned in these discussions are entirely 
fictitious. Questions of law are expressed as 
the author’s personal opinions and are not 
claimed to be authoritative.—EpiTor. 
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“ DRAGEE ” 


Ditticulties of access and foothold are 
only part of the perils of a demolition job 

even when weather conditions are taken 
into account. There are the dangers which 
arise from the sudden failure of decayed 
material, or the striking of hidden service 
pipes or power cables, or unexpected 
stresses causing the sudden twisting or 
collapse of the structure. Swirling dust 
may bring temporary blindness. There 
are many traps: concealed openings, pits 
filled with water, inadequately braced 
arches, 

I was discussing this interesting subject 
with a man called Albert Davies, who had 
been given the task of pulling down an 
old factory building, to make way for 
an extension to a large chemical plant. 
Albert was a fairly new man to us. He 
had brought with him a good deal of 
experience of demolition work, although 
I soon found that his knowledge of the 
building regulations was exceedingly thin. 


“It’s not my business to try to teach 
you your job,” I said. ‘My duty is simply 
to see that the work is done safely and 
in accordance with the regulations.” He 
nodded and I went on: “The first thing 
the Company has to do is to appoint a 
competent person to take charge of the 
work—that’s you, of course—and then we 
put up a kind of proclamation on the site 
stating that in accordance with Building 
Regulation 79 (2), Mr. Albert Davies has 
been appointed to supervise the demoli- 
tion of No. 1 boiler house, fuel store and 
compressor plant.” 

“What happens if some other con- 
tractors are working on the same job?” 
Albert asked. 

“Well, assuming they're tackling indi- 
vidual parts of the job, they can do one 
of two things. Either they agree to 
appoint one competent person to supervise 
the whole of the work, or else each con- 
tractor appoints a competent person to 
take charge of a separate section, in which 
case the contractors have to make sure 
that joint consultations are held between 


all the appointed persons before work 
commences, Either way, the idea is the 
same: to prevent accidents happening 





ihe 


“Now, perhaps, you'll make some resolutions about doing the job properly!” 
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through failing to realise what the other 
chap’s doing.” 

“Fair enough” said Albert, 

“The next thing we have to consider 
is the question of live mains—electricity, 
water, gas, and so on.” 

“That’s the usual Albert 
put in, 

“It is indeed, but in our organisation 
we go a little further than that. We ask 
our clients for authority in writing to 
commence the demolition work on a given 
date and at the same time we obtain a 
certificate stating that all mains are dead, 
If any of the services have to be preserved, 
that goes down in the document, too, 
with details of their location—and the 
same applies to underground drains and 
sewers, Drawings, sketches and copies of 
all the certificates will be sent to you by 
the erection department before you begin, 

“As you know, your men have all had 
experience of demolition work, but where 
there is any risk of collapse or other 
sudden danger, the work must be done 
under the immediate supervision of your- 
self or a competent chargehand. That’s 
a legal requirement. 

“And now I suggest we have a look 
over the job in case I’ve missed anything.” 

Albert thought that that was unlikely— 
but we went, just the same. 


routine,” 


BUILDING ESTIMATORS’ 
BRANCH INAUGURATED 


A meeting was recently held at War- 
rington to inaugurate the formation of a 
North Western Area branch of the Insti- 
tute of Building Estimators, covering North 
Wales, Cheshire, Lancashire, Westmorland 
and Cumberland. 

In welcoming the formation of the area, 
the national president, Mr. K. E. Hill, 
emphasised the aims of the Institute to 
further realistic tendering for building and 
civil engineering works by qualified and 
experienced personnel. With the increas- 
ing tendency towards pre-planning con- 
tracts on a fixed price basis, he said it 
was felt that the Institute’s policy of 
student training, with a view to ultimate 
membership of all bona-fide estimators, was 
essential to the future efficiency and 
prosperity of the building industry. _ 

At the meeting the following officers 
were elected: Chairman, F. H. Sullivan; 
vice-chairman, J. K. Hartley; hon. secre- 


tary, R. E. Gibbs; hon. treasurer, R. 
Sherratt. Committee: W. S. Greenhalgh, 
J. A. Higgins, C. W. Johnson, D. E. 
Preston. 


The next area meeting was arranged for 
2.30 p.m., Saturday, February 18, 1961, 
at the Patten Arms Hotel, Warrington. 


COMPARATIVE SCHOOL 
HEATING TESTS 


Heating by means of off-peak electricity 
is, by and large, not more expensive than 
c2ntral heating by solid fuel or oil, states 
a report recently published by The 
Electricity Council. 

The report, Utilisation Research Report 
No, 16, summarises comparative tests on 
heating school buildings by _ electric 
thermal-storage block-heaters and other 
methods which have been carried out 
in co-operation with the Ministry of 
Education using four pairs of schools in 
different parts of England. 

One school of each pair was heated by 
a hot-water radiator system and the other 
by block-storage heaters. Temperature and 
consumption records were obtained for 
one heating season and the comparative 
data was collated. 

Another conclusion reached is thal 
comfort conditions in the schools show no 
difference between those _ electrically 
heated and the other schools. 

Copies may be obtained 
the Information Officer, The 
Council, Trafalgar Buildings, 1 
Cross, London, S.W.1. 


free from 
Electricity 
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TWO NEW FACTORY SHELL ROOFS 
IN TIMBER 


———— hyperbolic paraboloid shells 
form the roofs of two new factories 

one for Calibrated Paper, Ltd., and 
one for Corsets (Silhouette), Ltd. 

The first of these roofs, at Petersfield, 
will eventually consist of seven sections in 
all. Two sections have already been built 
and a third section is under construction. 

Each section is a hexagen, made up of 
three rhombic shaped hyperbolic para- 
boloids, with sides 43ft. 9in. The hexagon 
measures 76ft. 6in. across the widest part 
and gives a covered area of 5,000 sq. ft. 
The roof is supported on reinforced con- 
crete buttresses which d» away with the 
need for tie beams. 

The shells are made up of three layers 
of T and G boarding, nailed and glued 
with “Casco” casein glue, The edge 
beams, which were fabricated on site, are 
glued with “Cascophen” resorcinol glue, 
both glues manufactured by Leicester, 
Lovell and Co. The roof is waterproofed 
with ‘“Evode.” 


The shell roof at the 


VISCOUNT CHANDOS TO SPEAK 
AT GUILD CONFERENCE 


The principal speakers at a one-day 
conference which the Engineers’ Guild is 


holding in London next March will 
include Viscount Chandos, chairman of 
A.E.I. The theme of the conference is 


“The Professional Engineer—His Employ- 
ment and Development” and the chairman 
will be Sir Hugh Beaver, M.LC.E., 
M.I.Chem.E., the president of the Guild. 

The conference is intended for managers, 
personnel officers and professional en- 
gineers, and copies of the programme can 
be obtained from the Secretary, Engineers’ 
Guild, Ltd., 201 High Holborn, London, 
Wh. 


BRITISH SCHOOL WINS 
MILAN AWARD 


The United Kingdom primary school, 
which formed the official British Govern- 
ment exhibit at the Milan Triennale, has 
been awarded the unique distinction of a 
“Gran premio con menzione speciale” by 
the International Jury. This is the highest 
award made at the Triennale. 

The school was designed by the county 
architect to the Nottinghamshire County 
Council, Mr. W. D. Lacey, A.R.I.B.A.. 
A.M.T.P.I., on behalf of the Ministry of 
Education and the Nottinghamshire local 
education authority. 


Architects for this factory were Carter, 
Salaman, McIver and Upfold, and Hume 
and Tottenham were consultants for the 
shell roof. The contractors were Gardner 
and Co. 


The second roof, which is at Market 
Drayton, consists of eight hyperbolic para- 
boloids, each 60ft. by 60ft. 

The shells are spaced 5ft. apart, with 
glazing in the intervals. Again, they are 
supported on reinforced concrete but- 
tresses. They are made up of four layers 
of T and G boarding, nailed and glued 
with an urea glue. The edge beams are 
glued with resorcinol glue, both glues 
manufactured by CIBA (ARL), Ltd. The 
roof is waterproofed with “Ruberoid.” 


Robert Townsend, A.R.I.B.A., was the 
architect for this factory and Hume and 
Tottenham were consultants for the roof. 
The general contractors were Boswells, 
Ltd., and the shell roof was manufactured 
and erected by Wheelers (Sudbury), Ltd. 





Petersfield factory 


CONCLUSIVE CERTIFICATE 
Matter Raised with A.M.C. 


A town clerk has raised with the 
Association of Municipal Corporations the 
question of the conclusiveness of the 
architect’s final certificate, even in relation 
to arbitration proceedings, and has pointed 
out that this certificate is conclusive with 
regard to defects which, though not 
apparent upon completion of the works. 
could have been ascertained during the 
course of their construction. He has 
inquired whether the Association would 
seek an amendment of cl. 24 (g) of the 
current R.1.B.A. form of contract. 

The Association’s Law Committee state 
that in their view, the architect’s final 
certificate must be regarded as conclusive 
for all purposes and they think that the 
provision in the current R.I.B.A. form on 
this point is intended to give effect to this 
view. 


EFFECT OF DESIGN ON 
SPEED OF BUILDING 


The question of the effect of design in 
the speed of building will be discussed 
in “Building Matters” on Tuesday, 
January 10, in B.B.C. Network Three. The 
guest speaker will be Raymond Mais, and 
the team will consist of C. Crichton, 
E. Mills and A. S. Jenkins, a consulting 
engineer. 
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STEVENAGE BY-PASS PROGRESS 
Statement by Contractors 


ENYING reports in some sections 

of the Press (not The Contract 
Journal) that work on the Stevenage By- 
pass had stopped, Martin Cowley, Ltd., 
the general contractors, state:— 

In view of site conditions brought about 
by abnormal adverse weather, the rainfall 
being the worst for 103 years, a winter 
working programme has been put into 
effect with the full agreement of the em- 
ploying authority. Certain items of plant 
are idle as a result of this revised pro- 
gramme, and in common with other con- 
tractors the company is having to work 
with increased overheads, due to the 
curtailment of certain works. 

We have received the agreement of 
Lt.-Col. C. H. ffolliott, B.A., M.LC.E., 
M.I.Mun.E., county surveyor, Hertford- 
shire, to suspend all motorway construc- 
tion on the Stevenage By-pass. However, 
we are still continuing with the construc- 
tion of the bridges and underpasses. 

We would state that by the end of 
September all bulk excavation works were 
completed and the general works were 
proceeding according to programme. 

All heavy earthmoving equipment has 
been taken from the site as the earth works 
are now complete, but plant for use in con- 
nection with motorway construction is not 
being employed at the present time. Prior 
to cessation of works a certain amount of 
dry lean concrete to the motorway sub- 
base had been laid, together with kerbing, 
etc. 

Although work on the motorway con- 
struction has ceased, we are, at present, 
concentrating on certain works on the 
roundabouts at each end of the job, 
together with bridge construction. This 
suspension of work caused the dismissal 
of a proportion of our labour force. 

Work commenced on site on June lI, 
1960, and the contract was expected to be 
completed by December, 1961. The work 
comprises 7} miles of motorway, together 
with twenty-three bridges and underpasses. 
It is anticipated that motorway construc- 
tion will recommence at the end of March, 
1961, with an increased labour force. 


MINISTRY OF TRANSPORT 
MOVE TO SOUTHWARK 


The Highways Department of the Minis- 
try of Transport have now moved to their 
new Offices at St. Chistopher House, South- 
wark Street, London, S.E.1. Copies of 
draft and made Orders and Schemes 
deposited for public inspection at the 
Department’s former offices at 21/37 Here- 
ford Road, London, W.2, are available at 
the new address. 

The London Traffic Management Unit 
and London Traffic Division moved from 
Berkeley Square House to St. Christopher 
House on the same day. 

The Minister and other senior officers 
together with the Inland Transport and 
Shipping Divisions will be moving from 
Berkeley Square House to St. Christopher 
House during January. 


R.LC.S. EDUCATION TRUST 


Applications Invited for Grants 


The 
of The 


Trustees of the Education Trust 

Royal Institution of Chartered 
Surveyors invite applications for post- 
qualification study or research in any 
branch of surveying. 

Applications from suitably qualified 
persons, who need not be chartered sur- 
veyors, should be accompanied by details 
of the proposed study or research and the 
relevant expenditure, and should be sent 
to the Honorary Secretary, the R.I.C.S. 


Education Trust, 12 Great George Street, 
Parliament Square, Westminster, London, 
S.W.1, by not later than February 8, 1961. 
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R.C.A. COUNCIL ENTERTAIN 
M.P.s 


NOR the third year in succession 
members of the Reinforced Concrete 
Association’s Council recently entertained 
12 Members of Parliament to luncheon 
at which the president, Mr. W. Kirby 
Laing, urged that every effort be made 
“to enable this country to remedy its 
present deficiency in the number of spec- 
tacular and exciting reinforced concrete 
structures.” 

In a_ discussion which _ followed, 
questions from M.P.s, answered by 
Members of the Council, included the 
following: 

What is stopping prestressed concrete 
being used more than it is? Mr. Cyril 
Blumfield: Nothing is stopping the use of 
prestressed concrete which is only a type 
of reinforced concrete, but it tends to be 
economical only in larger spans. 

Is it true that concrete gains strength 
steadily for many years but after 40 
years begins to deteriorate? Mr. F. S. 
Snow: Concrete does gain steadily in 
strength but it does not deteriorate after 
40 years. 

Are there any limitations as to the use 
of reinforced concrete? Mr. H. G. Cousins: 
There are limitations on the use of any 
material, In the case of reinforced concrete, 
however, the only limitation is that with 
very large bridges the most economical 
form of construction is a suspension bridge 
which essentially consists of a cable. Any 
other form of construction can be done in 
concrete, 

What is being done about surface 
finishes, particularly for our smaller 
buildings? There is a noticeable contrast 
in some countries between the texture 
obtained in dressed stone and that from 
concrete, which is often to the dis- 
advantage of concrete. Mr. P. H. T. 
Gooding: Probably the finest exhibition of 
concrete finishes in the world exists at 
the C. and C. A. Laboratories at Wexham., 
Work is now_ proceeding which is 
particularly concerned with concrete units 
and their finishes for the smaller structure. 


L.M.B.A. TECHNICAL TEACHER’S 
MEDAL 


The L.M.B.A. Technical Teacher's Medal 
and cheque for £25 was presented last week 
by the president, Mr. E. J. Cook, to Mr. 
Geoffrey John Fisher of Newcastle upon 
Tyne, at a meeting of the London Master 
Builders Association Council. 
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* BUTTERFLY’? TOWER FLATS 
AT WOOLWICH 


MVHE “Butterfly” design of a 14-storey 
tower block of flats at Woolwich 
gives each flat the maximum amount of 
natural ventilation and lighting and 
ensures privacy for the tenants. 

The block is one of four, which form 
part of a mixed development scheme for 
Woolwich Borough Council, When com- 
pleted the scheme will provide 279 
dwellings, giving a density of 141 persons 
to the acre. The site is to be landscaped 
to provide a communal open space with 
grass and trees, and will incorporate two 
specially designed play areas for young 
children. 

Each of the tower blocks rises to a 
height of 138ft. on piled foundations and 
is of reinforced concrete construction with 
flint lime brick facings. The complete 
contract, valued at £617,369, was started in 
July, 1959, and is scheduled for com- 
pletion by January, 1961. 

Norman and Dawbarn, 7 Portland 
Place, London, W.1, are the architects, 
and the main contractors are Wates, Ltd., 
1258 London Road, London, S.W.16. 


PROPOSED SITES FOR 
NUCLEAR POWER STATIONS 


The Central Electricity Generating 
Board have completed their investigations 
at Earnley, Sussex, and at Hamstead, Isle 
of Wight, for possible nuclear power 
station sites. 

They find that Earnley is technically 
unsuitable for development. Hamstead, on 
the other hand, is an excellent site, but 
because of the amenity value of the West 
Solent, the Generating Board are con- 
sidering an alternative way of providing 
more power in southern England at 
reasonable cost. 


ORDER FOR WOOD-WOOL SLABS 


A £25,000 export order for wood-wool 
slabs has been obtained by a Cementation 
subsidiary—Thermacoust, Ltd. 

The slabs, which are channel-reinforced, 
are to be used for the roofing of a jute 
mill being built in Kingston, Jamaica, by 
the Jamaica Industrial Development Cor- 
poration. The architects are Norman and 
Dawbarn, 


FOR THE DIARY 


Jan. 3 
Meeting of the Manchester branch of the 
Contractors’ Mechanical Plant Engineers, 
Nags Head Hotel, Jacksons Row, Man- 
chester, 2. 7.30 p.m. Technical Discussion. 


Jan. 10 
Meeting of the Institution of Civil Engi- 
neers at Great George Street, London, 
S.W.l. Paper: “The Loading of Light Rail- 
way Tracks”, by J. M. Kesson. 


Jan. 11 
Meeting of the Hants and Sussex branch of 
the Contractors’ Mechanical Plant Engi- 
neers, Black Dog Inn, Emsworth, Hants. 


Jan. 12 

Meeting of the Institution of Civil Engi- 
neers, Great George Street, London, S.W.1. 
Informal discussion, “Achievement of 
Economy by Improved Design and Materials 
for Track and Railway Structures”, intro- 
duced by F. J. J. Prior, A. C. Edrich and 
J. S. Campbell. 


Meeting of the Institution of Structural 
Engineers at 11 Upper Belgrave Street, 
London, S.W.1, at 6 p.m. Paper: “The 
Structural Use of Aerated Concrete”, by 
A. Short. 


Jan. 13 


Meeting of the Birmingham branch of the 
Institution of Plant Engineers, Imperial 


Hotel, Birmingham. “Survey of Single 
Bucket Excavator Development” by Mr. 
T. Broughton of Ruston Bucyrus, Ltd. 


Jan. 17 
Meeting at the Institution of Civil Engi- 
neers, Great George Street, London, S.W.1. 
Paper: “A Civil Engineer and Town Plan- 
ning”, by S. G. Wardley. 


Jan. 18 
Meeting of the Reinforced Concrete Asso- 
ciation at 11 Upper Belgrave Street, 
London, S.W.1, at 6 p.m. Paper: “Structural 
Analysis and _ Digital Computors”, by 
J. Munro and A. Edwards. 


Jan. 23 
Meeting of the County of London branch 
of the Faculty of Building, The Building 
Centre, London. 7. p.m. Practice Arbitra- 
tion. 


Jan. 26 
Meeting of the Institution of Structural 
Engineers at 11 Upper Belgrave Street, 
London, S.W.1, at 6 p.m. Paper: “The 
Design and Construction of Extension to 


British European Airways Engineering 
Base at London Airport”, by P. B. Edwards. 
Jan. 28 


Annual dinner and dance of the London 
branch of the Contractors’ Mechanical Plant 
Engineers, Criterion Restaurant, Piccadilly. 
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L.C.C. TO SET UP ROADS 
COMMITTER 


HE setting up of a committee of 12 
members, to be known as the Roads 
Committee, has been recommended by the 
General Purposes Committee of the 
LC. 

Included in the order of reference of 
the new committee will be “matters relat- 
ing to the road system of London, jn- 
cluding the provision, construction or 
improvement of roads, subways, bridges, 
tunnels and ferries, traffic engineering 
matters and matters affecting the general 
provision of car-parking in relation to the 
road system,” 

A considerably increased London road 
programme is in prospect in view of the 
hope expressed by the Minister of Trans- 
port that the Council would move as 
rapidly as possible to increasing expendi- 
ture on roads to an average of at least 
£10 million a year. The new committee 
will take over this work from the Town 
Planning Committee. 


WAGE INCREASE FOR BUILDERS 
Reduction in Working Week 


An official announcement is expected 
shortly on a wage and hours agreement 
for building workers. It is understood 
that from next October building operatives 
will receive a wage increase of 6d. per 
hour, or about 10 per cent., and the work- 
ing week will be reduced from 44 to 42 
hours. This increase will be in addition 
to the $d. an hour which the building 
workers will get in February under the 
sliding scale based on the index of retail 
prices. 


SOIL MECHANICS SOCIETY FOUND 
RANKINE LECTURE 


The British National Society of Soil 
Mechanics and Foundation Engineering 
announce the founding of an annual 
Rankine Lecture. 

The inaugural lecture will be delivered 
by Professor Arthur Casagrande, of 
Harvard University, at the Institution of 
Civil Engineers in London on January 25, 
1961. The title of his lecture will be 
“Analysis and control of seepage for 
dams.” 

The Rankine Lecture will be delivered 
alternately by lecturers from outside the 
United Kingdom and at home. 


@Obituary 


It is with regret that The Contract 
Journal records the death of the following: 

Mr. R. H. Aisher, director of The Marley 
Tile (Holding) Co., Ltd., and second son 
of the company’s founder. He joined the 
family business at the age of 16, when it 
was still concerned with house building 
and had only just started making roof 
tiles. Together with his father and two 
brothers he played a major part in the 
development of the business and although 
his interests were concerned with all the 
group’s activities, he devoted most of his 
time to selling. 

Mr. James Gilbert Taylor, C.B.E., 
M.LC.E., A.M.I.Mun.E., the Ministry of 
Transport’s divisional road engineer for 
the North Eastern Division since 1945. 
Mr. Taylor became an articled pupil to the 
Stafford Borough Engineer in 1914 and 
joined the Royal Engineers in 1915. He 
returned to municipal engineering after the 
first World War and joined the Ministry 
of Transport in 1923. From 1942 to 1944 
he served as divisional road engineer. 
Eastern Division, on a war-time basis and 
returned to headquarters for a short period 
during 1945. 

Mr. Robert Morton Atkinson, aged 71. 
chairman of Sulzer Bros, (London), Ltd. 
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Trade and Company News 
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POWER BARROW DESIGNED ON 
HOVER PRINCIPLE 


ESIGNED for use over thick mud, 

rubble and uneven surfaces, a 
barrow which rides on a cushion of air 
has been developed by the Drewery 
and Drewery organisation, Station 
Road, Sidcup, Kent. 


The Hover-Barrow, as it is to be called, 
is the result of three years’ experimental 
work, and was built from scrap materials. 
Capable of lifting about 400Ib., it has been 
in actual use on a building site at Rainham, 
Kent. 


Power is derived from a small, single- 
cylinder, air-cooled engine, which is 
centrally mounted, Basically the machine 
consists of the load platform and an 
inverted bowl with a curtain around the 
rim, Handlebars are provided for pushing, 
and operation and control are extremely 
simple. 

The inventor of the barrow is Mr. 
Edward Drewery, principal of the Drewery 
and Drewery organisation. It is under- 
stood that several large concerns are 
interested in producing the machine under 
licence. The prototype is shown in the 


In operation, raised off the ground 


PROPERTY DEVELOPMENT 
AGREEMENT 


A property development agreement has 
been signed between B.K. Developments, 
Ltd., and The Scottish Widows’ Fund and 
Life Assurance Society. B.K. Develop- 
ments is a new company equally owned 
by Bovis Holdings, Ltd., and Highland 
Engineering, Ltd., with Mr. Harry Vincent 
of Bovis Holdings, Ltd., as chairman and 
Mr, Peter M. Kaye of Highland Engineer- 
ing Co., Ltd., as managing director. 


The constructional work will be carried 
out by companies of the Bovis Group and 
the completed properties will be owned by 
The Scottish Widows’ Fund. 


SPURLING TO SELL LISTER 
EQUIPMENT 


Spurling Motor Bodies, Ltd., The Hyde, 
London, N.W.9, have signed an agreement 
with R. A. Lister and Co., Ltd., Dursley, 
Glos, which makes them sole agents for 
Lister equipment over a large part of the 
county of London, and the whole of 
Middlesex and Essex. 


accompanying photographs taken recently 


at the Rainham housing site. 





Close-up of the Hover-Barrow, showing 
top of engine and loading platform 


At rest, with the base curtain collapsed 


QUICK CLEANING OF 
PNEUMATIC TOOLS 


All types of pneumatic tools can _be 
cleaned and lubricated on site without dis- 
mantling by the use of the Pneuclean 
Cleaner-Oiler, which is being marketed by 
Jasons (Spares), Ltd., Windsor Street, 
Chertsey, Surrey. 

This system uses standard solvents and 
thin oils, and incorporates a tank of 3.9 
gallons capacity. The complete cycle time 
for cleaning and lubricating the average 
pneumatic tool is about three minutes and 
the fluid may be recovered, strained and 
used again. The maximum working pres- 
sure is 140 p.s.i. and the pressure con- 
tainer is made from non-corrosive metal. 


MONK METAL WINDOW CO., LTD. 


Relay Exchanges, Ltd., have purchased 
the assets and goodwill of Monk Metal 
Window Co., Ltd., as a going concern. 

The business, it is stated, will be carried 
on by a subsidiary company of Relay 
Exchanges, probably named “Monk Metal 
Windows (1960), Ltd.,”’ and will continue 
under the management of Mr. Langston. 
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U.K.’s FIRST POLYPROPYLENE 
PLANT 


HE first plant in this country for the 

bulk manufacture of polypropylene, at 
Wilton Works, Yorkshire, is now in pro- 
duction for the plastics division of 
Imperial Chemical Industries, Ltd. With 
a capacity of 11,000 tons a year, it will 
manufacture I.C.I.’s brand of polypro- 
pylene, known as Propathene. 


Polypropylene pipe can be extruded 
from conventional equipment, and in 
the chemical field many applications for 
tubing may be found. A large potential 
field is in domestic plumbing, the tem- 
perature resistance of Propathene enabling 
it to be considered for both hot and cold 
water systems. However, state the manu- 
facturers, very thorough testing is re. 
quired and problems of resistance to 
oxidation and of structural stability at 
high temperatures still have to be investi- 
gated before polypropylene tube can be 
considered for this purpose. 


“SPARK PUMP” REPLACES 
IGNITION SYSTEM 


The first production engine to use a 
“spark pump” in place of the conventional 
ignition system was shown at the recent 
Smithfield Show by the Lambretta/Trojan 
Organisation, Purley Way, Croydon. It is 
the new Clinton industrial engine made by 
The Clinton Engine Corporation of the 
United States, 

The spark pump is based on a 
phenomenon known as piezoelectricity. It 
produces a spark without make-and-breaks, 
coils and condensers, and works inde- 
pendently of batteries and flywheels. The 
heart of the device consists of two tiny 
rods of a ceramic material known as PZT. 
It is called a spark pump because it 
produces a spark of up to 30,000 volts 
every time it is squeezed. With a simple 
timing switch and a sparking plug it forms 
a complete ignition system for a_ small 
motor, 


COMPRESSED AIR CONCRETE 
TRANSPORTER 


Machinery (Continental), Ltd., 42 Park 
Street, London, W.1, are now marketing a 
smaller version of their Placy equipment 
which transports concrete or mortar by 
compressed air. This new version, known 
as the Lancy, is made with capacities of 
44 or 63 cu. ft. It comprises a specially 
designed hopper, which is connected to 
a compressor, and a flexible pipeline for 
placing small aggregate mixes over 
distances or for spraying. 


The flexible plastic piping allows the 
equipment to be used in confined spaces 
such as on tunnel lining. A recent appli- 
cation has been the spraying of concrete 
to surface a semi-underground reservoir. 


HIGH TENSILE ELECTRODE 


A new “low hydrogen” high tensile elec- 
trode giving a high metal yield for carbon 
and low alloy structural steels, has been 
introduced by Eutectic Welding Alloys 
Co., Ltd., North Feltham Trading Estate, 
Faggs Road, Feltham, Middlesex. 

This Eutectrode 66 may be easily ap- 
plied, without undercutting. Metal is 
yielded at a rate of between 115 and 120 
per cent., and slag is quickly removed by 
chipping. It has been developed for 
assembling and overlaying, for fabricating 
and repairing steels up to 38 T.S.I. Its 
mechanical properties are: Yield point— 
27 tons p.s.i.; tensile strength—34 tons 
p.s.i.; elongation (1=5d)—30-35 per cent.: 
reduction in area—75-80 per cent.; hard- 
ness (Brinell)—150-180. 
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NEW COMPANIES 


The undermentioned particulars of new 
companies recently registered are taken 
from the daily register compiled by Jordan 
and Sons, Ltd., company registration 


agents, 116 Chancery Lane, London, 
W.C.2:— 

E. H. Thorne, Ltd., Beehive Works, Louth 
Road, Wragby, Lincoln, builders. £2,000. 
Directors: Leslie L. Thorne and Mrs. Joan 
Thorne, Highfield, Louth Road, Wragby, 
Lincoln. 

William Anderson and Sons (Pakenham). 
Ltd., public works contractors. £1,000. 
Directors: William Anderson and Mrs. B. 


Anderson, Nosredna, Mill Road, Pakenham, 
Suffolk. 

Maloney and Blundell and Co., Ltd., 96 
West Derby Road, Liverpool, 6, builders. 
£1,000. Directors: Francis Maloney and 
Norman Blundell, 127 West Derby Road, 
Liverpool. 

H. Burnell (Torbay), Ltd., 42 Palace 
Avenue, Paignton, builders. £1,000. 
Directors: Harold Burnell, 19 Belmont Road. 
Brixham; Edmund C. F, Parr, 8 Rowcroft 
Road, Paignton. 

Brian Wildy, Ltd., 13 Goldwell Road, Thorn- 
ton Heath, builders. £100. Directors: Alan 
Lee, 106 Outran Road, Croydon; Brian Wildy 
28 Colliers Water Lane, Thornton Heath. 


W. A. Robinson (Builders), Ltd. £100. 
Directors: William A. Robinson and Mrs. 
Audrey E. Robinson, 23 Long Row, Hors- 


forth, Yorks. 

Thomas Bell and Co. (London), Ltd., 40-43 
Chancery Lane, W.C.2., builders. £100. 
Directors not named. Subscribers: Valerie 
A. Creasy, 7 Peters Close, Stanmore, Middx.; 


Sylvia M. Davies, 77 Richmond Avenue, 
N.1 (secretary). 
Crowborough Building and Development 


Co., Ltd., Broadway Chambers, Crowborough, 
Sussex. £100. Directors: Henry R. Beesley, 
(permanent) and John T. Beesley, Ubique, 
Five Ashes, Mayfield, Sussex; Wm. H. Beesley, 
Co. Ltd., Broadway Chambers, Crowborough. 

Coalpit Heath Concrete Products, Ltd. 
£100. Directors: John Hook and Dorothy 
Hook, Little Green, Pucklechurch, near 
Bristol. 

Connah’s Quay Concrete Co. Ltd., 
Connah’s Quay, Flints. £2,000. Directors: 
John L. Prince, Two Jays, Bryn Newydd, East 
Avenue, Prestatyn, Flints.; Henry R. Mus- 
grave, Spindrift, Beach Road East, Prestatyn; 
Mrs. Elizabeth J. Prince and Mrs. Jill 
R. Musgrave. 

Tanfield Building 
Directors: Donald 


Co., Ltd. £1,000. 
Anderson, Greenslates, 
Tanfield, Parbold, near Wigan; Thos. P. M. 
Evans, Villa Maria, Tabor Heights, St., 
Brelade, Jersey; James Anderson, Brae Side, 
Tantield, Parbold, near Wigan. 


Batchworth Contractors, Ltd., 90 Leeds 
Road, Oulton, near Leeds. £100. Directors: 
Joseph Laffoy, 111 Barnsley Road, Darfield, 
Barnsley; Patrick W. Gough, Donnybrook, 
Kewferry Drive, Northwood, Middx. 

Allen and Crossman, Ltd., Jayes Works, 
Viables Lane, Basingstoke, builders, £1,000. 
Directors: Herbert J. Allen, River Gardens, 
Sherfield-on-Loddon; Raymond A. Crossman, 
Cedar Gables, Sherfield-on-Loddon. 

E.C.Y. (Construction), Ltd., 12 Rivershill 
Gardens, Hale Barns, Altrincham, structural 
engineers and contractors. £2,000. Directors: 
Eric G. Yarwood, 12 Rivershill Gardens, 
Hale Barns, Altrincham; Colin Yarwood, 4 
High Elm Road, Hale Barns, Altrincham. 


Bassett and Sons (Contractors), Ltd., 
builders. £1,000. Directors: Ronald A. E. 
Bassett and Eileen P. Bassett, 40 Mount 
Road, Newhaven, Sussex. 

P. H. G. Chapman, Ltd., 22 Dunstable 
Road, Luton, builders. £100, Direciors: 


Peter H. G. Chapman and Mrs. Frances M. 
Chapman, 94 Stoneygate Road, Luton. 

Kenbro, Ltd., 210 Thessaly Road, S.W.8, 
builders. £100. Directors: Ronald C. Kent, 
36 Juer Street, S.W.11; Leslie A. Kent, 2 
Juer Street, S.W.11. 

H. J. Morgan (Builders), Ltd. £4,000. 
Directors: Harold J. Morgan and Patricia A. 
Morgan, Perrans, Main Road, Colden 
Common, near Winchester. 

S. C. Marsom and Sons, Ltd., 61 High 
Street, Canvey Island, Essex, builders. £1,000. 
Directors: Samuel C. Marsom, 69 High 
Street, Canvey Island; Frederick S. C. 
Marsom, Breedene, Central Wall Road, 
Canvey Island, Essex; Paul R. Marsom, 17 
Sweyne Avenue, Southend, Essex. 

Greenhill Homes, Ltd., 39 Collins Bridge 
Road, Herne Bay, builders. £10,000. Directors: 
Robert W. Berry, Branscombe, 14 Albion 
Lane, Herne Bay; Douglas Pettman, Nyumba, 
63 Fleetwood Avenue, Herne Bay; Arthur F. 
Fletcher, 37 Ridgeway, Herne, Herne Bay. 

S.J.B. Building Co., Ltd. £500. Directors: 
Sidney G. Booth, 37 Beechcroft Avenve, 
Croxley Green, Herts.; Wm. H. Rawlings, 174 
Aylesbury Road, Bierton, Aylesbury, Bucks. 

George Knight (Kettering), Ltd., builders. 
£5,000. Directors to be appointed by sub- 
scribers. Subscribers: Alfred T. Knight, 19 
Commercial Road, Kettering; Mrs. Olive M. 
Knight, 19 Commercial Road Kettering. 


Ashlands Building Co., Ltd. £2.000. 
Directors not named. Subscribers: John H. 
Charles, 41 Clare Avenue, Porthill, New- 


castle, Staffs. (clerk); Maureen D. Binns, 275 
Princes Road, Hartshill, Stoke-on-Trent 
(secretary). 


Bell Properties (Construction), Ltd., £100. 
Directors not named. Subscribers: Horace 
W. Dyason, 40 Kenilworth Road, Ealing, 


W.5 (clerk); Jean E. Way, 113 Buxton Lane, 
(secretary). 


Caterham 





Following its introduction at the recent Public Works Exhibition, Leverton of Leeds, Ltd., 
announce that the first British-built Caterpillar D8H tractor with power shift transmission 


has been delivered to Cafferata Co., 
quarries. 


Ltd., of Newark, for operation in 


Seen in the photograph (left to right), are Mr. M. Gawthrop, quarry manager 


their gypsum 


of Cafferata Co., Mr. W. Wilson, company secretary, Cafferata Co., Mr. D. Dolan, sales 
representative, Levertons of Spalding, and Mr. T. M. S. Winlield, Levertons’ areca manager 
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NEW B.S.A. OVERHEAD-VALVE 
ENGINE 


The B.S.A. Power Unit Division, 
Birmingham 11, have introduced a new 
120 c.c. overhead-valve engine—the 120B, 
This is a four-stroke unit, with iron alloy 
integral crankcase body and cylinder cast- 
ing, aluminium alloy cylinder heads, and 
aluminium alloy crankcase end-cover, 

Shell bearings are used throughout in 
conjunction with a forged steel connecting 
rod and one-piece forged steel crankshaft, 
The overhead valves are operated by push- 
rods actuated from the camshaft, and 
lubrication from the 14-pint sump is by 
oil mist. 


The flywheel magneto is _ shrouded 
against the ingress of dust and dirt, and 
the whole of the Solex central-float 
carburettor is enclosed in a special air- 
cleaner, which protects not only the 
carburettor air intake, but also the jets and 
operating mechanisms of the carburettor 
itself, 

The design enables high power per c.c, 
to be produced, and 3.2 b.h.p. is available 
at 3,600 r.p.m., with a very shallow torque 
curve down to 2,000 r.p.m. The power/ 
weight ratio of the engine has been 
improved by 73 per cent., compared with 
the B.S.A. side-valve of equal capacity. 

Several versions of what is fundamentally 
the same basic engine are available. The 
O.H.V. 120C is suitable for close-coupling 
and is also sold with a _ mechanical 
governor in place of the air vane type 
normally fitted. All models can be 
supplied with electric and recoil starters 
and remote cable controls, and are avail- 
able for operation on petrol, T.V.O., power 
paraffin, or propane and butane gas. 

Taper shafts are available for generator 
work, and all models are interchangeable 
in mounting dimensions with comparable 
American units. U.N.F. threads are used 
where applicable on output shafts and in 
mounting-hole tappings. 


CONCRETE CORE LENGTH AND 
DIAMETER INDICATOR 


An American indicator for measuring 
the length and diameter of drilled concrete 
cores to be used for testing has been 
introduced by Soiltest, Inc., 4711 W. North 
Avenue, Chicago, 39, 

The indicator has an indexing rotary 
table on which 4in. or 6in. diameter con- 
crete cores are placed. This table locks 
into eight positions for measuring the core 
length up to 12in, and also locates at the 
two positions required for diameter 
measurements, The dial indicators lock 
in proper measurement position. 

The portion of the indicator for 
measurement of diameter is detachable, 
thus making two independent measuring 
units for diameter and length. 


WATERPROOF MASONRY 
COATING 


A new waterproof masonry coating is 
being marketed under the name of 
Colorshield by C. R. Averill, Ltd., Alyn 
Mills, Caergwrle, North Wales. 

The coating consists of two separate 
materials, the first of which to be applied 
is the base coat. This is water-thinned and 
provides a smooth, matt, opaque colouring 
over bricks, concrete, asbestos cement and 
renderings. The shield coat, which is 
applied on top of the base colour, is 4 
colourless solution which contains silicone 


resins, and provides complete water- 
proofing to the fabric of the building, 
while still permitting the masonry to 
breathe. 


Colorshield is available in white, and a 
range of 10 standard colours, but can be 
supplied in almost any shade. Four dark 
roofing shades are also included for use 
on asbestos cement roofs. 
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STEAM TURBOPUMP FOR BOILER 
FEED SERVICES 


OR _ industrial premises which 

generate their own power, Pulso- 
meter Engineering Co., Ltd., Reading, 
are now producing a steam turbopump 
which is designed for continuous opera- 
tion at 5,000 to 10,000 r.p.m. Known as 
the Pacific, it is built under licence from 
Pacific Pumps, Inc., of California. 

A self-contained unit combining a steam 
turbine, driver and centrifugal pump, it 
occupies considerably less space than the 
conventional solid casing pump and pro- 
vides a wide range of 
steam ___ pressures, 
steam temperatures, 
exhaust pressures, 
pump capacities and 
heads. Instant start- 
ing is possible with- 


out preheating of 
either turbine’ or 
pump. 


Power for mechani- 
cal work can first be 
extracted from. the 
steam by the turbine 
and the clean, oil-free 
exhaust steam can 
then be used for pro- 
cess work, feed water 
or other heating, or 
condensed for feed 
water. Steam seals 
eliminate conven- 
tional packing. 

The pressure lubri- 
cated shaft bearings 
become _ hydrody- 
namic at surface 
speeds of 4,000ft. per 
minute. The shaft 
then floats on an oil 
film and does not 
make metallic contact 
with the bearing 
surface. 


The pump is a single-stage impulse unit, 
equipped with a centrifugal type speed 
governor, automatic overspeed trip, hand 
trip and hand reset. It is of the single- 
stage diffuser type with single inlet im- 
peller. Turbine bucket wheel and pump 


impeller are mounted on a common shaft 
which is supported in two pressure lubri- 
cated sleeve-type bearings. 
The bedplate measures 3ft. 4in. x lft. 
hin., and the overall size is 4ft. 6in. x 
3ft. I4in. x 4ft. Ofin. high. Total weight 
is 25cwt. 





A Pacific steam turbopump on test in the 


Pulsometer works 


WOODWOOL FORMERS IN NEW 
LIGHTWEIGHT FLOORING 


SYSTEM of reinforced concrete 
41 floor construction has been de- 
veloped which is similar in principle 
to hollow pot flooring, but uses hollow 
woodwool formers instead of pots. 
These formers have projecting lips on 
their base which act as a substitution 
for slip tiles. 
Patented by Con- 
crete Structures, Ltd., 
Halifax, in associa- 
tion with Neolith, 
Ltd., Newcastle upon 
Tyne, the system pre- 
sents a uniform 
woodwool soffit, 
which provides a 


Suitable surface for 
plastering, The 
thermal and sound 


insulating properties 
are said to be su- 
perior to other forms 
of concrete floor. 
There are five basic 
units of the system. 
These can be permu- 
tated to give an over- 
all floor depth rang- 
ing from 4in, to Llin. 
Special nailable form- 
ers increase the range 
from 12in. to 24in. 
Overall depth, 


The woodwool units are placed side by 
side on to either telescopic floor centres 
at 2ft. centres or on to timber battens at 
3ft. centres and placed at right angles to 
the length of the units. The reinforcement 
is then placed on a special safety clip and 
bar spacer in the ribs, and the requisite 
amount of concrete infill to beams and 





Placing the woodwool units during a 
recent demonstration 
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TWIN BUCKET WEIGHBATCHER 
IMPROVED 


HE Forward twin bucket weighbatcher, 

sold by Thos. W. Ward, Ltd., Albion 

Works, Sheffield, has been re-designed 
with several improvements, 


_ The frame, previously of angle iron, 
is now constructed from rectangular steel] 
tubing with smooth, radiused corners, and 
to each dial has been added a Taring ring 
with four variable Taring pointers which 
can be preset to indicate required weights. 
The dials themselves are carried in a 
bridge section which can be detached and 
packed into one of the two skips. 


SNOWPLOUGH WITH HYDRAULIC 
LIFT 


William Bunce and Son, Ashbury, 
Swindon, Wilts., have developed a new 
two-wuy snowplough blade which may be 
fitted to any tractor with hydraulic lift. 

Shaped to ensure a rolling action, the 
blade may be 22in. or 33in. deep and 
10ft. or 8ft. long. It remains in the same 
plane whether it is in the working position 
or raised, and can be raised or lowered 
from the driver's seat. Patent tripping 
blades are fitted to the blade, which may 
be angled to the left or right. An articu- 
lated mounting ensures that it follows the 
road contours. 


BOWMAKER SERVICE INSPECTION 


Bowmaker (Plant), Ltd., Bridgtown, 
Cannock, Staffs. have introduced a 
Service inspection scheme to give their 
customers a current picture of the 
mechanical condition of their Caterpillar 
machines. 

Service inspectors will instruct opera- 
tors in the proper care of the machines, 
carry Out minor adjustments and prepare 
a comprehensive inspection report. A 
standard charge of £5 per inspection will 
be made, irrespective of the location of 
the machine. The normal warranty 
Inspection On new and rebuilt machines 
will still be carried out free of charge. 


screed is then placed in position. The 
result is a series of reinforced concrete 
“T” beams 5in. wide at 2ft. centres, the 
depth of the “T” head being sin. 
minimum. 

The dead weight is a little lighter than 
that of the conventional hollow type floor, 
resulting in a steel reinforcement saving 
in the floor itself, supporting beams, 
columns, and in foundation bases. The 
formers can be varied to form compression 
heads for “T” beams and also to accom- 
modate services both with the span and 
across the span; the latter are located 
some 2in. below the surface of the slab. 
A 4in. solid make up piece enables creep 
to be taken up in the units. The same 
units are used for making up to brick- 
work, precast or in-situ frame work. A 
handsaw may be used to cut the units to 
shape. 

The formers are supplied normally in 
6ft. lengths, but they can be supplied or 
cut on site into such lengths that a two- 
way span system can be used. They are 
sold as: (a) units only; (b) design and 
supply of units; and (c) design, supply 
and erection. 


ZWICKY TO MAKE VIKING PUMPS 


Zwicky, Ltd., Buckingham Avenue, 
Slough, Bucks., are to manufacture and 
sell Viking pumps, under an agreement 
which has been concluded with the Viking 
Pump Co., Cedar Falls, Iowa, U.S.A. The 
full range of Viking pumps extends from 
one of 2/3 gallon a minute capacity up to 
models delivering 1,050 gallons a minute. 
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Current 
Constructional 
Activities 


HIS editorial feature provides readers 
with a comprehensive news service 
covering forthcoming private and public 
construction work. Commencing on this 
page information is given concerning future 
projects followed by details of tenders 
being invited. In the third section will 
be found news of tenders recommended 
for acceptance, tenders accepted and con- 
tracts awarded. Attention is also drawn 
to the advertisements covering contracts 
and appointments appearing in the front 
part of the Journal. 


BUILDING AND DECORATING 
(See also Housing Schemes) 


Abingdon, Berks.—C.C, are preparing pre- 
liminary plans for the erection of North 
Berkshire College of Further Education and 
have approved inclusion of the first instalment 
in 1961-62 programme. 

Acton, Middx.—B.C. recommended to ap- 
prove plans for dressing rooms and refresh- 
ment room at Playing Fields, Southfield Road. 

Aldershot, Hants.—B.C. have approved the 
erection of a prefabricated concreie building 
at rear of 45 Grosvenor Road to provide addi- 
tional office accommodation. Estimated cost 
£1,450. 

Amble, Northumb.—U.D.C. surveyor pre- 
paring a scheme for the consiruction of a 
toilet block at the caravan camping site. 

Ashbourne, Derbys. — Sheffield Regional 
Hospital Board recommended to appoint 
T. H. Thorpe and Partners, 41 Friar Gate, 


Derby, architects for reorganisation and 

adaptation (phase V) at St. Oswald's Hos- 

pital. E 
Ashton-under-Lyne, Lancs. —- B.C. recom- 


mended to approve plans for the erection of 
new workshop and offices at Arnfield Works, 
Martin Street, for J. and E. Arnfield, Ltd.; new 
secondary school at Lees Road for Salford 
Roman Catholic Diocesan, 55 Seddon Street, 
Walkden, Manchester. 

Aylesbury, Bucks. — Divisional Education 
Executive have approved plans for the erection 
of a new primary school at Grendon Under- 
wood during 1960-61. Estimated cost £32,000. 

Barrow-in-Furness, Lanes. B.C, recom- 
mended to approve plans for office block and 
sub-station at Steelworks, for Barrow Sieel- 
works, Ltd., Walney Road. 

Battersea.—L.C.C. approved the provision 
of an additional gymnasium at Battersea Park. 
Estimated cost £6,000. 

Berkshire.—Co, E.C. hope to proceed with 
scheme for extensions to West Oxon Technical 
College at Witney early next year, esiimated 
cost £81,000; seeking approval for extensions 
to Rycotewood College at Thame, £85,000. 

Billingham-on-Tees, Dur. Furness Ship- 
building Co., Ltd., Haverton Hill are to spend 
£500,000 on the construction of new iron- 
workers’ shon and a large fabrication shop. 
The work is exvecied to be started next vear. 

Birmingham. — Public Works Committee 
have granted outline planning permission 
scheme for a Masonic temple, hotel, garage 
and store and shopping concourse at first- 
floor level at Hagley Road, near Five Ways. 
Edgbaston. J. H. D. Madin, 83 Hagley Road, 
Edgbaston, is the architect for the scheme. 
Estimated cost £2m. 

Blackburn, Lancs. — B.C. recommended to 
approve Borough Engineer's estimate of £7,149 
for provision of a new adult training centre at 
Gladstone Street, and the improvement and 
adaptation of the existing training centre. 

Borough Engineer to be asked to expedite 
the preparation of plans and estimates for the 
erection of the proposed hostel at Burnley 
Road. 

Bradford-on-Avon, Wilts.—U.D.C. recom- 
mended to invite tenders for the erection of 
six garages in the Priory Close area. 

Bristol. — City Council recommended to 
submit to Home Office scheme for the erection 
of a new fire station at Clothier Road, 
Brislington, estimated cost £38,250; are con- 
sidering scheme for a new museum and art 
gallery, £1,000,000. 

Littlewoods Mail 


Order Stores, Lid., 


Waterloo Buildings, Cases Street, Liverpool, 
have submitted to City Council for planning 
approval, plans for the erection of a store in 
the Broadmead shopping area. 
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Brownhills, Staffs. C.C. propose the 
erection of a branch library off Lichfield 
Road, Walsall Wood. 

Burnley, Lancs.—E.C. to negotiate with 
Holland & Hannen and Cubitts (North-west), 
Ltd., Liverpool, for the erection of the new 
Coalclough Secondary Schoo] for girls. Esti- 
mated cost £205,000. 

Bury St. Edmunds, Suffolk.—Kayser Bondor, 
Ltd., 24 Albemarle Street, London, S.W.1, 
propose the erection of a 30,000 sq. ft. fac- 
tory at the Western industrial estate, New- 
market Road. 

Bury St. Edmunds, Suffolk.—East Anglian 
Regional Hospital Board have approved the 
preparation of a scheme for the erection of 
a Geriatric unit at St. Mary's Hospital. 

Caernarvon, —— B.C. have approved in 
principle the provision of public  con- 
veniencies near Mountain Street/Gipsy Hill 
junction. 

Caernarvonshire.—C.C. have submitted to 
Welsh Board of Health for approval scheme 
for the erection of a clinic at Llandudno 
during 1961-62. Estimated cost £11,000. 

Canterbury, Kent.—City Council have ap- 
proved plans for extensions to printing works 
at 10 St. George’s Place for the Kentish 
Gazette. 

Carlisle, Cumb.—S. L. Jack, 35 Warwick 
Road, has prepared plans for offices at 
Shaddongate, for the Border Dairy Co., Ltd. 

Cheltenham, Glos.—B.C. have approved in 
principle the provision of a new swimming 
bath and instructional bath. Estimated cost 
£220,000; instructed the Borough Surveyor to 
prepare an estimate of the cost of repairs 
and improvements to Alstone Baths necessary 
to keep the baths in good working order until 
the new bath is erected. 

Chislehurst and Sidcup, Kent.—C.C. recom- 
mended to proceed with scheme for the erec- 
tion of an ambulance station at rear of health 
clinic at Mickleham Road, St. Paul’s Cray. 

Chudleigh, Devon.—E.H. Surgery, architect, 
Brimley Stile, Chudleigh, has prepared plans 
for repair and modernisation of the old 
Town Hall, for Parish Council. Estimated cost 
£10,400. 

Church Stretton, Salop.—U.D.C. to prepare 

scheme for the erection of a shelter, public 
conveniences and layout of a market on site 
of town hall. 
_ Coalville, Leies.—H. Owen Luder, architect, 
79 Regency Street, London, S.W.1, has pre- 
pared scheme for a shopping precinct on Jand 
known as Central Fields. Planning approval 
in principle has been granied. Estimated cost 
£750,000. 

Cookstown, Tyrone.—Robert McKinsiry, 58 
Rugby Road, Belfast, 7, is the architect work- 
ing with the Chief Architect’s Department, 
Ministry of Finance, for extensions to Loughry 
Agricultural College, including a hostel for 
10 students. 

Corby, Northants. U.D.C. to proceed 
shortly with scheme for the conversion of 
Rockingham Road Cemetery Chapel to a 
mortuary. Estimated cost £2,866. 

Dawley, Salop.—U.D.C. recommended to 
approve scheme for improvements to the 
Town Hall, Estimated cost £7,000. 

Derby.—Sheffield Regional Hospital Board 
recommended to appoint Messrs. Gleeds, 8 
St. James Street, Derby, quantity surveyors 
for enlargement of kitchen at admission 
hospital, The Pastures, Mickleover, and T. H. 
Thorpe and Partners, 41 Friar Gate, Derby, 
architects for ward modernisation and_pre- 
liminary survey and general outline scheme 
of ward upgrading at Kingsway Hospital. 

Dover, Kent.—B.C. recommended to ap- 
prove scheme for the erection of a fibre glass 
moulding and wood machine workshop at 
Barwick Road, for Kenex Coachwork, Ltd. 

Ealing, Middx. — B.C. recommended to 
approve erection of a _ public convenience 
adjoining 66 Bilton Road. 

Edinburgh.—Dean of Guild Court have ap- 
proved the erection of the following: A train- 
ing school for engineers at Muirhouse Avenue 
for G.P.O., estimated cost £95,000; an ante- 
natal clinic at Seafield Hospital, £14,000; a 
new department of clinical medicine and 
medical physics at the Edinburgh Royal In- 
lirmary for the South Eastern Regional Hos- 
pital Board, £130.000; and alterations and 
improvements at Wilkie House, 227-229 Cow- 
gate. for Edinburgh University, £15,000. 

Felling, Dur.—Shepvherd and Co, (Darling- 
ton), Ltd., Market Place, Darlington, are to 
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erect offices, cold store, etc., in William 
Street. Chippendale and Edmondson, archi- 
tects, 37a Tubwell Row, Darlington. 

Freebridge Lynn, Norfolk.—Ministry have 
approved scheme for improvements to pre-war 
houses at East Winch and Pentney, for R.D.C. 

Great Yarmouth, Norfolk.—B.C. recom- 
mended to apply for sanction to borrow 
£11,350 for improvements to 93 type G houses 
at Maygrove and Newtown estates; approve 
plans for the construction of a shelter at the 
Britannia bowling greens. Estimated cost 
£2,000. 

Grimsby, Lincs.—Sheffield Regional Hos- 
pital Board recommended to appoint Wm. 
Saunders and Partners, 57 Upgate, Louth, 
architects for adaptations for chronic sick 
patients at Immingham Hospital. 

Hampshire.—Planning Committee have ap- 
proved the erection of a junior school off 
Hill Road, Portchester. 

Hampstead.—L.C.C. approved the provision 
of a hydrotherapy bath at Franklin Delano 
Roosevelt School. Estimated cost £17,200. 

Harrogate, Yorks.—B.C. recommended to 
approve plans for erection of Post Office 
engineering depot, Claro Road, for Ministry 
of Works; extension to factory at Hammerain 
House, Hookstone Avenue. for Robert Hirst 
and Co., Ltd.; erection of new office block 
in Hookstone Road, for I.C.I., Ltd. (Fibres 
Division): erection of a two-storey store and 
office building at the rear of 6 Station Parade, 
for Kern Electrical Co., and outline appli- 
cation for erection of supermarket at the 
Central Cinema, Oxford Street, for Com- 
mercial and General Investments, Litd., 19 
Grosvenor Street, London, W.1. 

Hastings, Sussex.-— B.C. recommended to 
submit to Ministry for approval, scheme for 
the erection of 21 garages in two blocks be- 
tween Churchill Avenue and Mountbatten 
Close and prepare revised scheme for 10 
garages at Tedder Terrace. 

Town Planning Committee have approved 
subject to conditions, scheme for the erection 
of a 3-storey building containing shovs and 
maisonnettes at 3, 5 and 7 Sedlescombe Road 
North, for Pomeroy Developments, Ltd. 
Cousins, Gotch and Associates, 343a Finchley 
Road, London, N.W.3, are the architects. 

Havant and Waterloo, Hants.—C.C. propose 
the appointment of C. G. Stillman (former 
county architect of Middlesex), 4 Fitzroy 
Park, High Gate, London, N.6, for the erection 
of a health clinic and ambulance station at 
Leigh Park, and authorise tenders to be 
invited in due course. 

Havant and Waterloo, Hants.—Simo Pro- 
perties, Ltd., Imperial House. Dominion 
Street, London, E.C.2, propose the construc- 
tion of shopping centre, consisting of 74 shop 
units, maisonnettes and offices and an arcade 
of 28 lock-up shops, etc., opposite the railway 
station. Estimated cost £365,000. : 

Haverhill, Suffolk.—East Anglian Regional 
Hospital Board have approved for inclusion in 
1961-62 programme, revised plan for the 
provision of a recreation hall at the Risbridge 
Home. Estimated cost £8.000. 

Hereford.—Denco Holdings, Ltd., Holmer 
Road, propose a 20.000 sq. ft. factory exten- 
sion at Holmer Road. First stage estimated 
to cost £75.000 

Hornsey, Middx.—Ministry have approved 
in principle B.C.’s scheme for the provision 
of a_new central library. ee 

B.C, recommended to appoint W. V. Zinn. 
Collingham House, Eagle Street, London, 
W.C.1.as structural engineer, Laurence Oliver, 
23 Maddox Street, London. W.1, heating. 
ventilating and electrical engineer, and Selby 
and Sanders. Caxton House, Tothill Street, 
London, S.W.1, quantity survevors, for the 
scheme. Estimated cost £226,000. 

Hounslow. Middx.—J. W. MacAlpine, 174 
Brompton Road, London, S.W.3, in con- 
junction with Arthur Swift and Partners, 21 
Upper Grosvenor Street, London, W.1. are 
the architects for a six-storey office block 
above 35 shops including supermarkets at 
High Street site, for Gula Investment Co, Ltd. 
Estimated cost £14m. (contract will not be 
let before late summer). 

Hounslow, Middx.—Co. E.C. have approved 
erection of a sports pavilion at the Central 
Playing Field. Estimated cost £18,650. 

Isle of Ely.—-C.C. recommended to prepare 
shortly preliminary plans for the provision 0! 
divisional police headquarters and force 
headquarters at Redbridge site. 
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Isle of Ely—County Fire Services Com- 
mittee have submitted to the Home Office 
for inclusion on 1961-62 programme scheme 
for the final stage of Wisbech Fire Station 
development and new bay at Chatteris Fire 
Station. Estimated cost £25,650 and £2,000 
respectively. 

Kendal, Westmor.—County Planning permis- 
sion granted for erection of egg packing 
station at Mintsfeet for Lunesdale Farmers, 
Lid., 17 Cable Street, Lancaster. 

Kesteven.—E.C. have approved scheme for 
the provision of a youth centre off New 
Beacon Road, Grantham. Estimated cost 
£42,000. 

King’s Lynn, Norfolk.—B.C. recommended 
to prepare scheme for the redevelopment of 
site bounded by Millfleet, Providence Stree: 
and London Road, comprising up to lI- 
storey blocks of shops and business premises 
with housing above. 

King’s Lynn, Norfolk.—B.C. recommended 
to apply for planning permission for the third 
stage of Hardwick Road Industrial Trading 
Estate. 

Knutsford, Ches.—U.D.C. have approved 
plans for extensions to council offices, 
incorporating surveyor’s and health depart- 
ments. Estimated cost £4,150. 

Lambeth.—L.C.C. to extend and improve 
the Lawn Lane premises of Vauxhall Manor 
School, Estimated cost £68,800. 

L.C.C. approved a scheme for the moderni- 
sation of Briscoe Buildings. Estimated cost 
£83,360. 

Leeds.—City Architect to be asked to 
prepare plans for erection of a_ public con- 
venience on land in Lower Wortley Road for 
submission to Town Planning Committee. 

City Council recommended to approve 
scheme for erection of a third hutment at 
Rutland Lodge to provide additional accom- 
modation for hostel and occupation centre, 
estimated cost £6,541. 

City Council recommended to approve 
layout plans for development of garage sites 
at Chandos Avenue, Brackenwood estate, and 
at Ramshead Hill, Seacroft, and invite tenders 
for erection of approximately 23 brick garages 
on the sites. 

City Council to submit to the Home Office, 
for approval in principle, proposal to provide 
additional accommodation at Wheatfield, 
estimated cost £9,000. 

Scheme in the design stage only for develop- 
ment of site bounded by Woodhouse Lane, 
Merrion Street, Wade Lane and Coburg Street 
for the Town Centre Securities, Ltd. Gillinson 
and Barnett, architects, 8 Queen Street, 
Leeds, 2. 

Leicester.—Sheffield Regional Hospital 
Board recommended to appoint Pick, 
Everard, Keay and Gimson, 6 Millstone 
Lane, Leicester, architects, tor reorganisa- 
tion of laundry at the Towers, Humberstone, 
and Wood and Weir, Guardian House 64 
Charles Street, Leicester, quantity surveyors 
for new occupational therapy department at 
Carlton Hayes, Narborough. 

Lichfield, Staffs.—R.D.C. have approved 
scheme for the erection of a showroom and 
extensions to existing garage at Hill Street 
Garage, Chasetown, for A. H. Dennis. 

Lincoln. — Sheffield Regional Hospital 
Board recommended to appoint A. E. Thorn- 
ton, Firkin and Partners, 10 Mint Street, 
Lincoln, quantity surveyors for adaptation 
of blocks 46 and 47 for central stores and 
and temporary recreation facilities at St. 
George’s Hospital, and Watkins, Coombes 
and Partners, 191 High Street, Lincoln, archi- 
tects for adaptation for phychiatric clinic at 
Lindum Lodge, Sewell Road. 

Littlemore, Oxon.—Ministry have approved 
the erection of a community centre, for 
Parish Council, 

Luton, Beds.—-B.C. hope to invite tenders 
during January for the erection of a public 
slaughterhouse at Toddington Road; submit 
to M.E. and Local Education Authority for 
approval sketch plans for the erection of the 
Meads Infants’ School. Estimated cost 
£48,497. 

Maidstone, Kent.—B.C. recommended to ap- 
prove detailed plans for the erection of a 
central library with office and toilet accom- 
modation at 26-50 Faith Street. 

Town Planning Committee have approved 
scheme for the erection of 20 lock-up garages 
near County Police Headquarters, for the 
Kent Police Authority. 

Town Planning Committee have approved, 
subject to conditions, outline application for 
the demolition of 11 Brewer Street, and erec- 
tion of a funeral parlour and chapel of rest 
With office accommodation over, for W. T. 
Beale and Sons, Ltd., 4-6 Lower Stone Street, 
Maidstone. 

Manchester.— Town Planning Committee 
ave approved plan for erection of a new 
l0-storey office block in York Street for 
Barclays Bank, Ltd. 

March, I. of E.—U.D.C. to submit to Minis- 
try for approval, scheme for improvements to 
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16 houses at Wisbech Road. Estimated cost 
£3,533. 

Middlesbrough, Yorks.—Warner and Co., 
are to erect laboratory in Marsh Road, North 
Ormesby (Middleton and Partner, architects, 
111 Albert Road, Middlesbrough); Garbutt, 
Archibald and Archibald, 23 Albert Road, 
prepared plans for shop_ extensions’ in 
Parliament Street, for G. Toomey; J. W. 
Cameron and Co., Ltd., Lion Brewery, West 
Hartlepool, are to carry out alterations to the 
“Laurel Social Club,” Borough Road, to plans 
by E. M. Lawson, Barras Buildings, Barras 
Bridge, Newcastle upon Tyne; alterations and 
additions are proposed to shop premises and 
66-72 Johnson Street, for T. S. Laye, Ltd., 
(Garbutt, Archibald and Archibald, architects, 
23 Albert Road,); J. H. Crawford and Son, 
Ltd., Back Hutton Road, Longlands, are 
seeking permission to erect garage and filling 
station in Ormesby Road; alterations and im- 
provements are proposed to garage and filling 
station at Linthorpe Road, for J. T. Dickinson 
and Co. (Middlesbrough), Ltd. Plans are by 
the Anthony Forrest Partnership, Middleton 
House, Middleton-in-Teesdale; Teesside Bridge 
and Engineering Works, Ltd., are to extend 
their foundry in Louisa Street, Pennyman 
Street and Short Street, North Ormesby. 

Vaux and Associated Breweries, Ltd., The 
Brewery, Sunderland, are to carry out 
alterations to the “Cleveland Inn,” North 
Ormesby. The firm have their own architect 

Newcastle-under-Lyme, Staffs—B.C. recom- 
mended to approve scheme for the con- 
struction of public swimming baths on site 
of Marsh Wharf depot; approve in principle, 
subject to Ministry approval, scheme for the 
erection of a civic theatre. 

Newcastle upon Tyne.— City Council to 

build six shops in Fawdon Park Road. 
_ Tyne Improvement Commission, Bewick 
Street, are to erect a building on the Com- 
mission Quay, North Shields, to provide mess- 
rooms, etc., for dock workers, and also a car 
shelter. The Commission will prepare their 
own plans, and the work will be let to 
contract. 

Newport, Mon.—B.C. recommended to ap- 
prove in principle the construction of a multi- 
storey car park at Central Car Park, estimated 
cost £200,000; appoint J. H. Thraves, 63 High 
Street, Newport, as architect for the construc- 
tion of a stand at St. Julian’s running track, 
and Vaughan and Richards, 37 Bridge Street, 
Newport, as architects for proposed office 
buildings at Corporation Road Depot. 

Norfolk.—E.C. have approved the inclusion 
of the following in the current building pro- 
gramme: New school at Hindringham 
(£13,000); second instalment of a new school 
at Weeting (£7,000); two classrooms for Down- 
ham Grammar School (£6,000); new dairy 
buildings at the Norfolk School of Agriculture 
(£6,000); preliminary adaptations for Gaywood 
Hall for use with the County Technical Col- 
lege (£1,000); and improvements of sanitary 
facilities at the schools at Bridgham, Cley, 
Field Dalling, Shernbourne, Beeston, Brinton, 
Castle Acre, Docking, Garveston, Happis- 
burgh, Hillington, Pulham Market, Pulham 
Pennoyer’s School, Salhouse, and Tilney All 
Saints. 

E.C. to submit to M.E. for approval, schemes 
for youth centre buildings at Hunstanton, 
Thorpe and Downham Market. Estimated 
cost £30,000. 

Oswestry, Salop. — B.C. have approved 
scheme for the provision of a new smithfield 
market, Estimated cost £4m. 

Peterborough.—Joint Education Board have 
appointed Portess and Richardson, Lloyds 
Bank Chambers, Cathedral Gateway, Peter- 
borough, as architects for the provision of 
changing accommodation and a pavilion at 
Eastholm Secondary Boys’ School. Estimated 
cost £3,240. 

Poplar.—L.C.C. to carry out improvements 
to Bow Secondary Boys School. Estimated 
cost £28,715. 

Portsmouth.—City Council recommended to 
apply for sanction to borrow £11,490 for re- 
modelling of the advanced science laboratories 
and metalwork room at the Northern Grammar 
School for Boys; £3,360 for provision of addi- 
tional classroom, staff room and sanitary 
accommodation and scullery at Garrison Junior 
Mixed and Infants’ School; £2,830 for re- 
modelling of classroom to provide advanced 
physics and botany laboratory at Southern 
Grammar School for Girls; and £4,000 for the 
provision of additional garage accommodation 
at the Central Depot (first stage); negotiate 
tender with John Hunt and Co., Ltd., Gosport, 
for the erection of an additional biology block 
at Portsmouth Training College. Estimated 
cost £9,500. 

J. Cockerill and Son, Middle Street, South- 
sea, to erect a factory of about 40,000 sq. ft. 
at St. George’s Square, Portsea. Estimated 
cost £100,000. 

Richmond, Surrey.—C.C. have approved 
plans for the erection of a new training centre 
for mentally handicapped children at Dukes 
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Avenue, rear of the Cassel Hospital, Han. 
Estimated cost £36,748. 

Rushden, Northants.—C. Norris and Son, 
Ltd., Wellingborough Road, Rushden, have 
submitted to U.D.C. for approval scheme 
for extension to factory. 

St. Pancras.—B.C. recommended to approve 
the provision of a staff room at Prince of 
Wales Road Baths and improvements to 
refreshment room at the Assembly Rooms. 
Estimated cost £1,100 and £7,029 respectively. 

Salisbury, Wilts—City Council have ap- 
proved scheme for a Civic Hall on site of 
Crane Lodge. Estimated cost £120,000. 

Sheffield.— Regional Hospital Board recom- 
mended to appoint Morgan Travers and 
Partners, 11 Victoria Street, Westminster, 
London, S.W.1, constructional engineers for 
new building at Sheffield National Centre for 
radiotherapy. 

Sheffield. — Tenders are to be obtained in 
January for the erection of a nine-storey office 
block at the corner of Glossop Road and 
Durham Road for Husband and Co., consulting 
engineers, 388 Glossop Road, Sheffield, 10. 

Stepney.-—L.C.C, approved a scheme for 
improvements at Harry Gosling Primary 
School. Estimated cost £8,255. 

L.C.C, approved the erection of unit work- 
shops at Locksley Estate. Estimated cost 
£95,000. 

Stockport, Ches.— B.C. have appointed 
Brown and Spencer, 26 Cross Street, Man- 
chester 2, as quantity surveyors for the pro- 
posed ambulance depot at Heaton Lane. 

Sunderland, Dur.—Newrick and Blackbell, 
58 John Street, are the architects for addi- 
tions in Durham Road for Northern Autoport. 

E.C. seeking M.E. approval of a £38,150 
scheme for the construction of a swimming 
bath in connection with the new students’ 
— and hostel buildings in South Johnson 
Street. 

Newrick and Blackbell, 58 John Street, 
have prepared plans for four lock-up shops 
at The Green, for A. R. Ridley. Quantities 
are being prepared for office block in Hendon 
Road for Camrex Paints, Ltd., Hudson Road 
(Matkin and Hawkins, architects, Barclays 
Bank Chambers, Fawcett Street). 

Surbiton, Surrey.—B.C. recommended to ap- 
point R. W. Eglinton, architect, 20a Eden 
Street, Kingston-upon-Thames, and _ Irving 
Todd, quantity surveyor, 44 Welbeck Street, 
London, W.1, to prepare outline drawings for 
extension to central library. 

Thetford, Norfolk.— B.C. have approved 
plans fort a large warehouse and dispatch depot 
at the industrial estate, for Oxo, Ltd., Thames 
House, Queen Street Place, London, E.C.4. 

Thornaby-on-Tees, Yorks.— Town Centre 
Securities, Ltd., Conway Road, Harehills 
Lane, Leeds, 8, have approached the local 
council with a scheme for the erection of a 
number of shops in Mandale Road, Thornaby. 
The estate agents concerned with the scheme 
are Hillier, Parker, May and Rowden, 77 
Grosvenor Street, London, W.1. 

Totnes, Devon.—B.C. have received outline 
planning permission from the South Devon 
Planning Authority for the construction of a 
swimming pool. Working drawings are being 
prepared. Estimated cost £20,000. 

Tunbridge Wells, Kent.—B.C. have approved 
scheme for alterations and additions to 64 
Calverley Road and la, lb and Ic Monson 
Road, for S. Simmonds and Son, Ltd. Esti- 
mated cost £10,000. 

Wallsend, Northumb.—Plans approved for 
junior school at Denbigh Avenue for 
Northumberland E.C. W. B. Edwards and 
Partners, architects, Claremont Buildings, 
Eldon Place, Newcastle upon Tyne. 

Wellington, Som.—U.D.C, have approved in 
principle scheme for the construction of a 
swimming pool, Estimated cost £13,000. 

Westminster. — L.C.C. have approved in 
principle schemes for the erection of multi- 
storey car parks on sites at Savile Road and 
Whitcomb Street, for City Council. 

Workington, Cumb.—B.C. recommended to 
approve plans for extension to existing ice- 
cream factory at Bridge Street, for H. and R. 
Tognarelli, Bridge Street, Workington, and 
extension to chest clinic, Mason Street, to 
form waiting room and dressing cubicles for 
Newcastle Regional Hospital Board (J. Saul, 
architect, 1 John Street, Workington). 

Wycombe, Bucks.—R.D.C. have approved 
the erection of 11 additional garages at the 
rear of existing garages at Clifford Road, 
Princes Risborough. 

Yarmouth, I. of W.—yYarmouth Pier and 
Harbour Commissioners have approved scheme 
prepared by C. A. F. Shepvard, architect, 65b 
Union Street, Ryde, I. of W.. for the provision 
of shelter to the west of the booking office 
at the pier. Estimated cost £4,250. 


DEMOLITION 


Kensington. — L.C.C. approved the acqui- 
sition, clearance and partia] redevelopment of 
Silchester Road site. Estimated cost £110,000. 

Reading, Berks.—Reading University pro- 
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pose the demolition of Whiteknights Park 
House in due course, in connection with the 
erection of new university buildings. 


ELECTRICAL 
Leeds. City Council have appointed 
Pashler and Partners, City Chambers, 
Infirmary Street, Leeds, 1, electrical and 


heating consultants for the Lingwell County 
Secondary School. 

St. Pancras.—B.C. recommended to approve 
scheme for improvements to traffic control 
signals, ete., at junction of Camden Road 
Royal College Street. Estimated cost £3,332. 


FENCING 


Hornsey, Middx.—B.C. recommended to ap- 
prove the renewal of fencing at Denton Road 
and Mayfield Road. Estimated cost £590. 

Stockport, Ches.—B.C. have approved the 
provision of fencing at Longford Road West 
playing field. Estimated cost £1,160. 


GAS AND WATER SUPPLY 


Kendal, Westmor. — B.C. recommended to 
approve laying of new water mains on the 
Sandylands housing estate, Watisfield 
development and Shap Road industrial area. 
Estimated cost £7,190. 

North Riding. — Following schemes sub- 
mitted by local authorities to the C.C. for 
consideration: Barton and Newton Morrell 
water supply for Croft R.D.C. (£10,000); 
Marske water scheme for Richmond R.D.C. 
(£17,500); and water extension scheme from 
Marishes to Knapton for Ryedale Joint Water 
Board (£32,000). 

Stockport, Ches.— B.C. have appointed 
G. H. Hill and Sons (Manchester), 51 Moseley 
Street, Manchester 2, as consulting engineers 
for the design and supervision of the neces- 
sary works required for the additional under- 
ground water supplies scheme. 

Woodford, Essex. — Metropolitan Water 
Board recommended to apply for sanction to 
borrow £11,000 for the provision and _ in- 
stallation of two electrically-driven pumps al 
Woodford pumping station. 


HARBOURS, PIERS AND SEA DEFENCE 
WORKS 


Yarmouth, I. of W.—Yarmouth Pier and 
Harbour Commissioners to instruct Lemon 
and Blizard, consulting engineers, Telford 
House, Hulse Road, Southampton, to prepare 
detailed plans and specifications for the ex- 
tension of quay alongside Bridge Road. 
Estimated cost £51,000. 


HEATING AND VENTILATING 


Grimsby, Lincs.—Sheffield Regional Hos- 
pital Board recommended to appoint John 
Watson and Carter, 4 Abbey Walk, Grimsby, 
quantity surveyors for replacement of boiler 
at Grimsby Maternity Hospital. ‘ 

Lincoln. — Sheffield Regional Hospital 
Board recommended to appoint A. E. 
Thornton, Firkin and Partners, 10 Mint 
Street, Lincoln, quantity surveyors, and 
Watkins, Coombes and Partners, 191 High 
Street, Lincoln, architects for replacement of 
boiler, and Watkins, Coombes and Partners 
for improvements to heating and hot water 
services at The Lawn Hospital. ; 

Louth, Lincs.—Sheffield Regional Hospital 
Board recommended to appoint Wm. 
Saunders and Partners, 57 Upgate. Louth, 
architects for replacement of boiler at Louth 
and District Hospital. 

Luton, Beds.—B.C. recommended to invite 
tenders from selected contractors for the in- 
stallation of a ventilating system in the new 
central library. 

Portsmouth.—City Council recommended to 
apply for sanction to borrow £21,450 for the 
installation of central heating at Reginald 
Road Schools. 

Sleaford, Lincs.—Sheffield Regional Hos- 
pital Board recommended to appoint Myles- 
White and Associates, White Hart Chambers, 
Mansfield, Notts., architects for conversion 
to oil firing at Rauceby Hospital. 


HOUSING SCHEMES 


Andover, Hants.—Borough Surveyor to pre- 
pare scheme and obtain tenders for the erec- 
tion of 40 houses at London Road housing 
site. 

Bury St. Edmunds, Suffolk.—B.C. recom- 
mended to approve in principle scheme for 
23 bed-sitting-rooms and six self-contained 
flats on a site on the east side of Northgate 
Street, and for 12 self-contained flats in 
Cannon Street. 

Canterbury, Kent.—City Council to submit 
to Ministry for approval, housing programme 
for 1961-62, comprising 151 houses, two shops 
and 97 garages at various sites. 

Dawley, Salop.—U.D.C. recommended to 
submit to the County Planning Authority 
for approval, detailed Jayout plans for 26 
bungalows with garages at Parish Mound. 
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Ealing, Middx. — B.C. recommended to 
appoint Higgins and Partners, 96 Piccadilly, 
London, W.1, as quantity surveyors for follow- 
ing development: (a) Vine Cottages; (b) The 
Mount; (c) Northolt Park, 24 flats; and (d) 
Ferrymead Avenue. 

B.C. recommended to appoint George 
McLean, 69 Mount Park Road, as the archi- 
tect to prepare detailed plans for the erection 
of flats at Lyncroft Gardens. 

Epsom and Ewell, Surrey.— B.C. recom- 
mended to submit to C.C. for planning ap- 
proval, schemes for erection 3 pairs of staff 
houses with garages on site at junction of 
Longmead Road/Chessington Road, West 
Ewell, and 3 storey block comprising 12 flats 
a pengen at Ruxley Farm House site, West 
~well. 

Felling, Dur.—Minisitry have approved the 
erection of 18 houses in the Wellington Streei 


redevelopment area for U.D.C. Estimated 
cost £34,006. 
Freebridge Lynn, Norfolk. —R.D.C. have 


submitted to Ministry for approval, scheme 
for 2 three-bedroom houses at Gayton; to 
prepare site plans for 4 pairs of bungalows at 
Congham housing site. 

Great Yarmouth, Norfolk.—B.C. recom- 

mended to approve layout plans for four- 
storey buildings containing 14 flats and seven 
maisonnettes and eight garages at Yarmouth 
Way. 
+ Haslingden, Lancs.—-B.C. recommended to 
request G. Wimpey and Co., Ltd., Hammer- 
smith Grove, London, W.6. to prepare scheme 
for the redevelopment of the Wilkinson 
Street area, comprising garages and approxi- 
mately 54 dwellings in four-storey blocks, 

Hastings, Sussex.—Town Planning Commit- 
tee have approved, subject to conditions, 
scheme for 2 four-storey blocks of 36 flais 
and garage accommodation at Quarry House, 
Quarry Hill, for the trustees of Quarry House. 
B. Stevens and Partners, 49 Havelock Road, 
Hastings, are the architects and surveyors. 

Heywood, Lancs.—B.C. recommended to 
prepare scheme for the erection of bungalows 
for aged persons with warden’s quarters and 
communal premises at Springfield House, 
Manchester Road. 

Hornsey, Middx.—B.C. recommended to 
approve following for Campsbourne redevelop- 
ment area: (a) Stage 5, Myddelton Road 
Pembroke Road—sketch design of block of 
20 flats, 14 lock-up garages and four parking 
places (housing scheme 61); (b) stage 4, 
Myddelton Road—layout plans of 15 houses 
and six lock-up garages (housing scheme 63); 
(c) stage 6, Brook Road/Boyton Road/Pem- 
broke Road—sketch designs of 40 flats, 25 
lock-up garages and 15 parking spaces (housing 
scheme 64); (d) new mortuary — Myddelton 
Road. 

City 





Leeds. Council recommended to 
approve revised layout plan for development 
of an area of land at Oldfield Lane, providing 
for erection of 50 dwellings and 37 garages: 
and layout plan for development of area D on 
the Swinnow estate, providing for the erection 
of 48 dwellings and 19 garages. 

Longbenton, Northumb.—U.D.C. to build 
78 houses at Dudley and 130 at Fordley. 

Maidstone, Kent.—B.C. recommended to ap- 





prove detailed plans for 2 pairs of semi- 
detached bungalows, with garages, and 72 
two-storey flats in 2 terrace blocks with 


garage spaces off Bell Road between Brishing 
Lane and Wallis Avenue, and conversion of 
43 Kingsley Road into 4 self-contained flats. 

Marshland, Norfolk.—R.D.C. to proceed 
shortly with the erection of one block of 3 
one-bedroomed bungalows on the new hous- 
ing site at Main Road, Terrington St. John. 

Melton and Belvoir, Leics.—R.D.C. have ap- 
proved in principle scheme for 20 Gregory 
type flats at Bottesford. 

Merthyr Tydfil, Glam.—Housing Committee 
propose to erect another 399 houses and flats 
on Gurnos Estate. 

Methwold, Norfo!k.—Air Ministry propose 
the erection of 379 houses for American 
servicemen, shops and a school at the south- 
east corner of Methwold Airfield. 


Narberth, Pembs, — R.D.C. to prepare 
detailed plans for housing development at 
Bloomfield. 

Richmond, Surrey. — B.C. recommended to 


approve scheme for the development of Ham 
Close site at Ham, comprising 48 bed-sitter 
flats, 60 one-bedroom flats, 72 two-bedroom 
flats and 12 three-bedroom flats in blocks of 
three, four and five storeys. 

Rushden, Northants. U.D.C.  recom- 
mended to approve scheme for a pair of 
bungalows, 12 flats, 8 houses and 18 garages 
at Grafton Road. 

Rushden, Northants.—Co. Welfare Com- 
mittee have approved U.D.C.’s plans for 
bungalows and one-bedroom flats for old 
people at Kilburn Place. 

St. Marylebone. — B.C. recommended to 
appoint H,. M. Millar and Partners, 88a St. 
John’s Wood High Street, N.W.8, as quantity 
surveyors for the Beaumont Street and Fresh- 
water Place housing sites. 
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South Cambridgeshire. —R.D.C. have ap- 
proved scheme for 12 old people’s bungalows 
and a warden’s house at Meldreth. 

Southend-on-Sea, Essex. — Stanley Bragg 
and Associates, 121 London Road, Chelmsford, 
are the architects for the erection of 90 flats 
(two blocks of six storeys and one of 10 
storeys with linking blocks of three storeys) 
at Grand Drive, for Maydeb, Ltd. 

South Shields, Dur.—B.C. recommended to 
erect 54 aged people's bungalows and a com- 


munity hall adjoining Wenlock Lodge. Esti- 
mated cost £93,000. 
Towcester, Northants.—R.D.C. have ap- 


proved for inclusion in 1961-62 programme, 
scheme for the modernisation of 115  pre- 
war houses. Estimated cost £44,000. 

Tynemouth, Northumb.—Housing Commit- 
tee have decided that the fourth stage of the 
North Shields East End redevelopment scheme 
should include both three- and four-storey 
construction. Borough Engineer to prepare 
detailed plans. 


PLANT AND MECHANICAL TRANSPORT 


London.—L.C.C. inviting tenders for two 
new 2,000-ton diesel-engined sludge vessels 
Estimated cost £999,000, 


PLAYING FIELDS, PARKS, ETC. 


Ealing, Middx. — B.C. recommended to 
approve, in principal, following schemes 
during 1961-62: Murray Road _ Recreation 
Ground—reinstatement, £1,200; Lime_ Trees 
Park—layout (first stage), £15,000; Bitterns 
Field—development, £3,850; St, Mary’s Playing 
Field—development (subject to early comple- 
tion of river works in the vicinity), £3,500; 
Islips Manor Park—layout, £1,750; Clayponds 
Recreation Ground — layout of southern 
section, £5,500; Northolt Recreation Ground— 
layout (second stage), £8,000; Rectory Park— 
layout of westerly section, £15,000; Horsenden 
Hill—conversion of grass tennis courts to hard 
courts, £3,500; Perivale Park—erection of third 
lodge, £2,800; Mandeville Parkway—layout 
(second stage), £6,500; Connell Crescent Open 
Space—parkway treatment, £1,500. 

Poplar.—L.C.C. approved the laying out of 
the first part of a public open space at St. 
Leonard’s Road. Estimated cost £7,100. 

Swansea.—B.C. have approved in principle 
scheme for landscaping at St. Mary's Church- 
yard, Estimated cost £6,200. 


RIVER AND FLOOD PREVENTION 
WORKS 


Bath, Som.—City Council have approved and 


are to contribute £150,000 towards flood 
protection scheme prepared by the Bristol 
Avon River Board. Total estimated cost 
£1,250,000. 


ROADS, BRIDGES AND SITE WORKS 


Blackburn, Lancs.—B.C. recommended to 
approve scheme for improvement of Bank 
Lane/Fencitt Brow Junction. Estimated cost 
£6,259. 

Dartford, Kent.—B.C. to apply for sanction 
to borrow £6,808 for making-up Summer- 
house Drive. ; 

Dorking, Surrey.—-U.D.C. to submit to 
Ministry for approval and grant aid, during 
1961-62 improvement scheme for the Guild- 
ford Road, from Milton Heath to Milton 
Street. : 

Dover, Kent.—B.C. recommended to in- 
clude following in 1960-61 programme: 
Schemes for the resurfacing of Ladywell 
Street and Park Street, estimated cost £3,000; 
construction of Russell Street car park and 
Stembrook car park, £4,000 and £5,000, 
respectively; widening of Old Park Hill and 
Minnis Lane, £5,500 and £3,000, respectively, 
and a further stage of the construction of 
the approach road to the Eastern Docks, 
£10,000. 

Epsom and Ewell, Surrey.— B.C. recom- 
mended to obtain tenders from selected con- 
tractors for site works for garages at West 
Hill, Mounthill and Longmead Estates. Esti- 
mated cost £2,500. 

Fleetwood, Lancs. — B.C. recommended to 
approve plans for the _making-up of North 
Square, Rossall Beach. Estimated cost £2,745. 

Harrogate, Yorks.—B.C. recommended to 
approve plans, etc., for making-up Forest 
Way, Forest Rise, Forest Grove and Hillbank 
Road, for submission to the Ministry. 

Heywood, Lancs.—B.C. recommended _ to 
plans for the making-up of Hey- 


approve 
wood Hall Road to the east of Queens Park 
Road. 

Hornsey, Middx.—B.C. recommended to 


approve scheme to provide 20ft. radius kerbs 


at four corners of Crouch_ Road and 
Weston Park junction. Estimated 0S 
£1,200. 


Huntingdonshire. — C.C. preparing scheme 
for the construction of a fly-over at Alwalton. 
Leeds. — City Council recommended “ 
approve the widening and reconstruction 0 
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Chapel Hill, 
£1,850. 

London.—City Corporation recommended to 
approve in principle and appoint Freeman, 
Fox and Partners, 68 Victoria Street, S.W.1, 
as consulting engineers for the widening of 
Upper Thames Street, to provide a major 
east/west route, including widening of bridge 
over the road and under Cannon Street 
Station. Estimated cost £385,400. 

Maidstone, Kent.—B.C. recommended to ap- 
prove outline scheme for the demolition of 
Mason's Brewery at Waterside, and construc- 
tion of a temporary car park. 

Newcastle-under-Lyme, Staffs.—B.C. recom- 
mended to approve schemes for the installation 
of temporary traffic lights and footpaths over 
bridges at Knutton Lane and Church Lane, 
Knutton. Estimated cost £900; provision of a 
cantilever footbridge at Knutton Lane. 

St. Ives, Hunts.—B.C. recommended to pre- 
pare plans for making-up of access road and 
Park Road. 

St. Marylebone. — L.C.C. approved the 
widening of part of Portman Street ané 
Portman Square. Estimated cost £15,100. 

St. Pancras.—B.C. recommended to approve 
scheme for improvement of junction of 
Prince Albert Road and Gloucester Gate. 
Estimated cost £1,750. 

Statfordshire—C.C, have approved schemes 
for Rugeley-Hednesford Road, widening of 
bridge 9 at Sandy Lane, Rugeley, £15,610; 
Rugeley-Kings Bromley Road, improvements 
from junction with Abbots Bromley-Hand- 
sacre Road, eastwards for 1,200yd. £3,100; 
Stafford-Rugeley Road, improvement between 
Weetman's’ Bridge and Wolseley’ Bridge 
£2,700; Lichfield-Sudbury Road, improvement 
between Riley Hill and junction with A.513 
south of Kings Bromley. £3,800. 

Stockport, Ches.—B.C. to prepare scheme 
a surfacing of Adlington Square car 
ar 
M Werkingten, Cumb.—B.C. recommended to 
approve scheme for construction of the bridge 
from Windsor Road to Poole Road. Estimated 
cost £4,000. 


SEWERAGE, SEWAGE AND REFUSE 
DISPOSAL 


Acton, Middx.—B.C. recommended to ap- 
prove revised scheme for the construction of 
a trunk sewer under railway land on the west 
side of Bollo Lane. 

Atcham, Salop.—R.D.C. to submit to 
Ministry for approval sewerage scheme for 
Minsterley and Little Minsterley and prepare 
scheme for sewage disposal works at Ann- 
croft. Estimated cost £37,934 and £25,000 
respectively. 

Canterbury, Kent.—City Council to prepare 
scheme for the reconstruction of the sewage 
disposal works to serve increased population. 

Downham, Norfolk.—R.D.C. to request the 
C.C. to prepare sewerage scheme for Wiggen- 
hall St. Mary Magdalen. 

Droitwich, Wores.—R.D.C. have approved 
in principle a sewerage scheme to serve 82 
properties at Tibberton. Estimated cost 
£25,900. 

Evesham, Worcs.—B.C. recommended to in- 
vite tenders shortly for the construction of the 
pumping station. 

Hastings, Sussex.— 


Middleton. Estimated cost 


B.C. recommended to ap- 
prove in principle, scheme prepared by 
D. Balfour and Sons, consulting engineers, 
131 Victoria Street, London, S.W.1, for the 
provision of a long submarine outfall from 
Bopeep to Glyne Gap for the western drain- 
age area, estimated cost £100.000; to proceed 
with scheme for the ventilation of sewage 
tanks at Rock-a-Nore, £920. 

Havant and Waterloo, Hants.—U.D.C. to 
prepare scheme for the prevention of flooding 
in the vicinity of Hart Plain Avenue, Cow- 
plain, Hambledon Road, Waterlooville and 
Eastoke House, Hayling Island, including the 
provision of 2 large capacity pumps. 

Lichfield, Staffs —C.C. recommended to ap- 
prove R.D.C.’s scheme for the provision of 
sewerage and sewage disposal works in the 
Village of Hill Ridware. Estimated cost 
£26.083. 

Loddon, Norfolk.—R.D.C. have approved in 
principle outline sewerage scheme for Norton 
and Thurlton. Estimated cost £37.559. 

Mansfield Woodhouse, Notts.—U.D.C. are 
Preparing for submission to Ministry for 
approval, final plans for the enlargement and 
modernisation of the sewage disposal works. 
Estimated cost £75,000. 

Narberth, Pembs.—R.D.C. to instruct Ward, 
Ashcroft and Parkman. consulting engineers, 
38 The Temple, Dale Street, Liverpool, 3, to 
design the Saundersfoot sewerage scheme for 
a capacity of 15.000. 

Norfolk. — Ministry have approved in 
Principle, St. Faith’s and Aylsham = and 
Smallburgh R.D.C.’s joint sewerage scheme 
for Belaugh, Coltishall, Horstead, Wroxham 
and Hoveton. Estimated cost £369,100, 
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North Riding.— Following schemes sub- 
mitted by local authorities to C.C. for con- 
sideration: Aiskew and Bedale sewerage and 
sewage disposal works for Bedale R.D.C. 
(£8,000); Moulton sewerage and sewage 
scheme for Richmond R.D.C. (£11,300); 
Barningham sewerage scheme for Richmond 
R.D.C. (£10,500); Carlton sewerage and sewage 
scheme for Stokesley R.D.C. (£21,000); Asenby 
sewerage scheme for Wath R.D.C. (£14,000). 

St. Ives, Hunts.—R.D.C. to invite tenders 
during January for the Hemingfords, Hough- 
ton and Wyton main drainage scheme. 

Sheringham, Norfolk.—U.D.C. recommended 
to prepare scheme for the provision of a new 
sewer outfall and comminutor. 

Stafford.—R.D.C. recommended to approve 
sewerage scheme for Forton. Estimated cost 
£9.053. 

Surbiton, Surrey.—B.C. recommended to ap- 
prove in principle the contruction of an addi- 
tional soil sewer at Hook Road. 


STREET LIGHTING 


Buntingford, Herts.—Parish Council have 
approved scheme for improving the street 
lighting at southern end of Buntingford, on 
the A.10. Estimated cost £1,000. 

Hornsey, Middx.—B.C. recommended to 
invite tenders for the provision of new lighting 
at Archway Road and Great North Road. 

Middlesbrough, Yorks.—B.C. recommended 
to include in next year’s estimates £65,600 for 
provision of electric lighting, in place of gas, 
on 41 bus routes and principal streets in the 
town. A further £11,670 will be spent pro- 
viding lighting on new Council and private 
housing estates. 

Newcastle upon Tyne.— City Council to 
spend £1,980 on the provision of 44 street 
lighting standards on Newbiggin Hall estate. 

Portsmouth.—City Council recommended to 
approve scheme for the re-lighting of Hayling 
Avenue. Estimated cost £2.600. 

Poynton, Ches.—Parish Council to submit 
to M.T. for approval in principle scheme for 
the installation of trunk road lighting along 
a section of London Road. 

Scarborough, Yorks.—B.C. recommended to 
approve provision of group A _ standard 
fluorescent electric tube street lighting on that 
part of Scalby Road, A.171, now in course of 
being diverted between its junction with 
Woodland Ravine and its junction with Lady 
Edith’s Drive. Estimated cost £4,722. 

Stowmarket, Suffolk —U.D.C. have approved 
schemes for improvement to street lighting on 
the trunk road and various minor traffic 
routes. Estimated cost £5,500 and £6,330 
respectively. 

Whitley Bay, Northumb.— B.C. recom- 
mended to include a further £19.200 in its 
estimates for converting street lighting from 
gas to electricity. 


CONTRACTS 


Full details of the Contracts marked * 
will be found in our Adertisement Columns. 
BUILDING AND DECORATING 
(See also Housing Schemes) 


Aberystwyth, Cards.—Laying of approxi- 
mately 1,060 sq. yd. of mastic asphalt to the 
roof of the King’s Hall, Marine Terrace, and 
stripping existing asphalt surface, for B.C. 


Documents from the Borough Surveyor, 
Public Works Department, Park Avenue, 
Aberystwyth. Tenders by Jan. 16. 


Ampthill, Beds. — Exterior painting of 397 
houses and bungalows during 1961 for R.D.C. 
Tenders may be submitted for any or all of 
the following groups of dwellings: Aspley 
Guise, 26; Clophill, 45; Flitton, 14; Flitwick, 
28; Grayenhurst, 18; Lidlington, eight, Mill- 
brook, six: Marston, 108; Maulden, 51; 
Pulloxhill, 36; Ridgmont, 10; Shillington, 34; 
and Silsoe, 12. Applications to the Engineer 
and Surveyor, “The Limes,” 12 Dunstable 
Street. Ampthill. by Jan. 9. 

Belfast.—Following for City Council: (1) 
Erection of bus shelter at Roselawn cemetery, 
Crossnacreevy; (2) erection of shelter for 
elderly men at Dunville Park. Documents 
from the City Architect's Department (Room 
53), City Hall, Belfast, 1. Tenders by Jan. 4 

Bury, Lancs.—Alterations to the _ public 
abattoirs for B.C. Documents from Borough 
Engineers, Town Hall, Bury. Deposit £2. 
Tenders by fan. 9. 

Castlereagh, Down.—-Conversions and im- 
provements to the following for R.D.C.: 14 
cottages at Seahill, and six cottages on the 
Helen’s Bay Road, Craigavad. Documents 
from the Council Offices, 368 Cregagh Road, 
Belfast, 6. Deposit £3. Tenders by Jan. 4 

Cookstown, Tyrone.—Erection of 22 garages 
at Monrush housing estate for U.D.C. Docu- 
ments from A. Montgomery, clerk, Town Hall, 
Burn Road, Cookstown. Deposit £3. Tenders 
by Jan. 2. 
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Cookstown, Tyrone. — Exterior and interior 
painting of the church and assembly rooms for 
the Committee of First Presbyterian Church. 
Documents from W. and M. Given, architects, 
33 Molesworth Street, Cookstown, or W. A. 
Bownes, secretary to ae 36 Rathbeg, 
Cookstown. Tenders by Jan. 

Cork, Eire.—Erection and ian of a 
factory at Bantry, Co. Cork, for A. J. Flatley 
(Ireland), Ltd. Documents from Kelly and 
Barry, architects, 29 South Mall, Cork. 
Deposit £20. ‘Tenders by Jan. 14. 

Crosby, Lancs.—Thornton Garden of Rest 
proposed crematorium for The Crosby, Lither- 
land and Waterloo Joint Cemetery Board. 
Applications giving details of experience of 
similar work and giving the names and ad- 
dresses of three authorities or architects to 
whom reference may be made regarding 
capabilities, to Harold O. Roberts, clerk of 
the Board, a Hall, Waterloo, Liverpool, 
22, by Jan. 

ea, —Erection of old people’s home 
at Egremont for C.C. Documents from H. 
Clark, acting county architect, 15 Portland 
Square, Carlisle. Plans also seen at the Area 
Buildings Inspector’s Office, Union Hall, White- 
haven. Tenders by Jan. 12 

*Daventry, Northants. — Construction of 
swimming pool for B.C. Apply by Jan. 7. 
Deposit £5 5s. 

Dungannon, Tyrone.—Supplying, laying and 
finishing complete the hardwood block, hard- 
wood strip and thermoplastic flooring at the 
new intermediate school, Donaghmore Road, 
now being erected for the Right Rev. 
Monsignor J. Dean Quinn, P.P., V.G. Docu- 
ments from P. and B. Gregory, chartered 
architects, 5 Crescent Gardens, University 
Road, Belfast, 7. Tenders by Dec. 30. 

Durham.—Following for C.C. West Pelton 
New Modern School: (a) Heating, hot water 
and ventilating installations; (b) structural 
steelwork; (c) playing fields. Applications to 
County Architect, South Street, Durham, by 
Dec. 28. 

*Elstree, Herts.—Permanent sports pavilion 
and two service flats at Meadow Road Recrea- 
tion Ground for R.D.C. Deposit £2 2s. Tenders 
by Jan. 20. 

Essex. — First instalment of new school. 
Tillingham St. Nicholas C. of E. Primary 
School for C.C. The work consists of two 
classrooms, toilets and temporary heating 
chamber, etc., in traditional construction, 
estimated cost £9,156. Applications to i 
Conolly, county architect, County Hall, 
Chelmsford, by Dec. 28. 

Exeter.—Annual general painting contract, 
year ending March 31, 1962, maintenance of 
council properties for City Council. Applica- 
tions to H. B. Rowe, city architect, City 
Council Offices, Exeter, by Jan. 

Fifeshire.—Following for C.C.: 4) Kirkland 


Secondary School, Methil (approximately 
82,500 sq. ft.-—all trades; (2) Lochore 
housing, llth development—57 traditional 


houses and/or site preparation—all trades; 
(3) new clinic, Kelty (approximately 6,000 sq. 
Applications to the County 
Clerk, County Buildings, Cupar, by Dec. 24. 

Filey, Yorks. — Construction of public con- 
veniences in Back Hope Street for U.D.C 
Documents from K. Henderson, clerk of the 
ae Council Offices, Filey. Tenders by 
an, 4. 

Great Yarmouth, Norfolk. — Erection at 
South Denes Camping Ground two blocks of 
toilets for B.C. Documents from the Borough 
Engineer's office, Town Hall, — Yarmouth. 
Deposit £2 2s. Tenders by Jan. 4 

*Isle of Ely.—Building works (1) and (2) 
for C.C, Apply by Dec. 31. Deposit £2 2s. 
Tenders by Feb. 15 for (1) and Jan. 18 for (2). 

Kingsbridge, Devon.—Erection of public 
conveniences at Thurlestone Sands together 
with drainage and outside works for R.D.C. 
Applications to J. H. Savidge, clerk, The 
Manor House, Kingsbridge, by Jan. 3. Deposit 
£2 2s. cheque. 

*Kingswood, Som.—-Erection of pavilions. 
etc., contracts 2 and 3, for U.D.C. Apply 
by Jan. 2 

Lanarkshire.—Painter work at Craigneuk P. 
School, Motherwell, for Co. E.C. Written 
applications to D. G. Bannerman, county 
architect, 34 Albert Street, Motherwell, by 
Dec. 24. 

Lancashire.—Following for C.C.: Erection 
of a sanitary annexe in traditional construction 
with felted roof, and including the installation 
of a new sewage disposal plant, drainage, 
services, and finishes, at Civil Defence head- 
quarters, Lea, near Preston; builders’ work 
in connection with the erection of a prefabri- 
cated timber single-storey three-classroom 
extension, etc. at Penwortham Kingfold 
Infants’ School, near Preston, including con- 
crete slab, drainage, services, and finishes, the 
timber building to be supplied and erected 
by a nominated sub-contractor already 
selected. Applications to the County Archi- 
tect, P.O. Box 26, County Hall, Preston, by 
Dec. 29 
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Leicester. — Erection of an old _ people’s 
recreation centre at Braunstone Frith estate 
for City Council. Deposit £1, cheques payable 
to City Treasurer. Tenders by Jan. 12. 3 

Manchester. — Following for City Council: 
(a) Alterations at Sharston Secondary School; 
(b) layout of playing fields, asphalt playground 
and hard tennis courts at Chorlton Grammar 
School; (c) construction of asphalt playground 
at St. Thomas’ C. of E. School, Ardwick. 
Documents from the City Architect, P.O. Box 
488, Town Hall, Manchester. Tenders by 
an. 4. 

: Merionethshire.—Various alterations and the 
erection of a new classroom, cloak and 
sanitary accommodation at Llandrillo Primary 
School for Co, E.C. Documents from County 
Architect, County Offices, Lombard Street, 
Dolgellau, Deposit £3 3s. Tenders by Jan, 9. 

Montgomeryshire.—Extensions for comple- 
tion of Machynlleth High School for Co. E.C., 
consisting of gymnasium with changing rooms, 
domestic science room, library and art room, 
biology laboratory, together with certain 
alterations, to existing structure, site works 
and drainage. Documents from J. A. Davies, 
director of education, Education Offices, New- 
town. Deposit £2 2s. Tenders by Jan. 21. 

Norfolk. — Following for Co. E.C.: (a) 
Caister Secondary Modern School (24,400 sq. 
ft.); (b) Downham Grammar School, two 
classrooms (1,230 sq. ft.); (c) Hindringham 
Voluntary Controlled New School (3,000 sq. 
ft.); (d) King’s Lynn Community Centre 
(2,450 sq. ft.); (e) Melton Constable Secondary 
Modern School, extensions (4,850 sq. ft); (1) 
Norfolk School of Agriculture, dairy buildings 
(5,800 sq. ft.); (g) Wymondham College. 
gymnasium (20,000 sq. ft.). Documents from 
F. Lincoln Ralphs, chief education officer, 
County Education Office, Stacey Road, 
Norwich, NOR 49A, by Dec, 29. 

North Riding.— Erection of a library at 
Haxby, near York, for C. E.C, Documenis 
from the County Architect, County Hall. 
Northallerton. Tenders by Jan, 13. 

North Riding. — Alterations to the South 
Bank Police Station for C.C. Applications to 
the County Architect, County Hall, Northaller- 
ton. Deposit £2 2s. Tenders by Feb. 1. 

Nottingham.—Construction of a biology 
laboratory at Player School, Bilborough, for 
City Council. Documents from F. M. Little, 
city engineer and surveyor, The Guildhall, 
Nottingham. Deposit £2. Tenders by Jan. 11. 

Nottingham.—Cleaning and painting at the 
undermentioned buildings for Education Com- 
mittee: Internal and external—Forster School, 
Forster Street, Radford; Highbank School, 
Winscombe Mount, Clifton Estate; Hogarth 
School (detached classroom), Carlton Road; 
William Crane School (junior girls’ infants’ 
No. 2 and south hall) Minver Crescent, Aspley; 
Trent Bridge Junior School, Green Street, 
Meadows; Glenbrook Junior Girls’ School, 
Wigman Road, Bilborough; internal—Trent 
Bridge Special Subjects Block, Green Street; 
Manning School kitchen, Gregory Boulevard; 
Melbury School kitchen, Melbury Road, Bil- 
borough; Peveril School kitchen, Robins 
Wood Road, Aspley; Pierrepont School 
kitchen, Gordon Road; King Edward Park 
Nursery School kitchen, Carlton Road; White- 
gate School kitchen, Middlefell Way, Clifton 
Estate; St. Teresa’s R.C. School (detached 
classroom), Kingsbury Brive, Aspley; external 
—Central Gymnasium, Canal Street; Henry 
Whipple Infants’ School, Padstow Road. Best- 
wood Estate; Henry Whipple School, kitchen 
and dining rooms, Padstow Road, Bestwood 
Estate. Documents from the Education Office 
(Sites and Buildings Department), Exchange 
Buildings, Smithy Row, Nottingham. Deposit 
£1 each. Tenders by Jan. 9. 

Ossett, Yorks.—Contract 2/61, Streetside, for 
B.C., including the erection of a single block 
comprising two shops, eight two-bedroom flats 
and two one-bedroom flats, and appurtenant 
works. Documents from Borough Surveyor’s 
Department, Town Hall, Ossett. Deposit £2 2s. 
Tenders by Jan. 16. 

Prescot, Lancs.--Supply and installation of 
wash hand basins in 296 houses on the Shaw 
Lane estate, and 44 houses on the Wood 
estate, for U.D.C. Documents from the Engi- 
neer and Surveyor, Council Offices, Prescot. 
Tenders by Jan. 4. 

Salford, Lancs.—Extensions at North Salford 
Secondary Modern Girls’ School for City 
Council. Documents from Halliday and Agate, 
architects, 4 Fountain Street. Manchester, 2. 
Deposit £3 3s. Tenders by Feb. 13. 

Smethwick, Staffs-Erection of one/two 
public shelters at the Uplands cemetery for 
B.C. Written applications to the Borough 
Engineer and Surveyor, Council House, 
Smethwick, 40. Deposit £2 2s., cheque payable 
to Borough Treasurer. Tenders by Jan. 16. 

Smethwick, Staffs. — External repairs to 
Chance Technical College for B.C., consisting 
of repointing brickwork and attendance on 
specialist contractors carrying out terra-cotta 
and asphalt work. Written applications to the 
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Borough Engineer and Surveyor, Council 


House, Smethwick. Deposit £2 2s., cheque 
payable to Borough Treasurer. Tenders by 
an. 2, 


Southport, Lancs.—Alterations and additions 
to Claremount Convalescent Home, to a toial 
estimated cost of £22,000, of which £13,000 
value is in engineering work by nominated 
sub-contractors for the Royal Antediluvian 
Order of Buffaloes. Documents from Kitson, 
Parish, Ledgar and Pyman, chartered archi- 
tects, Lloyds Bank Chambers, Vicar Lane, 
Leeds, 1. Deposit £2 2s. Tenders by Jan. 17. 

Stretford, Lancs.—JInterior decoration of 
Stretford Town Hall and Stretford baths for 
B.C. Documents from A. H. Perry, borough 
engineer and surveyor, Town Hall, Stretford. 
Deposit £2 2s, Tenders by Dec. 31 

Truro, Corn.—Construction and erection of 
public conveniences at St. Just-in-Roseland 
for R.D.C. Documents from the offices of 
Alfred J. Cornelius, architect, 13 Lemon 
Street, Truro. Tenders by Jan. 16. 

Tynemouth.—Erection No, 51 of lock-up 
garages on sites at Brandon Road, Beadnell 
Avenue, Harnham Avenue and Whitehouse 
Lane, for B.C. Documents from the Borough 
Surveyor, 16 Northumberland Square, North 
Shields. Deposit £1 ls. Tenders by Jan. 13. 

Wakefield, Yorks.—Erection of an enclosed 
swimming pool at Thornes House Grammar 
School, Thornes Park, for City Council. 
Documents from the City Engineer, City 
Offices, Wakefield, by Jan. 4. 

Wandsworth. — Erection of a large span 
mechanical repair workshop, a_ three-storey 
welfare block and a single-storey office block 
at Frogmore Road, S.W.18, for B.C. Applica- 
tions, giving details of experience of rein- 
forced concrete-framed construction, plant, 
and technical and supervisory staff available, 
together with names of two technical and 
two financial referees, to J. Noel Martin, 
town clerk, Municipal Buildings, Wands- 
worth,. S.W.18, by Jan. 

West Riding.—Pointing of external stone- 
work at the county welfare establishment. 
Walton House, Walton, Wakefield, for C.C. 
Applications to the Divisional Architect, 
Bishopgarth, Westfield Road, Wakefield. 
Tenders by Jan. 16. 

West Riding.—Painting of all or any of the 
following bridges for C.C.: (1) Beal, Osgold- 
cross; (2) Cawood, Selby; (3) Bailey Units, 
Rothwell; (4) Blacker Lane, Wakefield, Haigh, 
Kirkburton; (5) Scarbottom, Hebden Royd. 
Dawber, Hebden Royd, Brow, Elland, Elland 
River, Elland, Luddenden Foot, Sowerby 
Bridge, Sand Bed, Hepton; (6) Miles Foot- 
bridge, Hemsworth; (7) Fernlee Footbridge. 
Saddleworth, Frenches, Saddleworth, Frenches 
Canal, Saddleworth, Uppermill, Saddleworth, 
Brownhill Canal, Saddleworth. Documents 
from the County Engineer and Surveyor, 
County Hall, Wakefield. Deposit £1 each, 
cheques payable to West Riding Treasurer. 
Tenders by Jan. 16. 

Whitehead, Antrim. — Extension to White- 
head High School for Board of Governors. 
Documents from Donald A. Macniven, 
chartered quantity surveyor, 86 Main Street, 
Larne. Deposit £5. Tenders by Jan. 9. 

*Widnes, Lancs.—Erection of branch 
library for B.C. Tenders by Jan. 10. 

Wrexham, Denbighs. — External 
contracts during the financial year, March, 
1961-62, for B.C. Contractors wishing to 
apply for consideration to be included on a 
nominated list of contractors from whom the 
Council will invite tenders, should apply for 
the necessary forms from the Borough Engi- 
neer and Surveyor, 31 Chester Street, 
Wrexham, by Jan. 4. 

Wrexham, Denbighs.—External painting of 
dwellings contracts during the financial year 
1961-62 for B.C. Applications for the neces- 
sary forms to the Borough Engineer and 
Surveyor, 31 Chester Street, Wrexham. Form 
to be returned by Jan. 4. 

York.—Erection of bicycle accommodaiion 
at three schools for City Council. E. Firth, 
city architect, 8 St. Leonard’s Place, York. 
Deposit £1. Tenders by Jan. 4. 


CLOTHING AND TEXTILES 


*Aberdare, Glam.—Uniform and _ protective 
clothing for U.D.C. Tenders by Jan. 6. 

Angus. — Supply of police clothing as 
follows for Constabulary: Jackets, trousers. 
shirts, greatcoats, gabardine raincoats, para- 
matta raincoats, collars, ties, caps, leather 
gloves, policewomen’s jackets, skirts and black 
nylon hose. Documents from the Chief Con- 
stable, Angus Constabulary, County Build- 
ings, Forfar. Tenders by Jan. 12. 

Cardiff.—Supply of the following for City 
Council: (a) Uniform clothing, shirts, collars, 
ties and gloves for the regular police force 
and women police; (b) uniform clothing for 
the transport department for the year 1961. 
Documents from the Supplies Officer, Central 
Contracts Department, City Hall, Cardiff. 
Tenders by Dec. 30. 
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Huddersfield, Yorks.—Supply of the follow. 
ing ambulance service uniforms for B.C: 
Twenty-nine ambulance drivers’ uniforms, coat 
R.A.F. style, with two pairs of trousers; four 
shift leaders’ uniforms; two ambulance officers’ 
uniforms; 35 double-breasted gabardine rain. 
coats: 35 loose linings for raincoats; 29 ambu- 
lance drivers’ hats; four shift leaders’ hats; two 
ambulance officers’ hats; 99 R.A.F. bush shirts 
with three collars each; nine white shirts with 
three collars each; 70 black ties. Samples of 
requirements and documents from the Medical 
Officer of Health, Huddersfield. Tenders by 


Jan, 7. 
*Oxford.—Supply of Fire Brigade clothing 
for City Council, Tenders by Jan. 25. 


DEMOLITION 

Blaby, Leics.—Demolition and site clearance 
as follows for R.D.C.: (a) Four cottages, 
Hinckley Road, Sapcote; (b) four cottages, 
Long Street, Stoney Stanton. Documents from 
the Engineer and Surveyor, Council Offices, 
Narborough, Leicester. Tenders by Jan. 9. 

*Crosby, Lancs.—Demolition and clearance 


for B.C. 

Lanarkshire. — Demolition of  Blairhill 
School, Coatbridge, for Co. E.C. Written 
applications to D. G. Bannerman, county 


architect, 34 Albert Street, Motherwell, by 
Dec. 2 ; 

Oldham, Lancs.—Demolition and_ clearing 
away of 83 air-raid shelters for B.C. Docu- 
ments from the Borough Engineer and Sur- 
veyor, 75 Union Street, Oldham. Deposit 
£2 2s., cheques payable to Borough Treasurer. 
Tenders by Jan. 6. 

Ramsey, Hunts.—Demolition of 2 School 
Lane, Ramsey, together with all outbuildings 
and clearance of the site, for U.D.C. Docu- 
ments from the Surveyor, Council Offices, 
3 Bury Road, Ramsey. Tenders by Dec. 31, 

Rochdale, Lancs.—Demolition of various 
properties for B.C. Documents from Borough 
Surveyor, Town Hall, Rochdale. Tenders by 
Dec. 28. 

Salford, Lancs.—-Ellor Street clearance area 
5, Trinity clearance areas 7 and 8, demolition 
and site clearance of 369 houses, four public 
houses, and several factories and garages, 
etc., in the above clearance areas, for City 
Council. Documents from the City Engineer 
and Surveyor, Town Hall, Salford, 3. Tenders 
by Dec. 28 

West Riding.—-Demolition and clearing of 
Nether Corn Mill, Penistone, in the Urban 
District of Penistone, for C.C. Documents 
from the Assistant County Surveyor, Grove 
Hall, College Grove Road, Wakefield. Deposit 
£1, payable to West Riding Treasurer. Tenders 
by Jan. 13. 


ELECTRICAL 

Perthshire.—Complete renewal of the in- 
ternal electric installation at Belmont Camp 
School, Meigle, Perthshire, for Scottish 
National Camps Association, Ltd. Applica- 
tions to R. W. Cairns, general manager and 
secretary, Scottish National Camps Associa- 
tion, Ltd., 57 Melville Street, Edinburgh, 3. 
Tenders by Dec. 27. 

Skipton, Yorks.—Rewiring electrical installa- 
tions at 83 houses, Shortbank Road, for U.D.C. 
Documents from Engineer and Surveyor, Town 
Hall, Skipton. Deposit £2 2s. Tenders by 
Jan. 9. 

FENCING 

Kington, Heres.— Supply and erection of 
approximately 225yd. of galvanised chain link 
fencing at Hergest Camp, Kington, for R.D.C. 
Documents from Surveyor to the Council, 
Council Offices, White House, Kington. 
Tenders by Dec. 31. 3 

Swansea.—Supply and erection of wire 
fencing and necessary concrete posts at Usk 
Reservoir, approximately 900yd. around fields 
and approximately 200yd. around stores and 
buildings for B.C. Documents from the Water 
Engineer and Manager, The Guildhall, 
Swansea. Tenders by Dec. 31. 


GAS AND WATER SUPPLY 


*Blackpool, Lancs.—Trial boreholes, con- 
tract 128, for Fylde Water Board. Tenders 
by Jan. 18. é 

*Harrogate, Yorks.— Supply of softening 


plant for Claro Water Board. Tenders by 
Jan. 23. z 
*Haverfordwest, Pembs.—North east region 


water scheme for R.D.C, Tenders by Jan. 20. 


*Haverfordwest, Pembs.—St. Edrens St. 
Lawrence water scheme for R.D.C. Tenders 
by Jan. 20. 

*Macclesfield, | Ches.— Construction _ of 


service reservoirs, contract 8, for B.C. De- 
posit £5 5s. Tenders by Feb. 6. 
Nairn.---Excavating and laying of approxi- 
mately 550 lin. yd. of 7in. nominal daimeter 
asbestos-cement water main and_ ancillary 
works in Harbour Street, for B.C,  Docu- 
ments from the Burgh Surveyor, Viewfield 
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House, King Street, Nairn. 

an. 4. 

*Sittingbourne and Milton, Kent.—Pro- 
vision of water mains, Crown Quay Lane, 
for U.D.C. Deposit £3 3s. Tenders by 
Jan. 12. 

Staffordshire.—Water supply to serve three 
smallholdings at Woodhouse, Haughton, for 
c.c. Applications to the County Estate 
Agent, County Buildings, Martin Street, 
Stafford. Tenders by Dec. 30. 


Tenders by 


HEATING AND VENTILATING 


King’s Lynn, Norfolk.— Installation of 
domestic hot water systems to 61 houses and 
provision of lavatory basins to 27 houses for 
B.C. Documents from the office of the 
Borough Engineer, Clifton House, 17 Queen 
Street, King’s Lynn. Deposit £2 2s. Tenders 
by Jan. 6. 

Manchester.—Supply and _ installation of 
heating, hot water supply and extract ventila- 
tion plant at Ducie Secondary Technical 
School, Whitworth Park, for City Council. 
Documents from City Architect, P.O. Box 488, 
Town Hall, Manchester. Tenders by Feb. 1. 


HOUSING SCHEMES 


Belford, Northumb.—Erection of five pairs 
of houses (one adapted as a council office) 
and nine lock-up garages at the Burnside 
estate, for R.D.C. Documents from Richard 
Turley, architect, 46 Jesmond Road, Newcastle 
seen, Syms, 2. Deposit £2 2s. Tenders by 
Jan. 9. 

Bury St. Edmunds, Suffolk.—Erection of 
dwelling, sewage pumping station, Pigeon 
Lane, for B.C. Documents from the Borough 
Engineer and Surveyor, Borough Offices, Bury 
St. Edmunds. Deposit £2 2s. Tenders by 
Jan. 6. 

*Cannock, Staffs.—-Nineteen dwellings and 
four garages for R.D.C. Apply by Dec. 31. 
Deposit £2 2s. 

Cardiganshire.—Erection of a pair of semi- 
detached staff houses, with garages attached, 
etc., at Highmead Residential School for C.C. 
Documents from the County Architect, County 
—— Deposit £1 ls. Tenders by 
an. 7. 

Cookstown, Tyrone. Erection of 29 
dwellings and six garages at Blackhill, for 
R.D.C. Documents from F. H. Wright and 
Partners, quantity surveyors, 79 Botanic 
Avenue, Belfast, or R.D.C. Offices, The Board- 
— Cookstown. Deposit £5 5s. Tenders by 
an, 13. 

Corby, Northants.—Erection of 18 old peo- 
ple’s bungalows, one warden’s bungalow and 
a recreation room, at Rockingham Road, for 
U.D.C. Documents from G. B. Blackall, 
clerk of the Council, Council Offices, Corby. 
Deposit £3 3s., cheques payable to U.D.C. 
Tenders by Jan. 6. 

Doncaster, Yorks.—-Thirty-eight houses at 
Rands Lane. Armthorpe (Contract 366), for 
R.D.C. Documents from J. A. Williams, 
surveyor to the Council, Nether Hall, Don- 
caster. Deposit £5 5s. Tenders by Dec. 30. 

Doncaster, Yorks.—Twenty-five unit two- 
storey block of aged persons flatlets, Charles 
Crescent, Armthorpe (Contract 367), for 
R.D.C. Documents from J. A. Williams, sur- 
veyor to the Council, Nether Hall, Doncasier. 
Deposit £5 5s. Tenders by Jan. 6. 

Gosport, Hants.— Twenty-four — one-bed 
flats, water police quarters. site, Trinity 
Green, for B.C., consisting of a two-storey 
building (approximate size 241ft. by 30ft.), 
with single-storey stores, and ancillary site 
works. Documents from the Borough Engi- 
neer, The Hall, Trinity Green, Gosport. 
Deposit £2 2s. Tenders by Jan. 10. 

*Hebburn, Dur. — Forty-two dwellings for 
U.D.C. Deposit £3 3s. Tenders by Jan. 10. 

Herefordshire. — Erection of a new police 
house at Bodenham, for Standing Joint Com- 
mittee. Applications to County Architect, 
ao Street, Hereford, by Dec. 24. Deposit 
2 2s, 

Isle of Man.—Construction of four houses 
and four store sheds at Crellin Grove, 
Andreas, for Local Government Board. Docu- 
ments from the Architect and Planning Officer, 
Murray House, Douglas. Deposit £2 2s., pay- 
= P Government Treasurer. Tenders by 
an. 3. 

Kirkcaldy, Fifes—Two hundred and sixteen 
traditional houses on Chapel Level site for 

; Applications to the Burgh Engineer, 
Town House, Kirkcaldy, by Dec. 29. 

Matlock, Derbys.— Proposed Hurst Farm 
estate (Contract 4), roads, sewers and erection 
of 142 Homeville type dwellings and ancillary 
works for U.D.C. Documents from the office 
of the Engineer and Surveyor, Town Hall, 
Matlock. Deposit £6 6s. Tenders by Jan. 20. 

Northern Ireland.—Erection of three houses 
and a bungalow at Tyrone and Fermanagh 
Hospital, Omagh, for Hospitals Authority. 
Documents from McAlister and 
Partners, architects, 9 Ferryquay Street, 
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Londonderry, 
Jan. 9. 

Perth.—Letham housing development, con- 
tract 27—nine three-apartment and six four- 
apartment houses for City Council. Written 
applications to the Burgh Surveyor, 16 Tay 
Street, Perth, by Dec. 24. Deposit £2 2s. 

Pontefract, Yorks.—Erection of 57 dwellings 
(houses and flats), together with outbuildings 
and external works, at the Carleton Park estate 
for B.C. Documents from the Borough 
Engineer, Municipal Offices, Pontefract. 
Deposit £2 2s. Tenders by Jan. 18. 

*Reigate, Surrey.—Twelve maisonnettes and 
10 garages at Cromwell Road estate for B.C. 
Deposit £2 2s. Tenders by Jan. 6. 

*Shildon, Dur.— Twenty-one houses at 
Jubilee Fields estate, contract 7/5, for 
U.D.C. Deposit £2 2s. Tenders by Jan. 6. 

Southwold, Suffolk.—Erection of a block 
of six two-storey flats, in Hotson Road, for 
B.C. Documents from Caston and Porritt, 
quantity surveyors, 77 and 79 Grimwade 
Street, Ipswich. Deposit £2 2s., cheques pay- 
able to Corporation. Plans seen at the office 
of Clifford H. Dann, architect, 37 St. Giles 
Street, Norwich, or at the Town Hall, South- 
wold. Tenders by Jan. 16. 

West Bromwich, Staffs.—Erection of 184 
maisonnettes in blocks of four storeys for 
B.C. Documents available on Jan. 7 from 
W. H. Greenwood, borough engineer and sur- 
veyor, Town Hall, West Bromwich. Tenders 
by Jan. 31. 

*Weston-super-Mare, Som. — Erection of 
150 houses for B.C. Apply by Jan. 4. 

Widnes, Lanes.—Erection of one block of 
five houses, Bancroft Road, and one block of 
three houses, Montgomery Road, for B.C. 
Documents from the Borough Archiiect. 
Brendan House, Widnes. Tenders by Jan, 30. 

*Wortley, Yorks.—Eight blocks of flats for 
R.D.C. Tenders by Jan. 26. 

Wrexham, Denbighs. — Following for B.C.: 
(a) Sixty-six dwellings and 42 garages, Mont- 
gomery Road, Wrexham; (b) 14 dwellings, 
Lorne Street-Park Street, Wrexham. Docu- 
ments from Borough Engineer and Surveyor, 
31 Chester Street, Wrexham. Deposit £2 2s. 
Tenders by Jan. 9. 

*Yeovil, Som.—Erection of dwellings and 
garages, contract B/8 for B.C. Apply by 
Jan. 2. 


Deposit £3 3s. Tenders by 


MATERIALS AND SUPPLIES 

*Bacup, Lancs.—Supply of materials for 
B.C. Tenders by Jan, 31. 

Barnstaple, Devon. — Supply of the follow- 
ing items for the 12 months ending March 
31, 1962, for B.C.: (1) Portland cement; (2) 
lime—hydrated lias or lump; (3) plaster. 
plasterboard, Pyruma fire cement; (4) bricks; 
(5) gravel and sand; (6) glazed stoneware 
products; (7) timber; (8) petrol and diesel 
oil; (9) lubricating oils; (10) paraffin; (11) 
concrete products and batch concrete; (12) 
castings; (13) screws, nails, hinges and 
general ironmongery; (14) scavenging 
brooms; (15) paints and decorators’ materials. 
Documents from the Borough Surveyor, The 
Castle, Barnstaple. Tenders by Jan. 21. 

*Battersea.— Annual contracts for B.C. 
Tenders by Jan. 13. 

Blackpool, Lancs.—Supply and delivery of 
the electric lamp requirements for the year 
ending March 31, 1962, for B.C. Documents 
from Director of Lighting and Electrical Ser- 
vices, Rigby Road East, Blackpool. Tenders 
by Jan. 6. 

Bournemouth, Hants. — Supply of metal 
windows, Kinson estate, contract K.36(A) for 
B.C. Applications to the Borough Architect, 
Town Hall, Bournemouth, by Dec. 29. 

Buckinghamshire.—Supply of floor clean- 
ing materials to schools for Co. E.C. Docu- 
ments from the Chief Education Officer, 
County Offices, Aylesbury. Applicants should 
state the divisional area for which they wish 
to tender. Tenders by Jan. 21. 

*Burnley, Lancs.—Supply of furniture and 
equipment for B.C. Tenders by Jan. 10. 

Caerphilly, Glam. — Supply of the 
following: Paraffin, Derv oil, heating oil, 
lubricants, tyres, uniform clothing, overalls, 
during the 12 months ending March 31, 1962, 
for U.D.C. Documents from Clifford Thomas, 
engineer and manager, Omnibus: Garage, Mill 
Road, Caerphilly. Tenders by y*. 20. 

*Canterbury, Kent.—Annual tenders for 
City Council. Tenders by Jan. 21. 

Chigwell, Essex.—Supply of materials and 
services during period April 1, 1961, to 
March 31, 1962, for U.D.C: Tarred macadam 
—supply; bitumen macadam—supply; . bitu- 
men macadam — supply and lay by Barber- 
Greene machine; cold asphalt—supply; road 
tar and bituminous compounds—pressure 
sprayed on roads; cold bituminous emulsion 

‘supply; granite chippings; ready-mixed 
concrete; Portland cement—ordinary and 
rapid hardening; washed ballast aggregate; 
footpath hoggin; clinker and breeze; sand 
(gritting); brushes (Lacre sweeper-collector 
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machine); gully emptying and sewer flushing 
by machine; lorry hire; roller hire. Docu- 
ments from the Engineer and Surveyor, 
Council Offices, Loughton, on receipt of fool- 
scap s.a.e. Tenders by Jan. 16. 

Coventry.— Supply of following during 
period March 1, 1961, to Feb. 28, 1962, for 
City Council: Tools, hollow-ware, builders’ 
and general ironmongery. Documents from 
the City Engineer, Council House, Coventry. 
Tenders by Jan. 12. : 

Cumberland.—Supply of heating fuel oil for 
the 12 months commencing April 1, 1961, 
for C.C. Documents from H. R. Clark, acting 
county architect, 15 Portland Square, Carlisle. 
Tenders by Dec. 30. 

*Ealing, Middx.— Supply of materials and 
services for B.C. Tenders by Jan. 21. 

Epping, Essex.—Supply of the following 
for the year ending March 31, 1962, for 
U.D.C.: Sand; refined tar or tar compounds 
(including spraying and gritting); tarmac- 
adam and asphalt; concrete kerb; cement; 
cold emulsion; ashes and clinker; distemper; 
paint; derv. Documents from H. J. Mead, 
surveyor, 91 High Street, Epping. Tenders 
by Jan. 2. 

*Greenwich.—Road materials, etc., for B.C. 
Tenders by Jan. 18. 

*Grimsby, Lincs.—Supply of materials for 
B.C. Tenders by Jan. 30. 

Heckmondwike, Yorks.—Supply and delivery 
to the public baths of heavy fuel oil (3,500 
secs.) for U.D.C. Documents from the office 
of the Engineer and Surveyor, Council 
Offices, Heckmondwike. Tenders by Jan. 2. 

*Holland.—Supply of road materials and 
services for C.C, Tenders by Jan. 16. 

*Huntingdonshire.— Supply of materials, 
etc., for C.C. Tenders by Jan. 18. 

*Kingston-upon-Thames, Surrey.—Supp’y 
of materials for B.C. Tenders by Jan. 20 

*Northwich, Ches.—Materials for U.D.C. 
Tenders by Jan. 28. 

Penge, Kent.—Following for U.D.C.: (a) 
Reception and disposal of domestic and 
trade refuse at a tip or other point; (b) 
bulk transportation and disposal of domestic 
and trade refuse; (c) bulk transportation of 
refuse; (d) hire of bulk transportation 
vehicles. Documents from the Engineer and 
Surveyor, Town Hall, Anerley Road, London, 
S.E.20. Tenders by Jan. 31. 

_*Peterborough.— Supply of materials © for 
City Council. Tenders by Jan. 4. 

Prestwich, Lancs.—Supply and delivery. of 
the following for the 12 months ending March 
31, 1962, for B.C.: (1) Tarmacadam with 
granite or limestone aggregate, and bitu- 
minous granite; (2) single-sized road stone and 
chippings; (3) spraying compounds; (4) 
natural stone kerbs; (5) precast concrete 
kerbs; (6) precast concrete flags; (7) Port- 
land cement; (8) petrol and oils; (9) galvan- 
ised sheet steel dustbins; (10) electric lamps; 
(11) coal and coke; (12) paints. Documents 
from the Borough Engineer, Town Hall, 
Prestwich. Tenders by Jan. 16. 

*Rainford, Lines.— Road materials for 
U.D.C. Tenders by Jan. 14. 

*Wallasey, Ches.—Supply of materials for 
B.C. Tenders by Jan. 18. 

West Riding.—Following for C.C.: (i) Road 
rolling by steam, petrol and diesel rollers; 
(ii) mechanical haulage and tractors; (iii) 
team labour, as required by the Highways and 
Bridges Department, for the period from 
April 1, 1961, to March 31, 1962, Documents 
from the County Engineer and Surveyor, 
County Hall, Wakefield. Tenders by Dec. 30. 

West Riding.—Following for C.C.: Supply 
of concrete aggregates and ready-mixed con- 
crete required during the period April 1. 
1961, to September 30, 1961, and for weed 
killers and adhesion agents. for - surface 
dressing purposes required during the 1961 
season. Documents from the office of .the 
County Engineer and Surveyor, County Hall, 
Wakefield. Tenders by Jan. 2. 

*Whitchurch, Salop.— Annual tenders. for 
U.D.C. Tenders by Jan. 23. . 

*Worcester.—Annual tenders 1961/62 for 
City Council. Tenders by Feb. 1. 

*Worthing, Sussex.—Tenders for supplies 
for B.C. Tenders by Jan. 11. 


PLANT AND MECHANICAL TRANSPORT 


Bangor, Down.—Supply and delivery of-a 
diesel engined mechanical road sweeper for 
B.C. Documents from FT. B. Graham. town 
clerk, Town Hall, The- Castle, Bangor. 
Tenders by Jan. 3. 

Dorking, Surrey.—Diesel crawler tractor 
for controlled tipping operations for U.D.C. 
Documents from the Engineer and Surveyor, 
Pippbrook, Dorking. Tenders by Dec. 28. 

East Ham, Essex.—Supply of a l5cwtf. 
four-wheeled dumper and offers are also in- 
vited for an Aveling-Barford pedestrian- 
controlled dumpling in part exchange, for 
B Documents from the Borough Engi- 
neer, Town Hall, East Ham, E.6. 


Tenders 
by Dec: 29, 
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Littlehampton, Sussex.—Supply and delivery 
of one Dennis 18/24 cu. yd. Paxit II refuse 
collection vehicle with salvage trailer for 
U.D.C. Documents from the Engineer and 
Surveyor, Council Offices, Littlehampton. 
Tenders by Jan. 18. 

Liverpool.— Supply and delivery of one 
5-ton refuse collecting vehicle for City Coun- 
cil. Documents from the City Engineer and 
Surveyor, Municipal Buildings, Liverpool, 2. 
Tenders by Jan. 13. 

Londonderry.—Supply and delivery of a 
David Brown 50 I.T.D. crawler tractor for 


City Council. Documents from the City 
Engineer and Surveyor, 5 Guildhall Street, 
Londonderry. Tenders by Dec. 31. 


St. Albans, Herts.—Supply and delivery 
of a 10/l2cwt. capacity dropside truck with 
a two-seat driving compartment for City 
Council. The vehicle to be painted and 
lettered. The Counci] will have a 10cwt. 
Bedford truck for disposal and will accept 
offers for this on a part exchange basis. 
Tenders, together with a_ full specification 
of the vehicle offered, stating — date, 
to be received in an envelope not bearing 
any name or mark to indicate sender, and 
endorsed “Tender for Truck,” to B. V. 
Entwistle, clerk, St. Peter’s Street, St. Albans, 
Herts., by Jan. 2. 


PLAYING FIELDS, PARKS, ETC. 


*Brierley Hill, Staffs.—Levelling at the Dell 
a ground for U.D.C. Tenders by 
an. 12. 

West Hartlepool, Dur.—Construction of 
the following for B.C.: (a) Five all-weather 


bituminised macadam hard tennis courts, 
Seaton Carew Park; (b) two all-weather 
bituminised macadam hard tennis courts, 


Grammar School for Boys. Documents from 
J. Stanley Miles, borough engineer, Muni- 
cipal Buildings, West Hartlepool. Deposit 
£5. Tenders by Jan. 5, 

Wrexham, Denbighs.—Supply and delivery of 
the following playground equipment for B.C.: 
Plane swing (two-bay four swing); non-bumper 
see-saw; rocking horse; whirling platform; and 

iant stride. Documents from the Borough 
ngineer and Surveyor, 31 Chester Street, 
Wrexham. Tenders by Jan. 9. 


RAILWAY ENGINEERING 


Newcastle upon Tyne.—Supply of railway 
turnouts for Tyne Improvement Commission. 
Applications to R. N. Eggleton, secretary, 
Bewick Street, Newcastle upon Tyne, 1. 
Tenders by Jan. 10. 


ROADS, BRIDGES AND SITE WORKS 


*Basildon, Essex.—Swan Lane improvement, 
Wickford, for U.D.C. Apply by Jan. 6. 
Birmingham.—Widening and reconstruction 
of Masshouse Lane and Primrose Hill, Kings 
Norton, for City Council. Documents from 
the office of Sir Herbert J. Manzoni, city 
engineer and surveyor, Civic Centre, Birming- 
ham, 1. Deposit £2 2s. Tenders by Dec. 30. 
*Brentwood, Essex.— Making-up of Corns- 
land (part) for U.D.C. Deposit £1 Is. 
Tenders by Jan. 9. 
*Bridgwater, Som.—Re-laying slabs and 
kerbs at North Street and High Street, for 
B.C. Deposit £2 2s. Tenders by Jan. 9. 
*Cambridge.— Construction of footpath 
and verges, contract Q7, for City Council. 
Tenders by Jan. 16. 
_ Cambridgeshire.—Contract 6021 for C.C.. 
including supplying and laying by machine 
approx. 2,450 tons of gravel asphalt base 
course and approx. 800 tons of granite asphalt 
wearing course at Nine Mile Hill on the 
Cambridge-Newmarket Trunk Road, A.45, 
about nine miles east of Cambridge. Docu- 
ments from R. Lacey, county surveyor, Shire 
= Hill, Cambridge. Tenders by 
ec. 31. 





Castle Donington, Derbys.—Laying approxi- 
mately 1,630yd. of 15in., 9in., 6in., and 4in. 
diameter glazed stoneware and concrete drain 
pipes, together with 755yd. of cast-iron water 
mains and 650yd. of street works, for R.D.C. 
Documents from McCarthy, Collings and Co.., 
187 Forest Road, Coalville. Deposit £2 2, 
check payable to R.D.C. Tenders by Jan. 16. 

*Chesterfield, Derbys.— Road works at 
Eckington for R.D.C. Deposit £2 2s. Tenders 
by Jan. 18 

gham, Surrey.—-Improvement works in the 
depot at High Street for U.D.C. The works 
are approximately as follows: Kerb works 
260yd. lay only and 90yd. supply and lay; 
surface water drainage—brick soakaways, con- 
crete gullies with G.S.W. connections, three- 
chamber interceptor; concrete storage areas 
and wash-downs in reinforced concrete 4in. 
and 6in. thickness, 800 sq. yd.; tarmacadam 
surfacing 2,000yd. Documents from the 
Engineer and Surveyor’s Office, Fire Station 
—. High Street, Egham. Tenders by 
an. 2. 

*Farnham, Surrey.—Classified roads, im- 
provements for U.D.C. Tenders by Jan. 16. 
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Gillingham, Kent.—Resurfacing of Woodside 
at Wigmore, contract 2, for B.C. The work 
comprises of laying about 6,200 sq. yd. of 
sand carpet surfacing lin. thick, together with 
regulating courses and other ancillary works. 
Documents from the Borough Engineer, Muni- 
cipal Buildings, Gillingham. Deposit £2 2s. 
Tenders by Jan. 3. 

Glamorgan. — Making-up of the following 
private streets for C.C.: (1) Springfield Road 
and Penbryn Road, Skewen, the principal 
works comprising: Carriageway, 1,650 sq. yd.; 
footpaths, 950 sq. yd.; kerbing, 600 lin. yd.; 
storm water drainage, 200 lin. yd., and inci- 
dental works; (2) Fairlawn Terrace, Pencoed, 
the principal works comprising: Carriageway, 
00 sq. yd.; footpaths, 150 sq. yd.; kerbing, 
150 lin. yd., and incidental works; (3) Lon-y- 
Winci, Rhiwbina, Cardiff, the principal works 
comprising: Carriageway, 300 sq. yd.; foot- 
paths, 175 sq. yd.; kerbing, 150 lin. yd., and 
incidental works. Documents from _ the 
County Surveyor, County Hall, Cardiff. 
Deposit £3 each. Tenders by Jan. 27. 

_ Gloucestershire.—Widening and reconstruc- 
tion works in Hempsted Lane, Hempsted 
(approx. length 300yd.), for C.C. Documents 
from the County Surveyor, Quay Street. 
Gloucester. Deposit £2 2s. Tenders by Jan. 5. 

Grimsby, Lincs. — Construction of approxi- 
mately 2,050 super. yd. of carriageway, 662 
super. yd. of flagging, and other ancillary 
works in the reconstruction of the unadopted 
length of Windermere Avenue, Fairfield, for 
B.C, Documents from J. V. Oldfield, bo-ough 
engineer and surveyor, Municipal Offices, Town 


Hall Square, Grimsby. Deposit £5. Tenders 
by Jan. 30. 
Harrogate, Yorks.—Site preparation and 


construction of car park, Royal Hall Gardens 
and site adjacent to The Elim Hall for B.C. 
Briefly the work comprises: Bulk excavation. 
approximately 4,000 cu. yd.; hardcore fill, 
approximately 4,000 cu. yd.; pitching, tarmac- 
adam and asphalt, approximately 8,000 sq. yd.; 
stone retaining wall, approximately 400 cu. yd.; 
drainage works in 9in. and 6in. diameter 
pipes, approximately 250 lin. yd. Documents 
from the office of the Borough Engineer, 
a Offices, Harrogate. Tenders by 
lec, 29. 


*Heston and Isleworth, Middx.—Road im- 
provement works for B.C Deposit £2 2s. 
Tenders by Jan. 10. 

Hitchin, Herts.—Making-up of Westfield 
Lane (part) for U.D.C. The approximate extent 
of the work includes the provision and laying 
of 75 lin. yd. of 6in. dia. glazed ware pipes. 
the construction of 600 sq. yd. of carriageway 
with hardcore foundation and tarmacadam 
surface, and the provision and laying of 400 
sq. yd. of flag paving. Documents from the 
Surveyor’s Department, Council Offices. Brand 
—- Hitchin. Deposit £2 2s. Tenders by 
an. 6. 

*Hornchurch, Essex.—Improvement of Up- 
minster Road, Rainham, for U.D.C. Deposit 
£2 2s. Tenders by Jan. 9. 

*Kent.—Detling By-pass for C.C. Deposit 
£10 10s. Tenders by Feb. 6. 

Kidderminster, Worcs.—Following works on 
various roads for B.C.: (a) Repaving with con- 
crete slabs for approx. 1,150 sa. yd. of footway 
and re-kerbing for approx. 900 lin. yd., to- 
gether with incidental works; (b) the asphalt 
resurfacing of approx. 8,000 sq. yd. of carriage- 
way, together with all necessary preparation 
work. Documents from the Borough Engineer, 
i - Street, Kidderminster. Tenders by 

an. 6. 

*Lanarkshire.— Road and bridge improve- 
ments trunk road A74 for Scottish Home De- 
partment. Deposit £20. Tenders by Feb. 8. 


Lanarkshire.—Fabrication and erection of a 
pedestrian bridge at Salsburgh, Trunk Road 
A.8, for C.C. The bridge and its approaches 
are 100yd. long. The approaches include both 
stairways and ramps. The main members of 
the deck, stairways. ramps and supporting 
piers are in structural onal. The deck slab is 
6ft. wide and is in reinforced concrete cast 
in situ. The hand railings are in tubular steel. 
The contract will include all the general con- 
struction work for foundations, filled ends 
of ramps, etc. Applications to Col. T. U 
Wilson. county surveyor, 19 Auchingramont 
Road, Hamilton, by Dec. 27. 

Leeds.—Following for City Council: (a) 
kerbing, tarmacadam footpaths tarmacadam 
carriageways, etc., in the following private 
streets—back Northbrook Street, Northbrook 
Street (part), Shire Oak Road (part). Vesper 
Way, and Wood Hill Road (part); (b) general 
site clearance, excavation and filling, con- 
struction of carriageways and _ footpaths, 
including concrete haunch, hardcore founda- 
tions, kerbing, tarmacadam surfacing, soiling, 
seeding and turfing and other incidental works 
at (a) Oldfield Lane development area, and (b) 
Greenside redevelopment area. Documents 
from Highways Engineer, 155, Kirkstall Road, 
Leeds, 4. Deposit £1 ls., cheques payable to 
Corporation. Tenders by Jan. 5. 
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Newcastle, Down. — Reconstruction of 
approximately 270 lin. yd. of trunk road, T,2, 
Railway Street, together with ancillary works, 
for U.D.C. Documents from F. Crawford, 
town surveyor, Urban Council Office, 
Newcastle, Down. Deposit £5 5s. Tenders by 
Dec. 27. 

Newport, Mon.—Construction of footpaths 
in parts of Dale, Abbey and Neston Roads, 
on the Ringwood Estate, for B.C. Documents 
from the Office of the Borough Engineer, 
Civic Centre, Newport, Mon. Deposit £2 2s., 
payable to Borough Treasurer. Tenders by 
an. 12, 

Newtownabbey, Antrim. — Supplying and 
laying of approximately 2,000 sq. yd. of 
asphalt at Antrim Road, for U.D.C. Docu. 
ments from the Town Surveyor, Town Hall, 
Newtownabbey. Tenders by Jan. 9. 

*Peterlee, Dur.—Road surfacing, contract 
29a, for Development Corporation. Apply by 


an. 3. 

Rayleigh, Essex.— Making-up of Clarence 
Road for U.D.C., including the construction 
of approx. 700 lin. yd. of 20ft. wide lean-mix 
concrete carriageway surfaced with bitumen 
macadam, 5ft. wide slab-paved footways, 
seeded grass verges, together with incidental 
works of kerbing and soil and surface water 
sewering. Documents from the Offices of the 
Engineer and Surveyor, Council Offices, Hock- 
ley Road, Rayleigh. Tenders by Jan. 2. 

Ruislip-Northwood, Middx.—Following for 
U.D.C.: (1) Making-up of Acacia Avenue 
(part), approx. 30 lin. yd. 7in. R.C. carriage- 
way, kerbing and artificial stone paving; (2) 
construction of shelter and public convenience, 
Deave Park, Ruislip. Documents from the 


Engineer and Surveyor, Council Offices, 
oreeneee. Deposit £2 2s. Tenders by 
Dec. 30. 


Salisbury and Wilton, Wilts.—Construction 
of site works in Moot Lane, Downton, for 
R.D.C., comprising apovroximately 2,500 sq. 
yd. of tarmacadam road, footpath and drains. 
Applications to C. Brown, clerk of the 
Council, Council Offices, 26 Endless Street, 
Salisbury. Deposit £2 2s. Plans seen at the 
offices of Bothams and Brown, F./A.R.1.B.A., 


32 Chipper Lane, Salisbury. Tenders by 
Jan. 12. 

Somerset. — Redecking and widening of 
Durston railway bridge on the Taunton- 


Glastonbury Road, A.361, for C.C. The works 
consist of demolition of existing parapets, 
excavation of existing carriageway, provision 
and placing of steel compound girders, con- 
struction of new reinforced concrete deck and 
stub parapets, and surfacing new deck with 
hot rolled asphalt. Documents from the 
County Surveyor, County Hall. Taunton. 
Deposit £2, cheques payable to C.C. Tenders 
by Jan. 13. 

*Warwickshire.—Highway improvement foi 
C.C. Deposit £2 2s. Tenders by Jan. 14. 


SEWERAGE, SEWAGE AND REFUSE 
DISPOSAL 


Bedale, Yorks.—Following for R.D.C.: Con- 
struction of 3,435 lin. yd. of Yin. and 6in. 
sewers, together with approximately 500 lin. 
yd. of 6in. and 4in, house drains with 
chambers and manholes and the construction 
and extension of sewage disposal works, with 
contingent works at Leeming and Leeming 
Bar. Documents from the offices of W. K 
Rodwell, consulting engineer, 40 North Street, 
Wetherby. Deposit £3 3s., cheque payable 
to R.D.C. Plans also seen at the Council 
offices, Bedale Hall, Bedale. Tenders by 
Jan. 31 

*Brigwater, Som.—Bristol Road drainage 
for B.C. Deposit £2 2s. Tenders by Jan. 9. 

Crosby, Lancs.— Construction of approx. 
2,700 lin. yd. of concrete and_ stoneware 
sewers, comprising 1,550 lin. yd. of 33in. dia., 
440 lin. yd. of 30in. dia. and 350 lin. yd. of 
27in. dia. concrete extra strength pipe sewer 
and 360 lin. yd. of Yin. dia. stoneware sewer. 
together with land drains, manholes, and _ap- 
purtenant works, for B.C. Documents from 
the Borough Engineer and Surveyor, Town 
Hall, Waterloo, Liverpool. Deposit £2. 
Tenders by Jan. 11. , 

Farnham, Surrey.—Soil sewer extension— 
Alton Road (stage 2) for U.D.C., including 
approx, 85 lin. yd. of 6in. dia. glazed stone- 
ware sewer and two precast concrete man- 
holes. Documents from the Engineer and 
Surveyor, Council Offices Annexe, Sou 
Street, Farnham. Deposit £1 Is. Tenders by 
Jan. 16. 

Halstead, Essex.—Pebmarsh, Greenstead 
Green and Toppesfield drainage, contract 1], 
for R.D.C. The work includes the provision 
and construction, in and near the three above- 
named parishes. of the following: (a) A tota 
of approx. 7,300yd. of 7in. and Qin. dia. con- 
crete sewers, together with manholes and other 
appurtenant works; (b) a total of approx. 
270yd. of 4in. dia. spun-iron rising main; (c) 
fin. stoneware and 6in. concrete lateral sewers: 
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(d) an ejector station at Toppesfield; (e) at 
each parish a treatment works comprising 
screen chamber, settlement tank, two filters, 
sludge beds, works pumping station, together 
with access road, fencing, and other incidental 
works. The work is to be completed in 18 
months. Documents from John Taylor and 
Sons, engineers, Artillery House, Artillery 
Row. Westminster, S.W.1. Deposit £5 5s. 
Tenders by Jan. 25. 

*Hatfield, Herts. — Lemsford 
contract 8, for R.D.C. Apply 
Deposit £10. 

Linlithgow, West Lothian.—Reconstruction 
of the settlement tanks at the sewage works. 
involving the installation of mechanical 
scrapers with relative works for B.C. Docu- 
ments from J. and A. Leslie and Reid. 
engineers, 53 Manor Place, Edinburgh, 3. An 
assistant engineer will meet intending offerers 
at Linlithgow Sewage Works at 10.30 a.m., 
Dec. 21, to point out the position of the works 
Tenders by Jan. 16. 

Louth, Lines.—Construction of approx. 
6,300 lin. yd. of 6in. dia. concrete pipe sewers. 
manholes, sewage ejector station and rising 
main, house connections and a sewage treat- 
ment works at Legbourne and Little Caw- 
thorpe, for R.D.C. Documents from John H. 
Haiste and Partners, consulting engineers, Bel- 
mont House, 20 Wood Lane, Headingly, Leeds. 
6. Deposit £3 3s., cheque payable to R.D.C. 
Tenders by Jan. 16. 

Martley, Worcs.—Erection of a small sewage 
pumping station and the construction of 
approximately 188 lin, yd. of 4in. diameter 
and Gin. diameter glazed stoneware pipe 
sewers, approximately 540 lin. yd. of 3in. 
diameter spun-iron rising main manholes and 
other incidental works in the parish of Astley. 
for R.D.C. Documents from the Engineer and 
Surveyor, | The Tything, Worcester. Tenders 


sewerage, 
by Jan. 3. 


by Jan. 23. s 
*Melford, Suffolk, Great Cornard and 
Glemsford sewerage schemes for R.D.C. 


Application form to be returned by Jan. 9. 
Middlesex.—East Middlesex main drain- 
age, contract EMR.3, for C.C., comprising 
construction of the following buildings at 
Rammey Marsh sludge disposal works, near 
Enfield Lock, Middlesex: (1) Pumping station 
superstructure 78ft. by 50ft.. mavyimum 
height 19ft.; (2) office building 69ft. by 
23ft. by l0ft. high; (3) garage and other 
single-storey buildings totalling about 1.750 


sq. ft. Documents from J. D. and D. M. 
Watson, consulting engineers, 67 Tufton 
Street, Westminster, S.W.1. Deposit 
£10 10s. Tenders by Jan. 2. 

Minworth, Worcs. —- Manufacture and/o1 


supply, delivery, erection on foundations to be 
prepared by the main contractor when chosen. 
setting to work and maintenance for a period 
of 12 months after being brought into use of 
the following for Birmingham Tame and Rea 
District Drainage Board. Three 1,500 g.p.m. 
unchokeable-type centrifugal pumping sets: 
two 140 g.p.m. medium pressure effluent wash 
water Centrifugal pumping sets; three 70 g.p.m. 
unchokeable-type centrifugal sump pumping 
sets, with motor control gear, etc. Documents 
from the Engineer to the Board. Rookery 
ee Birmingham, 24. Tenders by 
an. 16. 

*Newbury, Berks.—Woolhampton sewerage 


and sewage disnosal for R.D.C. Deposii 
£10 10s. Tenders by Feb. 1. 
Paignton, Devon.— Main drainage con- 


tract 1 for U.D.C.: Supply and delivery of 
pipes: 67 lin. yd. 66in. turned and _ bored 


cast-iron pipes; 440 lin. yd. 66in. spun- 
concrete pressure pipes with special joints; 
2,940 lin. yd. 60in., 54in., 45in., 36in. and 
33in. spun-concrete pressure pipes with 
special joints; 1,530 lin. yd. 36in., 33in., 
30in., 27in., 24in., 18in., 15in. and 12in. 
Spun-concrete pipes with ordinary joints; 
taper pipes, junctions and specials. Docu- 


ments from the Engineer and Surveyor, 
Municipal Offices, Oldway, Paignton. Tenders 
by Jan. 5. 

Portishead, Som.— Construction of ap- 
proximately 520 lin. yd. of 9in. diameter 
sewer of concrete flexible jointed pipes and 
concrete tube manholes at Wetlands Lane 
for U.D.C. Documents from Harvey McGill 
and Hayes, consulting engineers, 38 Market 
Place, Chippenham, Wilts., at whose office 
the plans may be inspected, by appointment, 
during the normal office hours. Applica- 
tions to be accompanied in the case of con- 
tractors who have not previously carried out 
work for the Council or under the direction 
of the Engineers, by particulars of similar 
work done, and the names and addresses of 
the engineers concerned. Deposit £3 3s. 
(ceques payable to Council). Tenders by 
Dec. 31. 

Rhyl, Flints—Main drainage — pumping 
plant and stand-by diesel alternator at West- 
bourne Avenue pumping station for U.D.C.: 
(a) Supply and complete installation of 
Pumps, together with motors, starters, sup- 
Porting steelwork, pipework, valves, Venturi 
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meters, pumpwell access stairs, etc. The 
pumps required are as follows, the total head 
being approximately 38ft.: Three vertical 
sewage pumps, capacity 1,560 g.p.m. each; 
two intermediate vertical storm water pumps, 
capacity 8,250 g.p.m. each; two main storm 
water pumps, capacity 12,450 g.p.m._ each. 
(b) Supply, delivery and complete installation 
of a diesel alternator set with an engine 
output of 800-b.h.p., or alternatively for the 
supply and delivery only of such alternator 
set, Documents from the Engineer and 
Surveyor, Council Offices, Rhyl. Deposit £5 
for (a), £3 for (b). Tenders by Jan. 28. 
Sutton Coldfield, War.—Manufacture and/or 
supply and erection on foundations to be pre- 
pared by the main contractor when chosen, 
setting to work and maintenance for a period 
of 12 months after being brought into use of 
three 1,000 g.p.m. Duplex-type reciprocating 
sludge pumps with motor control gest etc., at 
Minworth new works for the Birmingham 
Tame and Rea District Drainage Board. 
Documents obtained from the Engineer to the 


Board, Rookery Park, Erdington, Birmingham, 
24. Tenders by Jan. 30. 
*Swansea. — Limeslade sewerage scheme, 


Part 1, for B.C. Tenders by Jan. 9. , 

Totnes, Devon.—Construction of approxi- 
mately 258yd. of 9in. Flexadrain stoneware 
sewer and 178yd. of 9in. spun iron sewers 
with manholes and_ incidental works at 
Compton Marldon, for R.D.C. Documents 
from the Engineer and Surveyor, Council 
Offices, Higher Plymouth Road, Totnes. 
Deposit £2 2s., cheques payable to R.D.C. 
Tenders by Jan. 19 : 

Westbury, Wilts——Construction of approxi- 
mately 210 lin. yd. of 24in. diameter con- 
crete sewer and manholes, together with 
other works incidental thereto, contract 3, for 
U.D.C. Documents from the office of A. P. I. 
Cotterell and Son, engineers, 54 Victoria 
Street, Westminster, S.W.1. Deposit £2 2s. 
Plans also seen at the council offices, Laverton 
Institute, Westbury, Wilts. Tenders by 
Jan. 16. i 

West Riding.—Provision, construction and 
maintenance of a sewage treatment works 
and a sewage rising main at Bretton Hall 
Training College, West Bretton, near 
Barnsley, for C.C. Applications to John H. 
Haiste and Partners, Belmont House, 20 
Wood Lane, Headingley, Leeds, 6. Deposit 
£3 3s. Tenders by Jan. 2. 

Willenhall, Staffs.——Culverting of a brook- 
course on Lodge Farm site, for U.D.C., com- 
prising the laying of approximately 500yd. of 
66in. diameter, 100yd. of 57in. diameter, 
200yd. of 54in. diameter, 250yd. of 5lin. 
diameter 180yd. of 48in. diameter concrete 
tubes, together with tunnelling under a rail- 
way embankment, the cleaning and regrading 
of some 100 lin. yd. of brookcourse and ancil- 


lary works. Documents from the office of 
the Engineer and Surveyor, Town Hall. 
Willenhall. Tenders by Jan, 16. 


*Wok'ngham, Berks.—Extensions to Marsh 
Farm sewage disposal works for R.D.C. 
Deposit £5 3s Tenders by Jan. 30. 

*Worcester.—Construction of manholes on 
sewers for City Council. Tenders by Jan. 7. 

Worsbrough, Yorks.—Birdwell relief sewer 
for U.D.C., comprising the construction of 
approximately 1.620yd. of 18in. diameter 
and 430yd. of 9in. diameter concrete tube 
sewers with flexible joints, together with 
manholes and connections to — sewers. 
Documents from the Engineer and Surveyor, 
Saville House, Worsbrough Bridge, near 
Barnsley. Deposit £2. Tenders by Jan. 9 

*Yeovil, Som. — Sewage purification works 
—experimental plant for B.C. Apply by 
Jan. 6. Tenders by Feb. 15. 


STREET LIGHTING 


Baldock, Herts.—Supply and erection of 11 
25ft. concrete columns with 140-W sodium 
lanterns and auxiliary equipment for U.D.C. 
Documents from the Engineer and Surveyor, 
Council Offices, Baldock. Deposit £2 2s. 
Tenders by Jan. 7. : : 

Cardiff. — Following for oF Council 
(contract 7): Erection of about 18 class A 
metal columns (30ft. mounting height). 20 
class A metal and concrete columns (25ft. 
mounting height), 180 trolley pole brackets, 
400 class B concrete columns, 35 catenary 


suspended lanterns, including the _installa- 
tion of 200-watt sodium, 140-watt sodium, 
400-watt mercury, and 80-watt mercury 
lanterns, and associated gear. Main 


items of equipment will be drawn from 
Council’s bulk supply contracts, and the con- 
tractor will provide all labour and wiring 
necessary. Documents from the City Surveyor, 
City Hall, Cardiff. Deposit £2 2s., cheques 
payable to the Cardiff Corporation and crossed 
“Not Negotiable and Co.” Tenders by 


Jan. 6. 

Castlereagh, Down.—Supply and erection of 
the following street lighting equipment for 
R.D.C.: Carrowreagh housing scheme, Dun- 
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donald — 36 2 by 40-watt fluorescent lan- 
terns and brackets with 31 reinforced concrete 
standards with mounting height of 15ft.; 
Enfield estate, Craigavad—13 2 by 40-watt 
fluorescent lanterns and brackets for wood 
pole mounting. Documents from Council 
Offices, 368 Cregagh Road, Belfast, 6. Deposit 
£3. Tenders by Jan. 4. 
Enniskillen, Fermanagh. — Street lighting, 
council housing estates—19 fluorescent lan- 
terns, on concrete columns, eight fluorescent 
lanterns, wood pole mounting, for R.D.C. 
Documents from office of the Engineer and 


Surveyor, Rural Council Offices, Cornagrade, 
—— Deposit £2 2s. Tenders by 
ec. 29. 


Malden and Coombe, Surrey. — Following 
for B.C.: 200-W group “A” sodium and 
fluorescent lighting schemes, using tubular 
steel columns Documents from John Apse, 
borough engineer and surveyor, Municipal 
Offices, New Malden. Tenders by Jan. 13. 

Prestwich, Lancs. — Supply and erection of 
street lighting equipment as follows for B.C.: 
Rectory Lane — 26 reinforced concrete 
columns, complete with lanterns and gear (24 
fluorescent and two sodium); King’s Road— 
27 reinforced concrete columns, complete with 
sodium lanterns and gear. The contract also 
includes the removal of 31 existing columns 
and fittings and their transport to the 
Corporation’s yard. Documents from the 
Borough Engineer, Town Hall, Prestwich. 
Deposit £2 2s. each tender. Tenders by 
Dec. 28. 

Romford, Essex.—Supply only of 200-W 
sodium lanterns, lamps, control gear and 
steel lamp brackets for conversion of 69 
existing lighting units in Colchester Road, 
Al2, for B.C. Documents from the Boro 
Engineer and Surveyor, Town Hall, Romford. 
Deposit £2 2s. (cheque). Tenders by Jan. 2. 

Shoreham-by-Sea, Sussex.—Taking down of 
existing street lighting units and for the supply 
and erection of a group “A” street lighting 
installation, comprising 13 single-arm, one 
double-arm 140-watt sodium lighting units, and 
one post-top fluorescent Jantern at High Street 
as follows for U.D.C.: (1) Supply of electrical 
equipments only; (2) taking down of existing 
columns and the supply and erection of 
ee ee with the fitting and wiring 
of electrical equipment offered in their own 
tender (1) above; (3) taking down existing 
columns and the supply and erection of 
columns, together with the fitting and wiring 
of electrical equipment offered by another firm. 
Documents from the office of the Surveyor, St. 
Wilfrid’s, Ham _ Road, Shoreham-by-Sea. 
Tenders by Dec. 30. 


AWARDS 
BUILDING AND DECORATING 


(See also Housing Schemes» 


Acton, Middx.—Following for B.C.: Conver- 
sion of 55 The Avenue—Geo. Youn 
(Floriston), Ltd., 125 Leng Drive, Greenford, 
£1,736; 41 Heathfield Road—A. H. Vickery, 
Esher, Uffington Road, London, N.W.10, 
£2,187; 27 Twyford Avenue—F. J. Shelton 
(Harrow), Ltd., 24 Roxeth Hill, Harrow, 
£2,150 (recommended). 

Erection of a pavilion with a car park 
and access road at Southfield Road Playing 
Fields—Stanley Raymond and Co., Ltd., 
Sussex Road, Southall, £9,245 (recom- 
mended). 

Aireborough, Yorks. — Erection of a libra: 
at Micklefield Park, Rawdon, for U.D.C. 
F. Tunnell, engineer and surveyor—Walter 
Smith (Builders), Ltd., Gilstead Quarries, 
Bingley, Yorks. 

Andover, Hants.—Erection of six garages at 
Batchelor’s Barn Road, for B.C.—Direct 
Labour, £876. 

Barrow-in-Furness, Lancs.—Forty-three garages 
on the Tummerhill housing estate extension 
for B.C.—Direct Labour, £9,840 (recom. 

paencesy Sein 

irmingham.— Following for City Council. 
A. G. Sheppard Fidler, city architect: Ad- 
ditional classrooms at Astley Hall Resi- 





dential School—Grinnall and Blake, 11 
Lorne Street, Mouapersen Seem, Worcs., 
£5,479; erection of Bells Lane Infants’ 


School—F. Deeley, 210 High Street, Har- 
borne, Birmingham, 17, £57,585; new 
sanitary blocks at Harry Lucas Secondary 
School—William Lygo, 53 Coronation 
Road, Selly Oak, Birmingham, 29, £6,660; 
erection of Perry Common Comprehensive 
School—C. Bryant, 65 Whitmore Road, 
Small Heath, Birmingham, 10, £283,116; 
erection of Shenley Court Comprehensive 
School—W. J. Whittall, 132 Lancaster 
Street, Birmingham, 4, £604,114. 

Carlisle, Cumb.—Following for City Council: 
Erection of family group homes at Morton 
and Harrabv—Barwick Bros., Ltd., Alpha 
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Mount, Gilsland, Carlisle, £10,515 (recom- 
mended, subject to Ministry approval). 

Installation of tubby-type baths in the 
kitchen of each of the 116 pre-war aged 
persons’ dwellings at Margaret Creighton 
Gardens, etc.—Direct Labour (recom- 
mended). Estimated cost £3,480. 
Chester-le-Street, Dur.—Additions to Grammar 
School for C.C.—Spooners, Ltd., Hull, 
£3,500. 

Cornwall.—Extensions, erection of a new 
pavilion, construction of paths and minor 
internal alterations at the Tolgus County 
Secondary School, Redruth, for C.C. F. K. 
Hicklin, county architect — Mills and 
Roberts, Ilogan, Redruth, £5,512. 

Derby. — Erection of a fire station at Ascot 
Drive for Fire Brigade Committee—Direct 
Labour, £96,996 (subject to Home Office 
approval). 

Ealing, Middx.—Following for B.C.: Erection 
of 22 garages adjacent to the Crouch de- 
velopment at Haydock Avenue—Bell and 
Webster, Essex Road, Hoddesdon, Herts., 
£1,452; provision of advanced biology 
laboratory at  Eliots Green Grammar 
School — Bristow and Darlington, Ltd., 30 
Tavistock Avenue, Perivale, Greenford, 
£1,159 (recommended). 

Ebbw Vale, Mon.—Construction of a building 
to house an indoor swiming pool with two- 
storey changing rooms and administration 
block at the Civic Centre for U.D.C.- 
J. Gerrard and Sons, Ltd., Swinton, Lancs., 
£215,000. L. C. Patterson, W. T. Seaton 
and Co, quantity surveyors, 11 Cathedral 
Road, Cardiff, and L. G. Mouchel and 
Partners, consulting engineers, 38 Victoria 
Street, Westminster, S.W.1. 

Epping and Ongar, Essex.—Modernisation of 
eight houses at Shelley for R.D.C.- 
J. Whiffen and Sons, Ltd., Grenville Road, 
Epping, £4,864 (accepted); E. M. Taylor, 
£4,868; R. F. and R. W. Veal, £5,449. 
Work to commence Feb. 

Epsom and Ewell, Surrey.—Following for 
B.C.: Construction of dwarf boundary walls 
at Ruxley Farm housing estate, Ewell 
Carlton Contractors, Ltd., Carlton House, 
Ashley Road, Epsom, £1,450; provision of 
six garages at West Hill, 11 at Mounthill 
and 25 at Longmead estates—Bell and 
Webster, Ltd., Essex Road, Hoddesdon, 
Herts., £2,500 (recommended). 

Fleetwood, Lancs.— Supply and erection of 
six concrete garages at Broadwater estate 
and eight at Birnay Green for B.C.—Sec- 
tional Concrete Buildings, Ltd., Fenny 
Compton, Warwick, £868 (recommended). 
Haslingden, Lancs.—Extensions to premises 
of the Haslingden Industrial Co-operative 
Society, Ltd., at la The Parade, Broadway, 
Helmshore, for B.C.—G,. Clayton and Sons, 
Ltd.. Burnley Road, Waterfoot. 

Haverhill, Suffolk.—Erection of a factory at 
Colne Valley industrial site (for leasing to 
Field Abrasive, Ltd.) for U.D.C.—T. J. 
Archer, Ltd., Great Yeldham, Essex, £6,575. 
Hornsea, Yorks.—Alterations and extensions 
to Floral Hall ladies’ cloakrooms, café and 
café kitchen for U.D.C. Harold D. Priesi- 
man, architect, 101 Spring Bank, Hull 
Thomas Holmes and Son (Contractors). 
Ltd., Hull, £14,210. Work commencing Jan. 
Hornsey, Middx.— Resurfacing of loading 
platform at the Central Depot for B.C. 
Direct Labour (recommended). 

King’s Lynn, Norfolk.— Alterations to the 
physics laboratory at King Ejdward VII 
Grammar School for Co. E.C.—J. Medwell 
and Sons, 3 Railway Road, King’s Lynn. 
£2,296. 

Leeds.—Supply and erection of partitions in 
the body shop and vehicle park at Kirkstall 
Road works for City Council—Abix (Metal 
Industries), Ltd., Taybridge Road, Battersea, 
S.W.11, £1,241 (recommended). 

London. — Supply and erection of steelwork 
for the completion of the south block at 
County Hall for L.C.C.—South Durham 
Steel and Iron Co., Ltd., Shell Mex House, 
Strand, London, W.C.2, £21,292 (accepted): 
Dawnays, Ltd., £21,975; Edward Wood and 
Co., Ltd., £22,167; John Lysaght’s Bristol 
Works, Ltd., £22,453; Dorman, Long (Bridge 
and Engineering), Ltd., £22,526; Moreland, 
Hayne and Co., Ltd., £22,551. 
London.—Following for City Corporation: 
Provision of a temporary building at junc- 
tion of Golden Lane and Barbican—Taylor 
Woodrow (Arcon), Ltd., Western House, 
Western Avenue, W.5, £9,142 (recom- 
mended); Marley Concrete, Ltd., £9,200; 
Coseley Buildings, Ltd., £9,036. 

Supply of a timber superstructure to re- 
place existing refreshment chalet at West 
Wickham Common—W. H. Colt, Son and 
Co., Ltd., Bethersden, Ashford, Kent, £1,850 
(recommended). 


Luton, Beds.—Following for B.C.: Alterations 


and extensions to the school clinic 
premises—Pearce and Barker, Ltd., °71 
Leagrave Road, Luton, £19,148; supply and 





Sheffield. 


Sheffield. 
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erection of a building to provide im- 
proved accommodation at Luton Airport 
Vic Hallam, Ltd.. Valley Works, Langley 
Hill, Nottingham, £4,422 (recommended). 


Mablethorpe and Sutton, Lines.—Construc- 


tion of cafe and promenade decking at the 


Central Promenade, Mablethorpe, for 
U.D.C.: T. Debney and Co., Ltd., 4 Old 
Market Place, Grimsby, Lincs., £7,628. 


G. R. A. Mack, architect, 2 New Street. 
Louth, and W. L. F. Pierce, quantity sur- 
veyor, 152 Fore Street, Hertford. 


Newcastle upon Tyne.—Piling in connection 


with foundations for new science and mathe- 
matics block, Eldon Place, for King’s 
College. Richard Sheppard, Robson and 
Partners, architects, 5 Southampton Place, 
London, W.C.l—Cementation Co., Ltd., 
Haddricks Mill Road, Gosforth, Newcastle. 


Northumberland. — Erection of the Wesi 


Wylam County Primary School for the E.C. 
C. C. Brown, county architect—R. W. Bell 
and Co., Mistletoe Road, Jesmond, 
Newcastle upon Tyne, £61,918. 


Norwich.—Following for Norfolk E.C.: Con- 


struction of two additional classrooms at 
Costessey Infants’ School—H. C. Greengrass 
and Sons, Ltd., 161 Oak Street, Norwich, 
£5,983; completion of Sprowston Secon- 
dary Modern School—R. G. Carter, Ltd., 
Drayton, Norwich, £193,911. 

Adaptations and extensions at Buxton 
School —W. W. Gould, 83  Pottergate, 
Norwich (recommended). 


Portsmouth. — Restoration and completion of 


Anglesea Road Baths for City Council— 
John Hunt, Ltd., Cleveland Road, Gosport, 
£297,500 (accepted); Jno. Croad, Ltd., 
£298,837; Hawkins Bros, (Gosport), Ltd., 
£300,746; Henry Jones and Son (Ports- 
mouth), Ltd., £304,009. 


Prudhoe, Northumb. — Modernising wards at 


Prudhoe and Monkton’ Hospital for 
Newcastle Hospital Board. S. W. Milburn 
and Partners, architects, 9 Esplanade, 
Sunderland—John Jackson and Son, 72 
Corporation Street, Newcastle upon Tyne. 
£6,284. 


St. Marylebone.—Repair and improvement of 


the following properties for B.C.: (a) Park 
Mansions, Allitsen Road, N.W.8; (b) 19 
Abercorn Place, N.W.8; and (c) 22 Alma 
Square—Townsends (Builders), Ltd., 24 
Dean Street, W.1, (a) £5,990, (b) £3,450 and 
(c) £1,733; 13 Abbey Road—J. W. West 
and Son, Ltd., 5 Harley Place, W.1, £3,124; 
46 Carlton Hill—J. Kinninmont and Sons, 
Ltd., 15 South Wharf, W.2, £3,385; 5 and 7 
Langford Place—C.A.S. (Contractors), Ltd., 
St. James House, Kensington Square, W.8, 
£2,290 and £3,784 (all recommended), 


St. Pancras.—Following for B.C.: (a) Plumbing 


work at Regent’s Park (area C) housing 
scheme’ extension; (b)_ installation of 
Cleanline bath and sink units in 15 flats 
at Barnes House; (c) provision of 12 garages 
at the Ferdinand Street estate, including site 
works; and (d) provision of additional lava- 
tory accommodation in the new meeting 
rooms at Prince of Wales Road Baths 
Direct Labour, (a) £3,062; (b) £3,500; (c) 
£3,495; and (d) £1,065, respectively: supply- 
ing and fixing balustrading handrails, etc., at 
Prince Albert Road Canal Bridge—Culford 
Art Metal Co., Ltd., 283 Kingsland Road, 
London, E.2, £2,597 (recommended). 


Sedgefield, Dur.—Gymnasium and workshop at 


Winterton Hospital for Newcastle Regional 
Hospital Board. Cordingley and McIntyre, 
architects, Owengate, Durham City—R. E. 
Coleman, Ltd., High Street, Carrville. 
Durham, £11,300. 

Redecorations at the Blood Trans- 
fusion Centre, Northfield Road, for Regional 
Hospital Board—E. H. Haller, Ltd., 10 Dover 
Road, Sheffield, 11, £765. 





Sheffield. — Repairs to 59 dwellings in Little 


London Road and Little London Place for 
City Council—Direct Labour (recommended). 
Estimated cost £1,500. 

Erection of industrial premises at 
Hoyle Street, Morpeth Street and Craven 
Street for Factory Holdings (Sheffield). 
Ltd.—J. F. Finnegan and Co. (Sheffield), 
Ltd., 847 Ecclesall Road Sheffield, 11, 
£35,000. Fuller Hall and Foulsham, archi- 
tects, 212 High Holborn, W.C., and L. R. 
Kinsler and Partners, quantity surveyors, 78 
Mount Street, W.1. Work commencing 
January. 


Southend-on-Sea, Essex.—Following for B.C. 


P. F. Burridge, borough architect: Exten- 
sions and alterations and works incidental 
thereto at Porters Grange Primary School 
*. W. Pavey, Richmond Works, Hamlet 
Court Road, Westcliff-on-Sea, £1,384 (ac- 
cepted); B. R. Thompson, £1,895; A. D. 
Jackson and Son (Contractors), Ltd., £1,695; 
E. G. and L. E. Hubbard, Ltd., £1,652. 
Sports pavilion and public toilets, Blen- 
heim Park, Leigh-on-Sea, comprising the 
erection of a single-storey sports pavilion, 
including public toilets of about 1,700 
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super. ft. of brick construction with pitched 
roof and works incidental thereto—Jas. C. 
Flaxman and Sons, Ltd., 114 Southchurch 
Road, Southend-on-Sea, £8,230 (accepted); 
P. H. Wheeler, Ltd., £9,149; B. R’ 
Thompson, £8,995; A. D. Jackson and Son 
(Contractors), Ltd., £8,788. Work has com- 
menced. 

Construction of central bus garage, 
London Road, comprising the erection of a 
clad steel framed structure mainly single- 
storey but with a two-storey office section, 
overall size about 240ft. by 190ft. by 25ft. 
high to ridge, including reinforced con- 
crete foundation work, concrete floor, par- 
titioning, engineering services, decorations, 
adaptation of an existing building to be 
incorporated in new strucure and demoli- 
tion of remaining properties, external works, 
etc.—A. Monk and Co., Ltd., 75 Victoria 
Street, London, S.W.1, £123,624 (accepted); 
Whyatt (Builders), Ltd., £135,218; Gray 
Conoley = and Co., Ltd., £134,222; 
C. S. Wiggins and Sons, £135,031; A. E. 
Field (Builders), Ltd., £133,556; A. D. 
Jackson and Son _ (Contractors), Ltd. 
£123,742. Work has commenced. 


Southend-on-Sea, Essex. — Erection of staff 


toilets and handicraft room and _ works 
incidental thereto at Westcliff High School 
for Girls for B.C. P. F. Burridge, borough 
architect—Stanley G. Knight and Co., 39 
Garfield Road, Chingford, E.4, £1,618 
(accepted); Mr. B. R. Thompson, £2,860; 
E. G. and L. E. Hubbard, Ltd., £2,331; S. E. 
Moss and Sons, Ltd., £1,735. 


Stockport, Ches.—Reinforced concrete work 


at South West Secondary Modern School 
for B.C.—Fram Reinforced Concrete Co., 
Ltd., 165 Plymouth Green, Manchester, 13, 
£33,489. 

Erection of the 
Fairfield Secondary Modern School (second 
instalment) for the B.C. T. G. Hartley, 
borough architect—G. Fordy and _ Son, 
Boathouse Lane, Stockton, £149,734. 


Sunderland, Dur.—Following for B.C.: Erec- 


tion of a block of eight garages in Radlett 
Road, Hylton Red House estate—T. D. 
Gibbons and Son, Ltd., Sunderland, £2,435 
(recommended, subject to Ministry ap- 
proval). 

Conversion of classrooms to dining room 

and scullery at Bishopwearmouth C. of E. 
Infant School—Hurrell Bros., £1,199 (recom- 
mended). 
Following for E.C:: 
Additions to Havelock Primary Junior 
School—Docherty and Son, Hylton Road, 
Sunderland, £15,000; erection of students’ 
union and hostel accommodation in South 
Johnson Street for Technical College— 
Direct Labour, £368,500. 

Construction of additional laboratory at 
Royal Infirmary for Newcastle Hospital 
Board. S. W. Milburn and _ Partners, 
architects, 9 Esplanade—G. H. Plemper, Ltd., 
St, Hilda’s Works, Old Chester Road, 
Sunderland, £7,009. 


Tavistock, Devon.—Erection of a new dining 


hall and extension to a house at Kelly 
College for Trustees. Rossington and 
Fogden, architects and quantity surveyors, 
Drake Road, Tavistock—-E. L. Greening and 
Sons, Launceston Road, Tavistock. — Esti- 
mated cost £30,000. 


Tottenham, Middx.—Construction of an ex- 


tension and alterations, etc., at 55lb High 
Road, for Metropolitan Water Board- 
Townsend and Collins, Ltd., 129 Goat Lane, 
Enfield, Middx., £4,323 (recommended). 
Wilts.—Erection of a _ fire 
station for C.C.—T. Holdoway and Sons, 
Ltd., Westbury, £64,820 (subject to Home 
Office approval). 
Erection of pavilion 
on the Battle Hill estate for C.C.—William 
Hall, Ltd., Derwentwater Road, Gateshead, 
£10,600. 

Norfolk. — First _ instal- 
ment of the Wells Secondary Modern 
School, for Co, E.C.—Potter Bros., Yaxham 
Road, Dereham, £59,999. 


Westminster.—Following for City Council: 


Conversion of 28 Moreton Place—Sigley 
Bros., 89 Ebury Bridge Road, London, 
S.W.1, £2,931; improvement of 27 Charl- 
wood Street—E. . Cummins, Ltd., 52 
Belgrave Road, S.W.1, £2,450 (recommended). 
Som.—Erection of 12 
barrack blocks, boiler house, heat exchanger 
buildings and other external services at 
R.A.F, Station Locking, for Air Ministry— 
Sir Lindsay Parkinson and Co., Ltd., 6 
Lambeth Road, London, S.E.1. Estimated 
cost £575,000. 

Northumb.—Construction of 
hall/gymnasium at Whitley Bay College for 
Further Education for C.C.—R. Hush, Union 
Street, Blyth, £23,743. 


Workington, Cumb.— Erection of housing 


maintenance depot for B.C.—Border Engi- 
neering Contractors, Ltd., 125 Queen Street, 
Whitehaven, £24,853 (recommended). 
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CLOTHING AND TEXTILES 


Leeds. — Following for City Council: Supply 


of (a) 4,000yd. of blue worsted 
serge for drivers’ and conductors’ suits, 
and (b) 500yd. of all-wool blue serge for 
inspectors’ suits—Reuben Gaunt and Sons, 
Ltd., Farsley. Pudsey; supply of 3,000yd. 
of blue melton (waterproofed) cloth for 
overcoats—J. B. and W. Hirst, Ltd., Lady 
Ann Mills, Batley; supply of 1,620 khaki 
drill jackets for drivers and conductors— 
Ellis Overalls, Ltd., Gaol Lane, Halifax 
(recommended). 


DEMOLITION 


Hastings, Sussex.—Demolition of four houses, 


stables and sheds remaining in the High 
Bank redevelopment area, Old London 
Road. for B.C—R. W. Dicker and Co. 
(Public Works), Ltd., 137 Hughenden Road, 
Hastings, to pay council £20 (recom- 
mended). 


Hythe, Kent.— Demolition of 39 and 41 


Prospect Road for B.C.—Dover Demolition 
and Erection Co., Ltd., 30 Castle Street, 
Dover. 


London.—Demolition of 75 to 81 Moorgate. 


55-57 Fore Street and 117-122 London Wall, 
and filling in of basement areas for City 
Corporation—Willment Bros., Ltd., Baltic 
Wharf. Waterloo Bridge, S.E.1, £7,688 
(recommended); Charles. Griffiths, Ltd., 
£10,992; Fitzpatrick and Son (Contractors). 
Ltd.. £9,736; Mowlem (Civil Engineering), 
Ltd., £9,732; Goodman Price, Ltd., £8,916. 


Sheffield.—Demolition of 34 Eyre Street and 


280-282 Club Mill Road for City Council— 
J. Childs, Corby Road, Grimesthorpe, Shef- 
field, 4, £200 and £75, respectively (recom- 
mended). 


Sunderland, Dur.—Following for B.C.: Demo- 


lition and clearance of sites of the waste 
food concentrator plant house, Deptford, 
and piggeries and allotments buildings in 
the vicinity—Arthur White (Contractors), 
Ltd., Woolsington, £275; demolition of_the 
houses at Assembly Garth—Richmond Con- 
struction, Ltd., West Hartlepool, £206 
(recommended). 


ELECTRICAL 


Belfast.—Installation of lifts in multi-storey 


blocks of flats at North Queen Street 
development scheme (Victoria Barracks) for 
City Council—Otis Elevator Co., Ltd.. 5 
Leinster Street, Dublin, £15,072 (recom- 
mended). 


Luton, Beds.— Supply of lifts for the new 


central library for B.C.—Otis Elevator Co.. 
Ltd.. Falmouth Road, London, S.E.I. 
£27.391 (recommended). 


Southend-on-Sea, Essex. — Following for B.C. 


P. F. Burridge, architect: Electrical installa- 
tion at Hinguar Primary School—Mid-Essex 
Electrical Engineers, Ltd., 167 Springfield 
Road, Chelmsford. £2,612 (accepted); A. M. 
Hayter and Co., Ltd., £3,867; Bresslaw and 
Davis. Ltd... £3,601: Brookes Electrical 
Services. £3,048. 

Fairfax High School for Boys—Brookes 
Electrical Services. la Westland Avenue. 
Hornchurch, £2,384 (accepted): A. R. Robin- 
son, £3.463: Bresslaw and Davis, Ltd., 
£2,991: George Haslam, £2,530. Work has 


commenced. 


FENCING 


. Marylebone. — Provision and erection of 
metal fencing at housing estates for B.C.- 
Elgar Sheet Metal Works, Ltd. 18 
Nightingale Road, Harlesden, N.W.10, £1,592 
(recommended). 


GAS AND WATER SUPPLY 


Angus.—Loch Lee schme, first phase, for 


C.C., comprising about six miles of spun- 
iron piping of 15in. internal diameter. 
together with the execution of relative 
works. Crouch and Hogg, engineers, 18 
Woodside Crescent Glasgow, €.3) 
Contract 5/1—Alexander Thomson and Co. 
(London), Ltd., 45a Kensington High 
Street, London, W.8, £104,816; contract 
8 1—Alexander Thomson and Co. (London), 
Ltd.. 45a Kensington High Street, London, 
W.8, £29,290; controct 8/3 — Lewis 
Middleton, Ltd.. Greenbank Road, Tullos, 
Aberdeen, £9,509. 


Bexhill, Sussex.—Construction of rapid gravity 


filters at Hazards Green pumping station, 
for B.C. A. W. Bristow, borough water 
engineer—R. W. Dicker and Co. (Public 
Works), Ltd., 137 Hughenden Road, Hast- 
ings, £7,289. 


Biggleswade, Beds. — Supply and erection of 


two submersible pumps in boreholes (con- 
tract 6) for Water Board. Binnie, Deacon 
and Gourley, engineers, Artillery House, 
Artillery Row, Westminster, London, S.W.1 

British Plunger Submersible Pumps, Ltd.. 
Coleshill Road, Birmingham, £3,909 
(accepted); K.S.B. Manufacturing Co., Ltd., 
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£4,053; Hayward Tyler and Co., Ltd., £4,264; 
The Bridge Ironworks Co., Ltd., £4,121; Le 
Grand Adsco, Ltd., £4,173; Harland 
Engineering Co., Ltd., £4,393. 

Biggleswade, Beds. Contract 4, main to 
Campton and Meppershall extension for 
Water Board, including the laying of approx. 
j-mile of 8in. and 14 miles of 6in. asbestos- 
cement mains, and also an extension to the 
filter house at the existing Meppershall 
Water Works, 6in. spun-iron rising mains 
from the boreholes, and ancillary works. 
Binnie, Deacon and Gourley, engineers, 
Artillery House, Artillery Row, Wesiminster, 
S.W.1. Biggs Wall and Co. (Hitchin), Ltd., 
130 Stevenage Road, Hitchin, Herts., 
£21,176. 

Biggleswade, Beds.— Contract 4—laying of 
approximately j-mile of 8in. and 14 miles 
of 6in. asbestos-cement mains and also an 
extension of the filter house at the exisi- 
ing Meppershall water works, 6in. spun- 
iron rising mains from the boreholes, and 
ancillary works for the Biggleswade Water 
Board. Binnie, Deacon and Gourley, con- 
sulting engineers, Artillery House, Artillery 
Row, Westminster, S.W.1—Biggs, Wall and 
Co., Ltd., 130 Stevenage Road, Hitchin, 
Herts., £19,256. Work commencing mid- 
January. 

King’s Lynn, Norfolk.—Construction of _bore- 
hole No. 1 at Congham Heath for B.C.—Le 
Grand Adsco, Ltd., Southall, Middx., £5,215. 

Leeds.—Supply of approximately 1,256 lin. ft. 
of wallstones for repairs to walls of the 
bye-wash channels at Swinsty reservoir for 
City Council—Johnsons Wellfield Quarries, 
Ltd., Crosland Hill, Milnsbridge, Hudders- 
field, £879 (recommended). 

Leek, Staffs.— Heaton and Rushton_ water 
supply scheme for R.D.C.—Edward 
Thompson, Ltd., Grange Street, Derby, 
£65,102 (provisionally accepted, subject to 
Ministry approval). 

North Walsham, Norfolk.—Extensions_ to 
water mains and sewers in Laundry Loke 
and Mundesley Road, for U.D.C—W. A. G. 
Johnson, Hickling, £958. 

Paisley, Renfrews.—Installation of glass drain- 
lines together with cold water services, 
vacuum lines and gas piping at Paisley 
Technical College for E.C—Q.V.F., Ltd., 
Duke Street, Fenton, Stoke-on-Trent, Staffs., 
£66,500. 


HARBOURS, PIERS AND SEA DEFENCE 
WORKS 





Kincardineshire.—Construction of a mass con- 
crete protection wall along the foreshore at 
Cowie Village, Stonehaven, for C.C. Arch. 
Henderson and Partners, consulting engi- 
neers, 21 Bridge Street, Aberdeen—William 
Briggs and Sons, Ltd., Dundee, #¥,852. 
Work is expected to start in the spring 1961. 


HEATING AND VENTILATING 


Doncaster.—Boiler plant modifications at St 
Catherine’s Hospital for Sheffield Regional 
Hospital Board: Induced draught fan and 
grit arrestors, low-ram_ stokers, controls, 
and coal-handling plant—James Hodgkinson 
(Salford), Ltd., Ford Lane Works, Pendleton, 
Salford, £1,655, £1,580, £1,149 and £1,570, 
respectively; instrumentation—Smiths In- 
dustrial Division, Wembley, £2,012 (recom- 
mended). ; 

London. — Soundproofing and mechanical 
ventilation of nine classrooms at City of 
London School for City Corporation— 
Holliday and Greenwood, Ltd., 11 Bucking- 
ham Palace Gardens, London, S.W.1, £1,994 
(recommended); Ashby and Horner, Ltd.. 
£2,806; Greenaway and Son, Ltd., £2,380: 
John Greenwood, Ltd., £2,264; Mullen and 
Lumsden, Ltd.; £2,113. 

St. Pancras.—Space heating at area C exten- 
sion scheme for B.C.—Weatherfoil, Ltd.. 
8 Marble Arch, London, W.1, £15,499 
(recommended). , 

Sheffield.—Heat insulation works at” ground- 
floor ceiling level in 10 13-storey pgint 
blocks at Gleadless Valley, Greeshill- 
Bradway and Netherthorpe for City Council 
—S.M. Modular-Systems, Ltd., 118 Alderson 
Road, Sheffield, 2, £3,167 (recommended). 

Stockport, Ches.— Heating installation at 
Reinbek Home, for B.C.—J. H. Hicks and 
Co.. Ltd., Richard Street, Stockport, 
£2,680. 

Sunderland, Dur.—Provision of hot water 
system and additional sanitary accommoda- 
tion at Plains Farm Junior and Infanti 
Schools for B.C.—O. P. Docherty. and Son, 
55 Hylton Road, Sunderland, £92@ (recom- 
mended). 


HOUSING SCHEMES 


Belfast.—-Erection of two 13-storey blocks of 
flats, North Queen Street development 
scheme (Victoria Barracks) for City Council 
—P. Carvill and Sons, Ltd., Coolbawn 
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Queen Street, Warrenpoint, £274,605 
(recommended). 

Beverley, Yorks. — Following for R.D.C.: (1) 
Erection of eight traditional-type houses at 
Wawne; (2) provision of bathrooms, w.c.s, 
sinks, drainage, etc., to four houses at Meaux 
Road, Wawne. G. Palfreyman, architect and 
surveyor, 22  Lairgate, Beverley — (1) 
T. Wright and Son (Hull), Ltd., 57 Regent 
Street, Hull; (2) Mr. L. Potts, Dog and Duck 
ion Beverley. Work commencing Jan., 

Birkenhead, Ches.—Eighty-four flats (con- 
tract 1) at Thingwall Hall, and 11 houses, 
10 shops with maisonnettes over, and 12 
garages at Robert Street area for B.C. T. A. 
Brittain, borough architect—Sir Robert 
Lloyd and Co., Ltd., Port Causeway, Brom- 
borough. Work to commence Jan.-Feb. 

Blackburn, Lancs.—Forty-four dwellings in the 
Montague Street redevelopment area for 
B.C.—Direct Labour (extension of contract 
recommended). Estimated cost £66,721. 

Brackley, Northants. — Thirty-six maison- 
nettes, 14 flats, 38 garages, roads and 
sewers at Banbury Road, for B.C_—Gregory 
Housing, Ltd., 21 Farncombe Road, Worth- 
ing, Sussex, £100,391 (subject to Ministry 
approval). p 

Bradford -on- Avon, Wilts. — Forty-seven 
houses and 12 bungalows at Trowbridge 
Road site for U.D.C—T. F. Brain and 
Co., Ltd., 26 Queen Square, Bath, £112,953 

én to Ministry approval). 
amberwell. — Construction on the Peckham 
Rye site 3 of 44 flats in each of three 1I- 
storey blocks and 16 maisonnettes in. a 
four-storey block, together with eight 
tenants’ stores, 16 garages and 16 parking 
spaces for L.C.C_—Rowley Bros., Ltd., Tower 
Works, Dunloe Avenue, London, N.17, 
£425,515 (accepted); Wates, Ltd.. £431,729; 
Wilson Lovatt and Sons, Ltd.. £433,174; 
Tersons, Ltd., £434,655; Rush and Tompkins, 
Ltd., £443,554; The Unit Construction Co.. 
Ltd., £447,727; W. J. Simms, Sons and 
Cooke, Ltd., £452,076; Leslie and Co., Ltd., 
£455,551; M. J. Gleeson (Contractors), Ltd.. 
£456,082; J. M. Hill and Sons, Ltd. £469,505; 
A. T. Rowley (London), Ltd.. £476,180; 

E — and Edge, Ltd., £483,984, 
unfermline, Fifes. — Twenty-seven cott. 
and flats at Park Road West, Repth; tor 
City Council: Building—Whatlings, Ltd. 
Lassodie, Dunfermline, £18,527; joiner— 
J. Reid and Sons, Dunfermline Road, Cross- 
gates, £11,353; roof tiler and roughcast— 

Robertson and Son (Slaters), Ltd., 21 
Campbell Street, Dunfermline, £2,489: 
plumber—Hunter and Wyse, 12 Chalmers 
Street, Dunfermline, £3,977; plaster and 
cement—D. A. Kay, 73 Campbell Street. 
Dunfermline, £2,842; electrical—Mozolow- 
ski, Buist and Simpson, 128 Foulford Road 
Cowdenbeath, Fife, £1,452; painter— 

- Jamieson, 1 Pittencrieff Street, Dun- 
fermline, £893; glazier—J. Thow, Ltd., 20 
Thistle Street, Kirkcaldy, £235. i 

Ealing, Middx.—Fifty-two flats at Marnham 
Crescent, Ravenor Park estate for B.C.— 
T. F. Nash Construction, Ltd., 1122 Ux- 


— Hayes, £98,591 (recom- 


Easington, Dur.—Six aged io ge Is 
at Duneim Road, Thornley. for R. ~~ 
Direct Labour, £9,808 (accepted); M 
Stonehouse, Ltd., £12,908. : r... 

Edinburgh.—Six five-storey blocks of flats at 
Falcon Road West and Canaan Lane—James 
Miller and Partners, Ltd., 18 George Street 
Edinburgh. Estimated cost £200,000, ; 

Galashiels, Selkirks. — Elm Row-Church 
Street redevelopment, including a total 
of 35 permanent houses in two ‘blocks. 
Peter Womersley, architect, The Rigg. 
Gatronside, Melrose—J. §. Crawford, Prior. 
wood, Melrose, £63,411. ; 

Guisborough, Yorks.—Nineteen aged persons’ 
ceapiows at iaee for U.D.C. a 

ister, surveyor . W. Naylor, 
Lane, Bishop Auckland, £31,605. - ” 


Haverhill, Suffolk—A further 7] hous and 
38 garages, together with roads and ¥éwers 
for 153 houses (contract A), and a further 
153 houses and 93 garages at the rates and 
prices in the contract A (contract B), to 
complete the development of the Parkway 
site for L Contract A—Rush and 
Tompkins, Ltd., Sidcup, Kent, £157,936 
(accepted); F. R. Hipperson, Ltd., £164,760: 
Holmes Bros., £166,410; W. and C. French. 
Ltd., £166,729; The Unit Construction Co., 
Ltd., £174,830; Carlton Contractors, Ltd, 
£176,566; M. J. Gleeson (Contractors), Ltd. 
£176,967; Rowley Bros., Ltd. £177,276: 
Tersons, Ltd., £178,035: Rogers Bros., Ltd., 
£212,784. The total estimated cost of the 
work, including the cost of the work under 
B contract, street lighting, road surfacing, 
paving, sewers, provision of a playing field 





and incidental expenditure, is £490,220. 
Hexham, Northumb.—Eight houses and eight 
bungalows with roads and sewers for the 
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R.D.C. W. Dixon and Son, architects, 
1 Collingwood Street, Newcastle upon Tyne 
—Robson Brothers, Haugh Lane, Hexham. 

Ince-in-Makerfield, Lancs. — Twenty 
ville traditional flats at Ince Green Lane 
for U.D.C.—Middleton and Co. (Con- 
tractors), Ltd., Bank Top Mill, Trout 
Street, Preston. 

Matlock, Derbys.—Five Homeville traditional 
bungalows at Goldhill, Tansley, for U.D.C. 
—Homeville Co., Ltd., 12 Craufurd Rise, 
Maidenhead, Berks. 

Melton and Belvoir, Leics.— Six Homeville 
traditional bungalows at Bottesford for 
R.D.C.-—-W. J. Roberts (Bottesford), Ltd., 
Bottesford, Nottingham. 

Normanton, Yorks.—Seventy-two  three-bed- 
room houses on the Woodhouse Common 
estate for U.D.C.—Fell Construction Co., 
Ltd., 20 Lawefield Lane, Wakefield, £111,908 
(subject to Ministry approval). 

Portsmouth. — Following for City Council: 
Three maisonnettes, 15 flats, three shops a 
nine os at Parkhouse Farm Way—H. E 
Collins, Eastern Road, Farlington, 
Portsmouth, £42,950 (recommended); Henry 
Jones and Son (Portsmouth), Ltd., £44,795. 

Twelve houses at Prospect Farm—Auriol 
(Builders), Ltd., Fitzherbert Road, Farling- 
ton, Portsmouth, £35,397 (recommended); 

. E. Collins, Ltd., £36,954; Henry Jones 
and Son (Portsmouth), Ltd., £39,229. 


St. Ives, Hunts.—Six bungalows and road- 
works at Wyton for R.D.C.—A,. J. G. 
Potter and Sons, Ltd., High Street, Stan- 


wick, Raunds, £12,200. 

St. Pancras. — Reinforced concrete framing, 
etc., at Kentish Town Road housing scheme 
for B.C.—Phillips Structures, Ltd., Western 


House, Western Avenue, London, W.5, 
£14,660 (recommended). 
Sheffield. — Sixteen dwellings at the 


Greenhill - Bradway estate for City Council 
—W. Redmile and Sons, Ltd., 118 Alderson 
Road, Sheffield, 2, £25,006 (recommended, 
subject to Ministry approval). 

Stockton-on-Tees, Dur.—Thirty-six bungalows 
on the Roseworth housing estate for the 
~~ T. C. Hartley, borough architect 

B. Bainbridge, Ltd., Prudential Buildings, 
High Street, Stockton, £52,399. 

Sudbury, Suffolk.—Sixteen Homeville tradi- 
tional houses at Tudor Road and 16 Home- 
ville traditional flats at Queens Road for 
B.C.—Pudney and Son, Ltd., Colchester, 
and P, Brown and Sons, Sudbury, respec- 


tively. 

Ulverston, Lancs.—Twenty-six houses and 
bungalows on the Croftlands estate for 
U.D.C.—Baker and Foster, Ulverston, 
£41,255. Work expected to commence in 
Jan. 


Home- 
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Westminster.— Conversion of basments to 
self-contained dwellings at 58 Claverton 
Street and 40 St. George’s Drive for City 
Council—W. H. Vince and Co., Ltd., £4,090 
(recommended). 


MATERIALS AND SUPPLIES 
Leeds.—Supply of sewer ironwork for the 


period Jan, 1 to Dec. 31, 1961, for City 
Council — Dudley and Dowell, Ltd., 79 
Scott Road, Sheffield, 4, and J. Needham 


and Sons, Ltd., Stockport, £6,353 and 
£4,001, respectively (recommended). 

Oundle and Thrapston, Northants. — Fittings 
and materials for improvements to Council 
houses, such as boiler units, cylinders, 
basins, baths and copper tube for R.D.C. 
A. R. and W. Cleaver, Ltd., Wood Street, 
Northampton, £915. 

St. Pancras.—Supply of artificial stone for the 


Regent’s Park (area C) housing scheme 
extension for B.C_——The Enfield Stone Co., 
Ltd.. Green Street, Brimsdown, Enfield, 


£3,841 (recommended). 

Workington, Cumb.—Supply of 700 dustbins 
of 2 cu. ft. capacity for B.C.—Muni- 
cipal Supplies, Ltd., 2 Robert Street, 
London, W.C.2, £1 12s. 54d. per bin, in- 
clusive of purchase tax (recommended). 


PLANT AND MECHANICAL TRANSPORT 


Burton-on-Trent, Staffs.—Supply of a B.M.C. 
5-ton petrol driven tipping lorry for B.C. 
Kennings, Ltd., Morris House, Derby Turn, 
Burton-on-Trent, £974 less an allowance 


of £20 in respect of old vehicle (recom- 
mended). 

Clare, Suffolk.—Supply of one __ petrol- 
engined refuse collecting vehicle, with 
all-steel body and_ Karrier Gamecock 
chassis for R.D.C—Don Thompson and 
Son, Clare, £1,206 (accepted); Clifford 
and Co., Ltd. £1,224; Agate Road 
Garages, £1,287. 

Easington, Dur.-——Supply of one Austin 
30cwt. van-type LD2, in primer, petrol 
engine, and with passenger seat for R.D.C 


-Motor Delivery Co., 
Darlington, £765, 
25cwt. van. 

Epsom and Ewell, 


Ltd., Grange Road. 
less £95 allowance for 


Surrey.— Supply of a 
7.8 cu. yd. vehicle mounted on modified 
Morris 2-ton chassis with diesel engine for 
B.C.—Woodcote Motor Co., Ltd., Church 
Street, Epsom, £1,146 (recommended). 

Hale, Ches.—Supply of a diesel-engined peueh 
type street sweeper for U.D.C. 
Holland, engineer—Roots, Ltd., 129 cae 
gate, Manchester. 


Leeds.—Supply of two 
100 fire 


sand dumpers and 
hydrants for City Council 
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Ransomes, Sims and_ Jefferies, Orwellj 
Works, Ipswich, £1,050, and J. Blake. 
borough and Sons, _ Ltd., Woodhouse 


Works, Brighouse, £725, 


recommended). 

Luton, Beds.—Supply of two Bedford LSewt. 
vans fitted with Eagle Towers and com. 
plete with number plates for B.C.—Shaw 
and Kilburn, Ltd., Berkeley Square House, 
Berkeley Square, London, W.1, £766 each 
(recommended). 

Maidstone, Kent.—Supply of one combined 
gulley and cesspool emptier for B.C— 
Dennis Bros., Ltd., Guildford, Surrey, £3,031 
(recommended). 

Oundle and Thrapston, Northants.—Supply of 
an 800-gallon cesspool emptying vehicle, 
with attachments, for the coliection of 
night soil for R.D.C.—Dennis Bros., Ltd., 
Guildford, Surrey, £2,277. 

Portsmouth. — Supply of one Karrier bantam 
2-ton tipper for City Council—E.M.A., Ltd., 
Tudor House, Grove Road, South Southsea, 
£939, less £10 allowance for old vehicle 
(recommended). 

St. Ives, Hunts. — Supply of an International 
tractor for B.C.—F. T. Ruston and Sons, 


respectively (both 


Ltd.. High Street, Huntingdon, £562 
(recommended). i 
Scarborough, Yorks.—Supply of two com. 


pressors and ancillary equipment for B.C, 
Bristol Pneumatic Tools, Ltd., Causeway 
Works, Fishponds, Bristol, £1,826 (recom- 
mended). 

Sheffield.—Following for Regional Hospital 
Board: Provision of incinerators at City 
General/Fir Vale Infirmary—Heenan and 
Froude, Ltd., Worcester, £2,516; coal- 
handling plant at Lodge Moor Hospital— 
James Hodgkinson (Salford), Ltd., Ford 
Lane Works, Salford, £2,326 (both 
recommended). 


PLAYING FIELDS, PARKS, ETC. 


Banbridge, Down.—Extension to cemetery, 
Newry Road, for Joint Burial Board. F. H 
Wright and Partners, quantity surveyors, 
79 Botanic Avenue, Belfast, 7—B. Fletcher, 
Killycomaine, Portadown. 

Ealing, Middx.—Following for B.C.: Regrad- 
ing of Marnham’s Field and land off Bridge 
Avenue—H,. L. Holdrup and Sons, Ltd. 
139 Bells Hill, Barnet, Herts., £25,184; 
development of northern section at Clay- 
ponds Recreation Ground Sherwood 
Bros. (Agri. Services), Ltd., Brentford, 
£3,358 (recommended). 

Middleton, Lancs.—Construction 
dale Road _ children’s _playpark, 


of Borrow- 
Langle\ 


estate, for B.C.—P. J. Carney and Co., 20 
Gainsborough Street, Higher Broughton, 
Salford, 7. 


eolurorhe- 
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British Railways. — Following 
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RAILWAY ENGINEERING 


contracts 
placed: 


Eastern Region. 


Reconstruction of footbridge 15a _ at 
Holmes Station (closed)}—The Cleveland 
Bridge and Engineering Co., Ltd., P.O. 
Box 27, Darlington, Co. Durham. 

Reconstruction of footbridge 36 at Shire- 
brook (North) Station—The Cleveland 
Bridge and Engineering Co., Ltd. P.O 
Box 27, Darlington, Co. Durham. 

Reconstruction of footbridge 123a 
between Killamarsh West (closed) and 
Woodhouse Mill (closed) — The Cleveland 
Bridge and Engineering Co., Ltd., P.O 
Box 27, Darlington, Co. Durham. 

Supply of diesel crawler tractor with 
bulldozing equipment—Thos. W. Ward, 
Ltd., Brettenham House, Lancaster Place, 
Strand, London, W.C.2. 

Repairs to roof of west side offices at 
King’s Cross Station—Thomas Fletcher and 
Co., Ltd., Forest Road, Mansfield, Notts. 

Supply and _ installation of train de- 
scriber equipment between Shenfield and 
Colchester—Ericsson Telephones, Ltd., 22 
Lincolns Inn Fields, London, W.C.2. 

Supply of train indicators for 18 stations 
on the London, Tilbury and Southend 
Line—Falk, Stadelmann and Co., Ltd., 91 
Farringdon Road, London, E.C.1. 

Reconstruction of station at Netherfield 
and Colwick — Gee, Walker and_ Slater, 
Ltd., P.O. Box 42, Uttoxeter Old Road, 
Derby. 

Reconstruction of locomotive shed roof 
at Langwith Motive Power Depot—George 
Simpson (London), Ltd., 53 Ebury Street, 
London, S.W.1. 

Reconstruction of the jetty and the pro- 
vision of foundation for a new wagon 
tippler at Keadby—Yorkshire Hennebique 
Contracting Co., Ltd., Hennebique House, 
123 The Mount, York, 5 

Construction of temporary maintenance 
and fuelling facilities for diesel locomotives 
together with ancillary works at Darnall 
Motive Power Depot, Sheffield — Geo. 
Longden and Son, Ltd., St. Peters Close. 
Sheffield, 6. 

Alterations to deck of pontoon at 
Gravesend Town Pier—Harland and Wolff. 
Ltd., Ship Repairing and Engineering 
Workse North Woolwich, London, E.16. 

Demolition of existing buildings, con- 
struction of new booking hall, ticket 
office, waiting rooms, etc., and other 
works at Bishop’s Stortford Station—Kirk 
and Kirk, Ltd., Atlas Works, 287 Upper 
Richmond Road, Putney, London, S.W.15. 

Supply and installation of concrete light- 
ing columns together with electrical in- 
stallations on 50ft. lighting towers, sand 
bunkers, fuelling awnings and sand house 
at Stratford Motive Power Depot—Haines 
and Sheppard, Ltd., Bush House, Aldwych, 
London, W.C.2. 5 

Repairs to underline bridge 3 between 
Killemarsh and Waleswood — Carter- 
Horseley (Engineers), Ltd., Carwood Road, 
Sheffield, 4. 


Southern Region: 


Waterloo—additional staff accommodation 

J. E. Lesser and Son, Ltd., Hounslow. 
Middlesex. ; 

London (Eastern) District—renovation at 
various stations—James Robb and Son, Ltd., 
London, S.E.3. : 

Whitchurch North—station renovations— 
Alfred Bagnall and Sons, Ltd., Teddington. 
Middlesex. 


8 Cornhill - Liverpool * Royal 3868 


230 UPPER THAMES STREET : LONDON : E.C.4 * CENTRAL 4381 
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7 John Street : Glasgow * Bell 2983 
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Haslemere — piling to embankment— 
Aubrey Watson, Ltd., Henley-on-Thames, 
Oxon. 

Waterloo Station—repairs to roads— 
Durable Asphalte Co., Ltd., Caledonian 
Road, N.1. 

London (Western) District—resurfacing of 
roads and footpaths—Durable Asphalte Co., 
Ltd., London, N.1. 

Sutton Common and West Sutton—station 
renovations—Maurice Hill, Ltd., Horndean, 
Hants. 

_ Extension of electrification, Ashford, 
Kent—preliminary works for reconstruction 
of Beaver Road bridge—Demolition and 
Construction Co., Ltd., Croydon, Surrey. 


ROADS, BRIDGES AND SITE WORKS 


Arnold, Notts.—Making-up of parts of (a) 


Eaton Avenue, and (b) Orston Avenue for 
U.D.C. L. H. Roxby, engineer—Mapperley 
Construction Co., Nuthall, Notts., (a) 
£2,324 and (b) £746 (accepted); W. H. 
Harries, Ltd., (a) £2,611 and (b) £836; 
T. O'Malley, (a) £2,395, (b) £848; T. E. 
and B. C. Steed, (a) £2,911, (b) £920; Cecil 
Williamson and Co., Ltd., (a) £2,516, (b) 
£810. Work to commence January. 


Barnet, Herts.—Site works for 21 garages at 


Whitings Road and 26 garages at Ridge- 
view Close for U.D.C., comprising approxi- 
mately 40 lin. yd, 6in. diameter drain, 130 
lin, yd. ljin. to fin. diameter water supply 
pipes and 1,670 super. yd. Sin. reinforced 
concrete raft, and other incidental works 
a Bros., Ltd., P.O. Box 2, Hoddesdon, 
erts., 


Boldon, Dur.—Construction of approximately 


2,600 sq. yd. of reinforced concrete carriage- 
ways and 360 lin. yd. of 12in., 9in. and 6in. 
sewers, together with incidental works, on 
the Mill Farm housing site, Whitburn, for 
U.D.C. J. T, Edmondson, surveyor—Edwin 
Clarkson, Ltd., Station Approach, East 
Boldon, £7,265. Work commencing Jan. 1. 


Cannock, Staffs. — Following for U.D.C. 


Lomax, engineer and surveyor: Longford 
Road—34 housing site (first phase), roads 
and sewers. The work comprises the con- 
struction of approximately 3,500 lin. yd. of 
bituminous macadam carriageways (lé6ft., 
22ft., 24ft. wide); 700 lin. yd. of concrete 
carriageways (14ft. wide); 3,850 lin. yd. of 
storm and foul sewers (6in. to 24in. dia- 
meter), together with ancillary works— 
J. Tierney, The Gables, 38 Church Road, 
Oxley, Wolverhampton, £57,733. Work com- 
mencing shortly. 

Various carriageway and footway works 
on trunk, county and district roads—Ward 
& Birks and Co., Ltd., 66 Wolverhampton 
Road West, Bentley, near Walsall, £8,185 
Work commenced. 


Carlisle, Cumb.—First stage of Shaddongate 


improvement and Blackwell Road improve- 
ment from Regent Street to Beaconsfield 
Street for City Council—Eden Construc- 
tion Co., Ltd., English Damside, Carlisle. 
£14,433 and £20,851 (recommended, subject 
to Ministry approval). 


Caterham and Warlingham, Surrey.—Private 


street works, Georges Terrace, Caterham, 
for U.D.C.—Farnborough Engineering and 
Construction Co., Ltd., Briargate, Guildford 
Road, Chertsey, £1,112 (accepted); W. H. 
Gaze and Son, Ltd., £1,463; Mansell and 
Sons, £1,419; Waywardens, Ltd., £1,330; 
Mears Bros. (Contractors), Ltd., £1,239; 
T. Vickers, Ltd., £1,206. 
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Coleraine, Londonderry. — Reconstruction of 


Lodge Road for B.C.—James f Brogan, 
Ltd., Dunloy, £47,856 (accepted); J. and 
H. E. Doherty, Ltd., £49,963; J. Rainey 
(Construction), Ltd., £57,346; Moore Bros., 
£57,461; Hugh Taggart and Son, £58,787; 
A. J. Clancy, Ltd., £70,530; R. J. Pattison 
Nutt, £81,240; Treacy Bros., £81,783. 


Coleraine, Londonderry.—Site works to Mill- 


burn housing site extension for B.C— 
J. M’Lean and Sons, Knockloughrim, 
Maghera, £14,506 (accepted); J. and H. E. 
Doherty, Ltd., £16,028; John Ramey (Con- 
struction), Ltd., £18,745; James J. Brogan 
and Co., Ltd. £18,849; Treacy Bros., 
£19,801; James Ban and Co., £21,120; 
John R. Huston and Co. £21,301; 
J. Kennedy and Co., Ltd., £24,887. 


Egham, Surrey.—Widening of Station Road 


(B.388) part 1, including construction of 
carriageway, footpaths, surface water sewer 
and manholes, for U.D.C.—M. Mansell and 
Sons, 203 Bilton Road, Perivale, Middx., 
£2,756 (accepted); L. W. Brown and Sons, 
(Contractors), Ltd., £2,896; Pawlyn (Con- 
tractors), Ltd., £2,953; R. Saunders and 
Company (Woking), Ltd., £3,054; Farn- 
borough Construction Co., Ltd., £3,430; 
Mexfield Civil Engineering Co., £3,521; 
F. Gumley (Industrial and Municipal Con- 
struction), Ltd., £3,629; Ashe Brothers, 
£3,905; Bishops Civil Engineering Co., Ltd., 
£4,379; T. V. Stevens and Son, Ltd., £4,551. 


Epsom and Ewell, Surrey. — Following for 


B.C.: Alteration of the layout between 
Highfield Drive and Kingston Road, Ewell, 
to provide car parking space—W. and J. 
Glossop, Ltd., 123 East Hill, London, 
S.W.18, £4,200 (recommended, extension 
of contract). 

Making-up part of Westcott Way, Cheam 
——W. H. Gaze and Sons, Ltd., 19 High 
Street, Kingston-upon-Thames, £1,667; 
reconstruction of footways on classified 
and district roads—Allmacadams, Ltd., 
332 + Brighton Road, South Croydon, 
£7,495; minor improvement of the road 
junction outside 102 Upper High Street, 
Epsom—Direct Labour, £1,560 (all recom- 
mended). 


Fraserburgh, Aberdeens.—- Fabrication and 


erection of two opening bridges in connec- 
tion with the proposed improvements at 
Faithlie Basin, for Harbour Commissioners. 
Leitch and Sharpe, consulting engineers, 65 
Bath Street, Glasgow, C.2—The Anderson- 
Grice Co., Ltd., Taymouth Engineering 
Works, Carnoustie, £5,592. 


Harrogate, Yorks. — Making-up of following 


for B.C.: St. John’s Walk, St. John’s Way, 
Philippa’s Drive—J. H. and J. C. Elliott, 
Ltd., 45 St. Olaves Road, York, £2,699, 
£984 and £3,499, respectively; Eleanor 
Drive (part}—Tarmac Roadstone, Ltd.. 
Ettingshall, Wolverhampton, £567 (recom- 
mended). 


Hastings, Sussex.—Construction of roads and 


sewers in connection with redevelopment of 
Halton areas 1/1 and 1/2, for B.C.—Direct 
Labour (recommended, subject to Ministry 
approval). Estimated cost £25,650. 


Holland.—Demolition of Smith’s Bridge, 


the construction of a_ three-span pre- 
cast prestressed bridge on piled founda- 
tions of a total span of approximately 60ft.. 
and the realignment of ores for a 
total length of some 400ft.. works being 
situated one mile from Littleworth Station 
on the class III road to Deeping High 
Bank for C.C. G. E. Betts, county sur- 
veyor—The Dredging and Construction 
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Co., Ltd., 9 New Conduit Street, King’s 
Lynn, £9,227 (accepted); H. Firman, 


Ltd., £9,694; J. L. Kier and Co., Ltd., 
£10,694; <A. E. Farr, Ltd., £11,088; 
D. Crouch (Contractors), Ltd., £11.237; 
W. and C. French, Ltd., £12,220; Marshall- 
Andrew and Co., Ltd., £14,771; W. Wright 
and Son (Lincoln), Ltd., £16,139; Concrete 
Piling, Ltd., £16,833; Stirton Partners, Ltd., 
£17,037; Hadsphaltic Construction Co., 
Ltd., £18,836; J. Cochrane and Sons, Ltd.., 
£21,031. Work commencing Jan. 2. 


Reconstruction of trunk _ road, 
Al7, from Stimpsons Cross to Bridge- 
house Bridge for C.C. G. E. Betts, county 
surveyor—H. J. Firman, Ltd., Newark 
Road, Peterborough, £38,249 (accepted); 
The Dredging and Construction Co., Ltd., 
£38,539; J. L. Kier and Co., Ltd., £43,294; 
A. E, Farr, Ltd., £43,477; D. Crouch (Con- 
tractors), Ltd., £46,752; A. H. Lewis and 
Co., £46,802; W. and C. French, Ltd.. 
£47,653: Hadsphaltic Construction Co., 
Ltd., £51,138; Marshall-Andrew and Co., 
Ltd., £53,305; Bradshaw’ Bros. (Con- 
tractors), Ltd., £54,084. Work commencing 
early January, 1961. 

-Construction of approxi- 
mately 3,500 sq. yd. of pitched carriageways, 
1,300 lin. yd. of kerbing, 2,900 sa. yd. of 
concrete flagging, 350 lin. yd. of 9/15in. 
diameter sewer, and ancillary works on the 
Salendine Nook estate 2; and Standiforih 
estate (section 7) for B.C. A. L. Percy. 
borough engineer and surveyor—K. J. 
Construction, Ltd., 19-21 Lion Chambers. 
John William Street, Huddersfield. Work 
commencing approximately one month. 


Yorks.—Making-up of Strathmore 
Road, Ben Rhydding, comprising the pro- 
vision of concrete kerb and the laying of 
approximately 1,400 sq. yd. of macadam 
carriageway and footway, with incidental 
works, for U.D.C.—Ibmac, Ltd., Dockfield 
Road, Shipley, £1,742. 
Private street works for City Council: 
Crag Hill Avenue (part), Holly Avenue and 
Smithy Lane (part)-—-Benstead Industries, 
Ltd., Isle Lane, Leeds, 11, £602, £3,111 and 
£3,019, respectively; Old Run Road (part 2) 
-Dalton and Higgins, Canal Wharf, Leeds, 
1l, £788 (recommended). 
London.—Following for City Corporation: 
Paving works for the improvement of 
Basinghall Avenue — Mowlem (Civil Engi- 
neering), Ltd. 91 Ebury Bridge Road, 


Newport, Mon.— 


Portsmouth.—Following for City 
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London, S.W.1, £11,067 (recommended); 
William F. Rees, Ltd., £12,881; Howard 
Farrow, Ltd., £12,202; Willment Bros., Ltd., 
£11,571; Fitzpatrick and Son (Contractors), 
Ltd., £11,385. 

Terracing and levelling land at the City 
of London School Sports Ground and con- 
struction of six hard tennis courts, etc. 
Maxwell M. Hart (London), Ltd., 248 
Beulah Hill, S.E.19, £4,223 (recommended): 
Kinman (Contractors), Ltd., £6,341; 
En-Tout-Cas Co., Ltd., £6,173; Grassphalie, 
Ltd., £5,671. 

Londonderry.—-Resurfacing by concrete or 
bituminous macadam of approximately 1,700 
sq. yd. of roadway at Altnagelvin Hospital 

-Robert Colhoun, Ltd., 173 Strand Road, 
Londonderry. 


Macclesfield, Ches.—Construction of roads 


and sewers at Hurdsfield Industrial Estate. 
for B.C.—Percy Bilton, Ltd., Bilton House, 
Newcastle Road, Stone, Staffs., £60,548. 


Maidstone, Kent.—Widening Gatland Lane for 


B.C.—P. A. Barden and Sons, Ltd., Weaver- 
ing House, Ashford Road, Maidstone, 
£20,069 (recommended). 

Following for B.C.: Com- 
pletion of roads and footpaths at Wor- 
cester Crescent and Heather Road—D. and 
L. Nolan, Caerleon, Newport, £2,136; con- 
struction of a footpath in concrete slabs 
fronting houses in Dickens Drive—Direct 
Labour (recommended). 

Advance preparation works at Bettws 
neighbourhood unit and completion otf 
roads and sewers at Ringland neighbour- 
hood unit (section 5)—J. Dymond, 30 
High Street, Newport, £105,727; and 
Maberley Parker, Ltd., Ynys Yard, Taffs 
Well, Cardiff, £72,852, respectively (recom- 
mended, subject to Ministry approval). 
Council: 
Reconstruction of the final section of New 
Lane, Leigh Park—Nicholson Construction 
Co., Ltd., Freeland House, Cranleigh, Surrey, 
£24,622 (recommended); Southern Counties 
Construction Co., Ltd., £25,834; Warings 
(Contractors), Ltd., £25,918; Surface Main- 
tenance Services, £27,463; Denis Bennett, 
Ltd., £28,221; Percy Bilton, Ltd., £29,374; 
Reed and Mallik, Ltd., £30,007. 

Extension of Emanuel Street—Direct 
Labour, £1,850 (recommended). 


Rochester, Kent.—Construction of a cul-de-sac 


road in tarmacadam, together with artificial 
stone slab footpaths and surface water 
drainage to serve six houses at Cavendish 


NOW you can obtain 
SHARP JONES 


FLEXADRAIN PIPES 


...the modern high-speed FLEXIBLE jointing method, 


plus a pipe that ensures durability 


With the completion of development test and field trials on the RUBBER SLEEVE ROLL-ON 
JOINT, we are now able to supply 4”, 6” and 9” Salt Glazed Pipes, Bends and Junctions 


marketed under the name FLEXADRAIN. Other sizes will de available shortly. 


The objects and advantages are :— 


@ To provide flexibility in the pipe line and to retain a perfect 


seal to the joint. 


@ To simplify and speed up pipe laying, testing and back-filling, 
whatever the ground or weather conditions may be. 


@ No gaskin, cement mortar or concrete is necessary. 


@ High efficiency — low costs. 


@ Allows a line deflection of plus or minus 24° per joint and 
linear displacement or draw of $” per joint. 


SHARP JONES 


& CO. LTD. 
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Road for C. R. Maton and Son, Ltd.— 
aren, Ltd., 17 Wrotham Road, Graves. 
end. 

Rushden, Northants. — Roadworks at Rose 
Avenue for U.D.C.—Roads Reconstruction 
(Contracting), Ltd. 106 Gold Street, 
Wellingborough, £1,654. 

Scotland.—Reconstruction of bridge over 
railway at Whitecraigs Station, trunk road 
A.77 for Scottish Home Department. Kyle 
and Frew, consulting engineers, 9 Clairmont 
Gardens, Glasgow, C.3—John Drysdale and 
Co., Ltd., 134 Nithsdale Drive, Glasgow, 
S.1. Estimated cost £33,500. ‘ 

Southend-on-Sea, Essex.— Bellhouse Road 
improvement for B.C.—Road and _ Public 
Works, Ltd., 186 Clapham Road, London, 
S.W.9, £32, 574. 

Stratford- upon-Avon, War.—Improvement of 
Bishopton Lane for B.C.—Asphalt and 
Public Works, Ltd., 36 The  Tything, 
Worcester, £7,185 (recommended, subject to 
C.C. approval). 

Sunderland, Dur.—Following for B.C.: Car- 
riageway works-—East Back Azalea Terrace, 
and works involved in setting back of kerb 
line—High Street West-Cumberland Street 
to Queen Street—Direct Labour (recom- 
mended). Estimated cost £1,440 and £830, 

Additional paved area at St. Joseph's 
R.C. S.M. School—Edwin Clarkson, Ltd., 
Station Approach, Boldon, £1,393 (recom- 
mended). 

Tynemouth, Northumb. Grading, draining 
and improving banksides below Tyne Street, 
North Shields, for B.C.—Wimpey and Co., 
Ltd., Orchard House, Fenwick Terrace, 
Newcastle upon Tyne, £36,000. 

Washington, Dur.—Construction of roads and 
sewers for the Village Lane redevelopment 
scheme for U.D.C.—]. and T. Robson, Ltd., 
Washington, £12,537. 


SEWERAGE, SEWAGE AND REFUSE 
DISPOSAL 


Acton, Middx.—Installation of new recording 
and control equipment at the sewage pump- 
ing station for B.C.—Bridgwater Bros. 
(Public Works Contractors), Ltd., 97 East 


Sireet, Epsom, Surrey, £4,045  (recom- 
mended). : ; 5 
Barnes, Surrey.—Construction of a surface 


water sewer at Charles Street, for B.C. 
M, J. Clancy and Sons, Ltd., 715 Harrow 
Road, Wembley, Middx., £1,950 (recom- 
mended). 


Rubber sleeve with preformed 
bead is placed on the pipe with 
the bead at the spigot end. 
To meet any variation in socket 
dimension, the rubber sleeve 
should be drawn forward and 
the bead rolled up to give a 
friction grip on entering. the 
socket, with the bead at» the 
extreme end of the spigot. A 
special tool is available to 
ensure perfect jointing. 


Send for technical memorandum 


MANUFACTURERS OF 
SALT GLAZED STONEWARE PIPES -& 


FITTINGS and 


“sn 


CONCRETE 


SPUN PIPES 
BOURNE VALLEY WORKS, PARKSTONE, POOLE, DORSET. 


Tel. Westbourne 61226-7-8 











a 
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Barrow-in-Furness, Lancs.—Construction of 
further lengths of sewer adjacent to Cows 
Tarn Lake, together with two manholes, 
for B.C.—Butterworth and Partners, Ltd., 
19 Derby Road, Eastwood, Nottingham. 
Estimated cost £1,150. Extension of con- 
tract. 

Bury St. Edmunds, Suffolk. — Construction 
of a main outfall sewer for B.C_——F. W 
Shanks, Ltd., Park Road, Hunstanton, 
£231,492 (recommended). 

Clare, Suffolk.—Construction of the Ked- 
ington and Great Wratting sewerage 
scheme for R.D.C.—Biggs, Wall and Co., 
Ltd., 130 Stevenage Road, Hitchin, Herts., 
£97,000 (subject to Ministry approval). 

Haverhill, Suffolk.— Reconstruction of the 
sewage disposal works for U.D.C.—Shepherd 
Hill and Co., Ltd., 25 Central Chambers, 
Broadway, London, W.5, £114,052. 

Maidstone, Kent.—Following for B.C.: Pro- 
vision of one combined sludge and seam 
concentrator at Aylesford sewage works ex- 
tensions (contract M.4) — Templewood 
Hawksley, Ltd., 2 Buckingham Avenue, 
Slough, Bucks, £2,876 (recommended, ex- 
tension of contract). 

Supply and erection of pumping plant at 
recirculant pumping station, Allington 
(contract M.II)—Sigmund Pumps, Ltd., 106 
Terminal House, 52 Grosvenor Gardens, 
S.W.1, £14,694 (recommended). 

St. Pancras. — Sewer reconstruction works at 
Osnaburgh Street and Cumberland Market 
for B.C.—William F. Rees, Ltd.. 54 Victoria 
Street, Westminster, S.W.1, £2,086 (recom- 
mended). 

Stratford-on-Avon, War.—Sewerage and sew- 
age disposal scheme for Preston-on- 
Stour for R.D.C., comprising the laying of 
approximately 800 lin. yd. of 6in. diameter 
stoneware foul sewer, 680 lin. yd. of 4in. 
diameter spun-iron rising main and the 
construction of 18 concrete manholes, 
sewage ejector station and small sewage 
disposal works, comprising sedimentation 
tanks, filter bed, humus tank and sludge 
drying beds, and other ancillary works 
J. Wood, engineer and surveyor—Mullan 
and Sullivan, 121 Orchard Road, Erding- 
ton, Birmingham, £12,932 (subject te 
Ministry approval). 


STREET LIGHTING 


Bishop Auckland, Dur.—U.D.C. have approved 
revised scheme for the lighting of the road 
from Cabin Gate to Canney Hill at an esti- 
mated cost of £3,894. 

Darton, Yorks.—Cleaning all fittings and 
supplying new 250-watt mercury vapour 
colour-corrected lamps in 267 standards for 
U.D.C.—Yorkshire Electricity Board, £1,501. 

Longbenton, Northumb.— Conversion of gas 
to electricity, group II, for U.D.C.—Engi- 
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neering and Lighting Equipment, Ltd., 
Sphere Works, Campfield Road, St. Albans, 
Herts. 

Portsmouth. — Supply of 27,080 15-watt 
coloured electric lamps for sea-front illumi- 
nations for City Council—Luxram Electric, 
Ltd., 72 Great Eastern Street, London, E.C.2, 
£1,590 (recommended). 

Ystradgynlais, Brecons.—Supply only of 178 
sodium lanterns and accessories for R.D.C. 
W. Edgar Evans, engineer—General Elec- 
tric Co., Ltd., Kingsway, Swansea, £3,062 
(accepted); A.E.I. Lamp and Lighting Co., 
Ltd., £3,475; Revo Electric Co., Ltd., 
£3,747; Cohen Bros. (Electric), Ltd., £3,271; 
Crompton Parkinson, Ltd., £3,546; Engi- 
neering and Lighting Equipment Co., Ltd., 
£3,785: Associated Electrical Industries, 
Ltd., £3,541. Work to commence January. 


GOVERNMENT CONTRACTS 


Air Ministry.—Contracts to the value of £4,000 
or over for the week ended Dec. 9: 


Building work: St. Athan, Glamorgan, 
S. Wales—Staverton Contractors (Wales), 
Ltd., Imperial House, 69-74 St. Mary Street, 
Cardiff. 

Artificers’ work: Greatworth, Oxfordshire 
—Lewis and Watters, Ltd., Lillington, 
Leamington Spa, Warwickshire. 

External heating mains, plant installation, 
etc.: Bentwaters, Suffolk—Ashwell and 
Nesbit, Ltd., Brakby Road, Leicester. 

Painting work: Abingdon, Berks., and 
Wroughton, Wilts—lIan Williams and Co., 
Ltd., Wroughton Place, Ely, Cardiff. 


Metropolitan Police.—Recent contracts placed 
include: 

Alterations and additions, Rowdell Road, 
Northolt, Middlesex—W. S. Try. Ltd., 
Cowley, Uxbridge, Middlesex, £67,251. 

Erection of flats, 727 Barking Road, 


Plaistow, London, E.13—Kind and Co. 
(R--it4>-<), 564 High Street, Leytonstone, 
£110,772. 


Ministry of Works.—Contracts 
week ended Dec, 3: 

Cornwall: Post Office, Saltash—erection— 
Aubrey Long, Ltd., 21 High Street, Tor- 
point. 

Lancashire: Crown Building (phase III), 
Manchester—alterations and adaptations— 
J. Gerrard and Sons, Ltd., Swinton, Man- 
chester. 

London: Old Public Offices, Whitehall, 
S.W.1—builder’s work for heating system 
—J. Murphy and Sons, Ltd., 43 Charteris 
Road, Finsbury Park, N.4. 

Nottinghamshire: Joint Offices, 
ment Buildings, 


placed for 


Govern- 


Chalfont Drive, Notting- 
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ham—renewal of boilers and conversion of 
oil firing—S. J. Farmer (Long Eaton), Ltd., 
Howitt Street, Long Eaton. 

Shropshire: P.O. Telephone Exchange 
and Workshop, Ludlow — erection — 
Treasure and Son, Ltd., Temeside, Ludlow. 

Somerset: P.O. Sorting Office, Garage 
and Workshop, Friarn Street, Bridgwater— 
erection—H. W. Pollard and Sons, Mon- 
mouth Street, Bridgwater. 

Warwickshire: Branch Post Office, Cor- 
poration Street, Coventry—shop fitting 
services—Higgs and Hill, Ltd., Swan Lane, 
Coventry. 


Contracts placed for week ended 
Dec. 9: 

Berkshire: Meteorological Office, Brack- 
nell—re-erection of mercury computer— 
Ferranti, Ltd., West Gorton, Manchester, 
12, Lancs. 

Hertfordshire: Physics Group, Building 


Research Station, Garston, Watford—erec- 
tion—J. Gerrard and Sons, Ltd., Victoria 
House, Southampton Row, London, W.C.1. 

Lancashire: Ministry of Health, Moss 
Side Hospital, Maghull — external and in- 
ternal decorations—J. McGeogh and Sons, 
Ltd., Arbour Lane, Kirby, Liverpool; Head 
Post Office, Spring Gardens, Manchester— 
alterations —E. B. Jones and Rawlinson, 
Ltd., 6 Leaf Square, Pendleton, Salford, 6. 

Lincolnshire: Prison Commission, Freis- 
ton, near Boston—erection of eight houses 
—Henry J. Firman, Ltd., Neward Road, 
Peterborough, Northants. 


London: Romney House, Marsham 
Street, S.W.1 —alterations to _partition- 
ing—Howe and White, Ltd., 35 Manor 


Road, Wallington, Surrey. 

Midlothian: Telephone Exchange and 
Telephone Repeater Station, Woodcroft, 
Clinton Road, Edinburgh—erection—Thaw 
and Campbell, Ltd., Building and Civil 
Engineering Contractors, 136 Paton Street, 
Glasgow, E.1. 

Nottinghamshire: P.O. Engineering 
Depot, Lombard Street, Newark—erection 
-—Ernest Coleman, Ltd., 20 Diamond Avenue, 
Kirkby-in-Ashfield. 

Surrey: Automatic Telephone Exchange, 
Frensham—erection—Chapman, Lowry and 
Puttick, Ltd., Haslemere. 

Yorkshire: Customs and Excise, Bain- 
bridge Avenue, Kingston-upon-Hull—erec- 
tion of six houses—Thomas Holmes and 
Sons, Contractors, Ltd., Sculcoates, 
Kingston-upon-Hull. 


Post Office——Contracts for duct laying, etc.. 
works to the value of £4,000 and over placed 
during the week ended Dec. 10: 

J. E. Billings and Co., Ltd., 54 Beddington 
Lane, Croydon, Surrey; The North Midland 
Construction Co., Ltd., Portland Works, 
Daybrook, Nottingham; Robert Paterson and 
— Ltd., Milton Street, Airdrie, Lanark- 
shire. 


| 
AM vo 


EQUIPMENT WORKS - ALMA STREET 


VAL DE TRAVERS 


FOR ASPHALTE - TARMACADAM ' FELT ROOFING 


LONDON - BARROW « BIRMINGHAM - CANTERBURY - EXETER - GLASGOW ° LINCOLN - LIVERPOOL - 


MANCHESTER - NEWCASTLE 
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ae HIGHER OUTPUT 


FROM THE 



















This “Bristol” Model “£150” Portable 
Compressor has an output of 130 c.f.m. 
of free air, guaranteed in accordance with 
B.S.S. 726, and therefore provides 
more than is ample for the continuous 
operation of two heavy-duty roadbreakers 
efficiently. It is an improved 
version of the now world-famous Model “139” 
with all the inherent characteristics and 


advantages that are common to all 
















PORTABLE 
COMPRESSOR 


“Bristol” Air Compressors. 








@ A genuine 2-tool Compressor 
capable of continuous 2-tool 
operation. 

@ Maintained efficiency from 

carbon-free valves. 

Minimum vibration ensuring 

longer life. 


@ Highest output per unit of 
running cost. 





Model ATS/150/PD.2. 


BRISTOL PNEUMATIC TOOLS LTD., FISHPONDS, BRISTOL. Tel: BRISTOL 65-3264* 


dmBT40 
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Cut costs and speed up work on the site 





Mud presents no difficulty to Flexboard Roads 


@ YOU CAN HIRE 100YD. OF ROADWAY BY THE 
WEEK FOR THE COST OF ONE MAN’S WAGES 


@ WE CAN PUT A ROAD ON 
YOUR SITE WITHIN 24 HOURS 


Full details from 








WT 4 OL Sa a 
0 WELLINGTON - SHROPSHIRE rei 1000 


MEMBERS’ PAVILION, GOODWOOD MOTOR RACING TRACK 
25ft. x 11ft. 6in. plus Sft. Canopy. 


THE CONTRACT 








JOURNAL 1611 











wae 


"Group. | 
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DISTRIBUTORS OF 


BARFORDS 
MIXERS & DUMPERS 


WACKER 
VIBRO RAMMERS & PLATES 
SHAWNEE LOADERS & DIGGERS 
MASSEY-FERGUSON 
INDUSTRIAL EQUIPMENT 







































COMPLETE SALES AND SERVICE 
FROM 


GEORGE THOMPSON (BEVERLEY) LTD. | 
SWINEMOOR LANE, BEVERLEY, YORKS. 







Tel. Beverley 82207 


W. L. THOMPSON (Agric. & Ind. Engnrs.) LTD. 
SHERBURN-IN-ELMET, YORKS. 
Tel. South Milford 456 


W. L. THOMPSON (Agric. & Ind. Engnrs.) LTD. 


CANAL WHARF, SKIPTON, YORKS. 
Tel. Skipton 2153 













think of 
TIMBER 
BUILDINGS... 


Photographs by courtesy of Empire (Catering) Co. Ltd., 46-48 James Street, London, W.1 


This fine mono-pitch building is an example from Thorns specialised 


systems of pre-fabrication in timber. The Thorns range also includes con- 
temporary and traditional designs in sizes from 8ft. to 30ft. wide, to meet 


most requirements. 


Full details of the building shown and all Thorns building systems are given 


in their new catalogue, which is unique, in that it gives at a glance, sizes, 
oummant 


prices, plans and specifications. It is available, free, to bona fide enquirers. 


think of 
THORNS 





J. THORN & SONS LTD. (DEPT. 73) BRAMPTON ROAD, BEXLEYHEATH, KENT 


Telephone: Bexleyheath 0021 (10 lines). Established 1896. 





BD640 
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BCL Blanket Dampcourse being laid in position before 
the concrete is placed. (House under construction 





by Hampton House Developments Ltd.) « ey > 


tl) BLAN KET \ seo 
DAMPCOURSE . a 


ca 










polythene film 


-—The answer to elstare penetration . > 
problems in concrete house-rafts y fe 


* prevents moisture rising through the 
raft into the house 

* prevents water absorption by the con- 
crete, removing the danger of the raft 
being damaged by frost or sulphate 

* cheap, tough, light in weight and easy 
to handle 





BCL Blanket Dampcourse is backed by a 
comprehensive technical service. British 
Cellophane Limited—largest film manu- 
facturers in the Commonwealth—have a 
fund of specialised knowledge to put at 
your disposal. We invite you to fill in the 
coupon and post it to us. 


( ie l) BRITISH CELLOPHANE 
LIMITED piastic rums oivision 


Henrietta House, 9 Henrietta Place, London, W1 





To: British Cellophane Limited, Plastic Films Division, 
Henrietta House, 9 Henrietta Place, London, W.1 


Please send me, free of charge and without obligation, your booklet 
‘BCL Blanket Dampcourse’ 

Please ask your representative to call 

Name 

Address 


Se SEX ME eT om a 
Eee 
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PLANT TRANSPORT MADE EASY WITH 





LOW LOADERS 






Illustrated is the 8/10 Ton version. The rear axle gear has 
been designed to facilitate itseasy removal for quick loading 
by the release of a simple locking device and by pulling the 
whole axle backwards. The frame is then lowered to the 
ground by the hydraulic jacks provided. 


This trailer has been built for carrying the lighter types of 
Write for your free copy of colour leaflet number 4407. machinery and contractors’ plant such as excavators, 


bulldozers, etc. 
Full range of models available 
CRANES (Dereham) LIMITED up to 200 Tons Capacity. 
DEREHAM - NORFOLK - ENGLAND -: TELEPHONE: DEREHAM 278-9 
London Office: Sicilian House, Sicilian Avenue, W.C.I. Telephone: HOLborn 0496 


AN RANES 





TRAILERS — 
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ALIMAK ‘@3VERKEN 


. OF SWEDEN 
| MECHANICAL HANDLING ENGINEERS 


Designers and manufacturers of: 


PERSONNEL HOISTS, GOODS HOISTS, 
RAISE-GLIMBING DRILLING PLATFORMS 
RADIO & TELEVISION MAST LIFTS, 
SUSPENDED SCAFFOLD PLATFORMS 

JIB GRANES, MORTAR MIXERS, BAR BENDERS. 





BISESSELELY 





Personnel Hoists Suspended Scaffold Mine Drilling Cab Goods Hoist 
atjorm 


A.G.E. MACHINERY LIMITED 


—recognised as Britain’s leading mechanical handling engineers, and designers and 
manufacturers of a versatile range of building construction equipment—are proud 
to be associated with Alimak-Verken. 

The Alimak and A.C.E. companies together offer the benefit of the technical 
knowledge gained from many years of practical experience, and an unrivalled Service 
to the Customer. , 


For complete details of the full range of Alimak Products, 
telephone or write to  Britain’s only Authorised 
Representatives and Distributors : 





es of 
tors, 
_ RNa 
NGS PORDEN ROAD - BRIXTON - LONDON - S.W.2 
AY een BRIXTON 3293 (9 lines) - Telegrams: AUSCON LONDON Telex: 23579 
ond at Harlequin Avenue, Great West Rood, Brentford. Middlesex 
cars 





LL ACE 108 
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~~ GARIN Gime 


REPAIR SERVICE 


on all makes of 


THEODOLITES & LEVELS 
PICK-UP AND DELIVERY SERVICE fam 


SURVEY & GENERAL INSTRUMENT CO. LID. 














and cost f 


By using the new 


PRE-CAST CONCRETE 
BOLT BOX SYSTE* 


(PATENT PENDING 


The LEESON Bolt Box — saves time, 
labour and materials, eliminating the 
need for timber boxes. Cut in the 
factory, they can be made up into units 
of any length specially grooved inside and 
out, ensuring a firm key. It is NOT 
NECESSARY TO STRIP THEM as they 
are integral with the concrete. 


The Locator keeps the bolt central within 
the box, ensuring the grouting space 
is kept clear prior to fixing. 





Illustrations show the components before 


4 " 
329 HIGH HOLBORN, LONDON, W.C.I. , ee fash SO TR 5 -T3 assembly; the bolts fixed, with the base 
Telephone: HOLborn 4118 (3 ine ae TONZ OSES rete 
Agents in the North West: Lit > E : E -3, the box. 
St Boretek See tieelesoe: Ee § k. st To fix—the concrete boxes are threaded 
E 3 r x onto the bolt, which is then hung from 
Ee y c a template. When ready for fixing 
r a S t ¥ machinery, etc., the top locator is re- 
ze y — moved. 
Agents for of Switzerland Zee ook 3 
ou 
Z \ €-3% RAINBOW INDUSTRIES 
= \ Sg LIMITED 








af Rainbow Works, Pollington, 
' Goole, Yorks. Tel: Snaith 312 


May we send you full details and price 
It will pay you to investigate 












Single Pump 
with Villier Engine 






Double Pump 
with Lister LDI Engine 







E-P-ALLAM ECO LTD. Sea 


SLOANE 


132-135 SLOANE STREET, 


er W045 Oem Si ta 


TELEPHONE 


GLASGOW, C5 


ee A ae 


SALE — H.ac WITH OPTION TO PURCHASE — HIRE 


TELEPHONE 










SIMPLITE PUMPS 


Combining lightness in weight with 
simplicity, reliability and economy. 


Will clear water, heavy sludge or sewage. 


Self-priming, non-clogging and can operate 
without attention. 


All available with barrow type mounting 
providing remarkable ease of 
transportation. 





Single Pump 
with Petters Pazi Engine 


and _ Dublin. 


STRANGFORD, 
A. GUNN AND CO., Altrincham, Cheshire. 


LTD., Belfast 


Qo. Lt. 
LEWwis 


DAVIES, Port Talbot, Glam. 


(MACHINERY), LTD., Burslem, 


Road Industrial Estate, Wetherby, Yorks. 
som ROULSTONE, LTD., Newcastle upon 


yne. 
MCDERN PLANT SALES, LTD., Oldbury, 
Birmingham. 
W. R. SELWOOD, Chandler's Ford, Hants. 


9976 (5 lines) 
SOUTH 0186 
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When you next 


LOADING 


Tats require any plant 





why not contact us 
and be sure of 


Meaty (first-class machines 


with experienced 





operators backed by 
a highly efficient 


and well-equipped 
maintenance service. 





THE URBAN ROUND—a run of narrow streets, tricky corners, 
parked cars. It’s just the round for the PENDULETTE, a short 
wheelbase, ultra-manoeuvrable vehicle. 

THE SUBURBAN ROUND—a medium density round where the 
12-20 yard Pendulum shines on speedy collection/dumping cycles. 
THE RURAL ROUND—a run of scattered communities where 


it pays to collect as much as on one visit. Enter the 20/30 yard 
‘Comet’ Pendulum. 








Tel. 


at 1 af 
2215 


Whatever a municipality’s individual refuse collection problem 
may be, there’s a GIBSON PENDULUM refuse collector to master 
it. Small, medium, large—PENDULUM refuse compactor bodies 


ilable fi i f chassis—f t f 

The hire service duty. With simple, hydraulic compressing 
pote = speedy “oes. a l 

that never lets match the tightening collection schedules of — 


: 
tomorrow. Ask for a demonstration under 
you own your own working conditions. 


Write for 8-page folder to: 
OF CAMBERWELL 


H. COX & SONS (PLANT HIRE) LTD 
33 Southampton Way, Camberwell, London, S$.E.5. JOHN GIBSON & SON LIMITED 


(Established 1898) 
Jameson Place - Leith + Edinburgh, 6 
Tel: Leith 35418 (4 lines) Grams: ‘Aero’ Edinburgh 
c 
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BOULDERBUILT 


FOR BETTER SERVICE 


GUNITE and 
GROUTING EQUIPMENT Telephone : BARNET 4141 


—> 
The BOULDER GROUTER 


This machine is ideal equipment for 
placing low to medium pressure 
grout in tunnels, mines, etc., raising 
road and floor slabs, consolidating 
bridge piers, general foundations, 
rock fills and the stabilisation of rail- 


way embankments, etc. 


Ea 
BOULDER CONCRETOR 
Build, Protect, Repair 


Gunite is renowned for its durability 
and remarkable resistance to salt 
water, chemicals and fumes. 

The Boulder Concretor is simple to 
operate and the low cost of applica- 
tion makes it suitable for jobs where 
gunite is not normally specified. It 
will cover 360 square feet of vertical 
walling 2” thick in one hour. It can be 
used as an “on site” Sand Blast 
Machine and for the application of 
refractory materials in lining and 
maintaining fire boxes, furnaces, 
cupolas, ladles, kilns, etc. 
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LONDON: LANGHAM 4847/9 
WOLVERHAMPTON: 25028/9 
BILLERICAY: 1661/2 


When site buildings are required urgently a telephone call to Wernicks will bring imme- 
diate delivery of the exact type of building you need. No fuss! No delay! Lowest prices! 


OR WRITE 64/66 Oxford Street, London, W.1 


Dept. 83, Waterloo Road, Wolverhampton. Dept. 83, 108 High Street, Billericay, Essex 


BOULDER EQUIPMENT LTD 


HIGH STREET - 


BARNET - 


HERTFORDSHIRE 








ae BTR POO MC oes ee ee « NIVLNIVIA OL LSId VIHOD 


Zi'N NOGNO1 ‘AZ 1HONIS HLYON ‘GVOU HDIH Zb8-9F8 


NOISIAID YOLOVYL TVINLSNANI ""JL1VHYIdO OL LSIAMVIHID 
G3aLINIT SYAGNNVS ‘V‘H """ 4Ng OL LSIdVIHO 


CONTRACT JOURNAL v a 


SASAOW YEA ATULVSHUSAA LSOW S.<PIHOM SUL 


SYOLOVAL 
b= i ba Fh Fe) 
Wsalid 


Lee EEE: 


22/12/60 fHE 





i 2 TAE CONTRACT JOURNAL 22/12/60 


‘110° TU 


The only system 
of earthmoving haulage that gives you 
up to 110° of turn and saves up to 


50% in total operating costs 


Write ‘today for your copy of the Shawnee-Poole book from: 


SHAWNEE POOLE LIMITED, READING, ENGLAND 





22/12/60 THE CONTRACT JOURNAL vii a 


cuts cost of narrow site work’’ 


says Mr. Gosta Ahner, Managing Director of Vagbyggnader i Hallsberg AB (Sweden) 


“The Shawnee-Poole system has proved ideal on 
the big railway construction project at Pesberg, 
Sweden, working In the many deep, narrow cuttings 
and fills. The unique 110 TURN-ability of the Shawnee- 
Pooles means that the excavated rock can be moved 
within the widths allowed for the railway itself, so we 
have not had to bring in any high cost special 
transport machinery.” 

The Shawnee-Poole System eliminates expensive 
site preparation, increases production and saves up 
to 50% in total operating costs. 


Let us show you by means ofa System of MOBILITY & ECONOMY 
Work-Study on your site. IN EARTHMOVING HAULAGE 


Telephone: Sonning 262! Cables: Mobecon, Reading 
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@ 5-25 Tons capacity @ Jibs up to 120° with 15’ to 30’ flying jibs 


@ also all sizes mobile cranes on pneumatics or tracked 










EALING 4754 


6 LINES 


I 25-Ton Coles Mode! 3010 TNR / ) be 
ARUP & ARUP LTD., BILTON HOUSE, 54/58, UXBRIDGE ROAD, EALING, LONDON, W.5. 


EZYZV 7] DUPLEX 


' aan 
we : CONTRA-FLOW FULLY AUTOMATIC PADDLE TYPE 


MIXING PLANT 


The Elevated Mixer and Skip are provided with electric 
controls and mixing and discharge of concrete is at the rate 
of 200 tons per day, and one operator only is required. 





1 5-Ton NCK 
Lo-ry Mounted 
Crane 

























Mixing Trough capacity |S cu. ft. mixed concrete, 30 batches 
per hour. Skip capacity 21 cu. ft. Pre-selection at ground 
level from a detached Control Panel, as illustrated, to operate 
ELEVATOR, MIXING, WATER-INJECTION, DISCHARGE 
and other controlled features. 

In the TRIANCO CONTRA-FLOW DUPLEX MIXER the 
aggregates are subjected to helicoidal, vertical and horizontal 
motion, hence providing a minimum mixing time—maximum 
strength—and a thorough homogeneous uniform mix. For 
further particulars write to: 


TRIANCO LIMITED 


IMBER COURT, EAST MOLESEY, SURREY 
Tel. EMBerbrook 3300 (8 LINES) 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE (Continued from page 1537) 





































< | 
OR IMMEDIATE HIRE. | TSED LOADING SHOVELS — IN STOCK NOW. | OR SALE. 

Delmag Diese! PILE HAMMERS, DS, D12 and | DIESEL/HYDRAULIC: Caterpillar 955 TRAXCAVATOR, new 1956, 

D22. | 1959 Bray 1'2 cu. yd., 4-wheel drive, power steering, 12A Series, Forward Tip, 1'2yd. Bucket, Cab. 
G17T Delmag PILE FRAME, with Turntable cab, lights, £1,650. : Checked over and repainted, very good. Lying 
KL44 MOBILE CRANES, Jibs up to SOft., pneumatics 1958 Chaseside 700, 1 cu. yd., power steering, cab, Windsor, £3,750. 

or tracks. lights, £1,150. D4 2T and 7) TRACTORS, fitted Dozers and Winches. 
Neal NM 2-ton MOBILE CRANE, 30ft. Jib | 1957 Bray BL430, 4-wheel drive, being overhauled, Checked over and repainted, very good. Lying 
Johnson 1 cu. yd. and 112 cu. yd. Diesel DUMPERS. £1,450. Windsor, £675 each. 

Zenith PILE EXTRACTORS, Nos. 20 and 80. 1956 Muir-Hill 2WL, Fordson Diesel, 1 cu. yd. Bucket, | D7 7M TRACTORS, fitted Dozers and Winches, very 
20-ton PORTASILOS. | £675 | good. Working London area, £1,750 each. 
McKiernan-Terry PILING HAMMERS, 5S, 6, 7 and 1956 Weatherill 2H, %syd., cab, as seen, ex works, D8 8R TRACTORS, fitted Dozers and Winches, 

9B3. £475. cleaned, overhauled and repainted. Lying Mid- 
Ruston Diesel LOCOMOTIVES, 2ft. gauge, 25/30-h.p. | 1952 Skyhi, 3syd., on Fordson Tractor, Perkins P6 lands, £2,750 each. 

10/7 Winget CONCRETE MIXERS, Diesel. Diesel, £115. Ring Windsor 3434/5 or 3384. 
2in. and 4in. Centrifugal PUMPS. DIESEL CRAWLER AXWORTHY AND COMPANY, LTD., 
TRENCH SHEETS, 10ft. and 12ft. 1957 International Drott BTDG, 1 cu. yd., cab, etc., (Drotts for Hire), 

STEEL SHEET PILES, Sections 1B and No. 2 and _£1,750. | Old Windsor, Berks. 

No. 3, various lengths. 1957 Bray BL25, 1'syd., cab, under overhaul now, | = - — — ——__. 
spencer-Hopwood BOILERS. all sizes. £1,575. = HIRE and SALE: ARMSTRONG-WHITWORTH 
22RB, with Dragline and 7Oft. Crane Equipment. WIDE RANGE OF NEW BRAY SHOVELS IN STOCK PNEUMATIC POKER-TYPE CONCRETE 
300 12ft. and 16ft. TRENCH SHEETS. WILLIAM R. SELWOOD, LTD., VIBRATORS. 

DUDLEY VALE, LTD., Chandler's Ford, Hants. Telephone 2981. We are distributors for all types of Armstrong- 
3 Buckingham Place, London, S.W.1. ViICtoria 0252. OR HIRE. | ee emenao tee. pillage My 
1R COMPRESSORS _ FOR SALE. New Parker Rockranger CRUSHER, 30in. x 18in. Drills, Pumps, Backfill Rammers and Tampers, Hoses 

Two Bellis and Morcom 2,450 c.f.m., 100 p.s.l., Jaws. wan and Accessories. We hold a large stock of Spares ano 
§50-h.p. motor, Broomwade 500 c.f.m., EH251; 400 New Caterpillar 977 Series H TRACTOR SHOVEL. can give a 48-hour repair service. New and Second- 
ct.m., EH245; 300 c.f.m., EH240; 150 c.f.m., D22A; New Greens 6/8-ton Diesel ROLLER. hand Air Pumps COMPRESSORS for SALE. Send for 
100 c.f.m., EP660; also numerous others of all makes; JACK BRANCH, | "st. 
and Oe) RECEIVERS from ft. to 9ft. dia., 100Ib Waterbeach, Cambridge. Tel.: Waterbeach 571. } ee C_ LEACH, £50.. 3 ge Sprott, Cresent, 
to 1, «+ W.P. el.: altham Cross lines). 

FRED WATKINS (ENGINEERING), LTD., YYUCREING Ie stmorsrns. ANTED, Stoth i Pitt e - 

Coleford, Glos. ‘Phone: Coleford 2271/2. HIRE YOUR PLANT from » Stothert and Pitt Power-driven Hand- 
: THE CLEE HILL TRANSPORT AND ROLLING guided VIBRATING ROLLER, with 234-h.p. 

OR SALE, 1958 J.C.B. HYDRA-DIGGA and Major co., LTD., Villiers petrol engine, with roll 28in. wide, two 

Loader, fitted with Front Loading Shovel and Clee Hill, Ludlow. Tel.: Cleehillstone 284. constant speed forward and reversing gearbox, dead- 
Dozer Blade, Backacter Bucket. This unit has just been Road Rollers, Vibrators, Compressors, Mixers, weight 6%4cwt., with or without water sprayer. Or 
works overhquied and sereeet. se can be seen Dumpers, Pumps, Tractors, Tippers, Excavators. —— Se Sera tae AND SONS, LTD., 
working in eicester, 1,.450.—GILBERT HOWELL arton oad, Stretford, Lancs. 

West Street, Ear! Shilton Leicester Tel Earl OR COMPRESSOR HIRE SERVICE.— OR SAL on hcaaiiiee ie roa ts 
Shilton 2210. J.C.B. Distributors From 1-tool to 12-tool (70 c.f.m. to 625 c.f.m. F E.—We have a few very good DRAGLINE 


t.a.d.). Lorry-mounted and Portable. Full range of BUCKETS for Lima or similar machines, 3'a2y¢., 
OR Ht R E.—Available immediate, 1201 Pneumatic Tools.—HUBERT C. LEACH, LTD., High 2'2yd. and 2yd., complete with Dressings. 












LIMA, fitted with genuine American 100ft. Crane Street, Cheshunt, Herts. Tel.: Waltham Cross 25161 PLANT SALES, LTD., 

Boom, ee aT nll toes and in first-class (5 tines) 2S Castlereagh Street, London, W.1. PAD. 2663/5. 
ition.— ALES, ko ae ler h _ ~ c ’ Cr 
aden, W.1. Velechone: Paddington e63/0 ULLDOZERS, MECHANICAL LOADING ITCHELL'S PLANT SERVICES, LTD. 
- SHOVELS and TRAXCAVATORS, etc., TIPPING can always offer an excellent range of used 
HAMES VALLEY PNEUMATIC, Pneumatic Tool LORRIES, 5/7-ton, for HIRE.—HENRY FROUD, LTD Weatngri! Hydraulic or Chaseside MECHANICAL 

Specialists.—Complete RECONDITIONING SER- Primrose Wharf, Tunnet Avenue, Greenwich, S.—.10 SHOVELS. Price to sult all users.—Write or ‘phone: 
VICE for all makes of tool.—South Lodge, Sunbury Telephone: GREenwich 0072-3. | Palmers Lane, Enfield, Middlesex. HOWard 3493. 





Park, Sunbury-on-Thames, Middx. Sunbury 3168. 











OR SALE, Diese! ROLLERS, 21'2-ton, 5-ton and OR HIRE, Barber-Greene junior, new 1957, 
EQUIRED, S-ton TANDEM PATH ROLLER, Diesel. 8 10-ton. — B.G. PLANT (SALES AGENCY), and Barber-Greene Major, new 1959. — FRED. 
E.K. PLANT, LTD., Folkestone 51651. LTD., Watlington, Oxon. Watlington 44. WATKINS (ENGINEERING), LTO.. Coleford, Gios. 





WORKING IN WEST SUSSEX??? 


Your INQUIRIES for the HIRE of all TYPES of 
PLANT are invited and will be specially and 
promptly dealt with on application to: 


NEALS (PLANT HIRE), LTD., 
Stockbridge Road, Chichester, Sussex. 
Telephone: Chichester 3777/8/9. 











FLYGT 


PUMPS FOR HIRE 


All sizes of Flygt Electric Pumps 
available for hire (ex-stock) 


FOR LIMAS 


PLANT SALES LTD., 


25 CASTLEREAGH STREET, LONDON, W.1 
Telephone: PADdington 2663-4 




























Range includes Itin., 3in., 6in., and 
8in. deliveries 


INDUSTRIAL PUMPS LTD. 


20 BENTINCK ROAD, HYSON GREEN 
NOTTINGHAM Telephone 75182/3 






MARSH PLANT 


nam ARB) ovrminsrons 


HAMPSHIRE AND WEST SUSSEX 























New J.C.B. 4 Hydraulic EXCAVATOR... .£2,525 
New BROOMWADE WR120 2-tool COM- 


PURE a ivi cscgenstuecqnedeaseeeees £1,050 FOR HIRE 


1.C.B. HYDRA-DIGGA, Counterweight, 1957 























ae See a = fe Drott Skid Shovels with 4 in | 
1.C.B. HYDRA-DIGGA, Counterweight, 1959 | Buckets 
machine. Ready for work. 10023 ......£1,600 
Ruston 1 Series. Fitted oe | Compressors 110 to 630 cu. ft. 
Backacter. wai . ' 
If you need hose— CHASESIDE 3yd. DUMPER, Fordson Diesel. Vibrating Rollers 
and quickly—see if Cab. Good condition. PH157 ............£500 8 
p RECORD TOWER CRANE. 1959 machine. D 
we have it. The demand for 40ft. high. 4cwt. at 34ft. radius. Petter Diesel. umpers 
Rll BROOMWADE 'SVD2_ 3-Tool COMPRESSOR. Diesel Driven Pumps 
but our Scottish factory keeps Lister Diesel, 1947 machine 4 conbRE IS Cicesein Otineas 
: F PT. -Too orry-mounte 
us well supplied. See if we have mounted on Karrier Bantam chassis £500 - 
what you want. We’re big winger ane. MELARS 14/10, ier. 7/8 Hoists 
r . oilce a . eac 
enough to produce magnificent WiNGEy end EENFORD S/3%p , MIXERS. Portable Diesel Welding Plants 
; A hoice from . a j upwards 
quality in bulk, yet compact ALLIS-CHALMERS HD7, G.M.C. _ 2-stroke Crane Skies. Winches; ete 
enough to give individual Diesel Engine, Gar Wood Hydraulic Bull/Angle Ps, ’ ° 
Dozer, P.C.U. Ready for work ............£525 







Fiad-laldlelie 







pie HIRE — SALES — SERVICE JOSEPH THOMPSON & Co. 
Phone: EMSWORTH 2032-2634. i (LIVERPOOL) LTD. 
MARSH PLANT Wakefield Road, Netherton 


& MACHINERY CO., LTD. Liverpool, 10 


SOUTH STREET, EMSWORTH, HAMPSHIRE. Tel: Aintree 6262 





George MacLellan & Co. Ltd. 


London: Burston Road, Putney, 
S.W.15.Tel: Putney 5678. 


Belfast: North Queen Street. 
Tel: Belfast 22822. 


Factory: Shuna Street, Glasgow, 
N.W.Tel: MARyhill 5111/9. 


CAMBRIDGE 


HIRE—SALES—SERVICE 
Modern Diesel Modern Diesel 







































COMPRESSORS FIO S| ROLLERS 


BULLDOZERS 146 HILLS ROAD, CAMBRIDGE. Phone: 87519 PUMPS, ETC. 


1618 


PLANT 


EAGRON (CONSTRUCTION), 
OFFER FOR SALE: 
BUTTERS 7-ton 2-motor Electric DERRICK CRANES, 


LTD. 


120ft. Jibs, Bowsills Bogies, new late 1951. 
MORGAN 10-ton Three Drum Steam DERRICK 
CRANE, 120ft. Jib, Safe Load Indicator and Oil- 


firing Equipment, new 1946. 
COLES 25-ton Lorry-mounted CRANE, Model L2710, 
up to 100ft. jib, new 1958. e 
LIEBHERR 14T TOWER CRANE, S2ft. 3in. Jib with 
track trailing cable, etc., overhauls new 1955. 
PINGON Model P20 2132-ton Climbing CRANE, 88ft. 
Saddie Jib and seven mast sections, first used 


1959. 

PINGON Model P60 5S-ton TOWER CRANE, 99ft. 
jib, 108ft. under hook, new 1957. 

MUIRHILL 10B 3yd. DUMPER, Ford D4 Diesel 
Engine, tyres 65 per cent., new 1954. 


NCK205 '2yd. EXCAVATOR, Dragline and Backacter 
Equipments, Dorman 4L Diesel Engine, new 1955. 
19RB Ssyd. EXCAVATOR, 40ft. Dragline and Skimmer 


Equipment, Ruston 4VROHN Diesel Engine, new 
1949. 

38RB 1'2yd. EXCAVATOR, Dragline and Crane 
Equipment, Paxman 4RPHN Diese! Engine, long, 
wide tracks, new 1956. 

STOTHERT AND PITT 10/7 MIXER, Lister Diesel 


Engine, overhauled. , 
BLAW KNOX 21/14 MIXER, Standard or High Dis- 
charge, Petter AV2 Diesel Engine, new 1957. 
B.S.P. 100ft. Universal PILE FRAME, with 4-ton 

Steam Hammer and Sykes Treble Drum Steam 
Winch, all new 1951. , b 
PORTASILO P20 CEMENT CONTAINER, with Weigh- 
man, Pullway and Mix Counter, new 1958. 
WEATHERILL Model 2H 34yd. LOADING SHOVEL, 

Ford 4D Diesel Engine, overhauled, new 1954. 
CATERPILLAR D4 2T Series TRACTOR, with L.P.C. 
Hydraulic Angledozer and Winch. : 
CATERPILLAR D8 15A_ Series TRACTOR, with 
Hydraulic Dozer and C.C.U., 4,000 hours only, 
new 1958. 
INTERNATIONAL BTD6 TRACTOR, with Drott B6K3, 
lyd. Skid Shovel, new 1959. 
500 ACROW Nos. 1, 2, 3 and 4 FLOOR CENTRES. 
45-ton 40ft. span BAILEY BRIDGE, with Timber 


Decking. 
FURTHER DETAILS: 
Abbey House, Victoria Street, London, 
Telephone: ABBey 5152 (4 lines). 


pms Diesel PILE HAMMERS for HIRE ‘ 
Our fieet of these fine machines Is the biggest In 
Britain. Models DS, D112 and O22 available with 
rope suspended leaders, and leg guides, suitable for 
driving any section of pile. 

DUDLEY VALE, LTD., 
3 Buckingham Place, London, S.W.1. ViCtoria 0252. 


FOR SALE 


ALLIS-CHALMERS: 


S.W.1. 





1944 Allis-Chalmers HD7, fitted with Hydraulic 
Angledozer and complete with P.C.U. and 4yd. 
Scraper, £700. 

1949 Allis-Chaimers HDSG Tractor Shovel (choice 
of four), from £1,300. 

1954 Allis-Chalmers HDSG Tractor Shovel, over- 


hauled, track group, £2,750. 

1955 Allis-Chalmers HOSG Tractor Shovel (choice of 
three), from £2,250. 

1958 Allis-Chalmers HD11G_ Tractor Shovel, in 
excelient condition, £5,250. 


INTERNATIONAL: 
international BTD6, fitted with Drott 4-In-1 Attach- 
ment, 1960 model, almost new. Open to offers. 
FIAT: 


1951 Fiat SSL, fitted with Hydraulic Angledozer, £850. 

1952 Fiat SSL, fitted with Hydraulic Angledozer 
(reconditioned engine), £950. 

1954 Fiat SSL, fitted with Hydraulic Angledozer, £950. 

1957 Fiat 60CI, fitted with Hydraulic Angledozer, 


1,074 hours only, £2,900. 
CATERPILLAR: 
1954 Caterpillar HT4, In good condition, £1,950. 
WINCHES: 


Carco E Timber Winches, overhauled, £350. 


MACKAY 





Mackay Industrial Equipment Ltd., 
Central Way, Feltham, Middx. (Feltham 3435-9) 
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JOSEPH PUGSLEY 


ONTRACTORS' PLANT FOR HIRE. 


New Motorised PAYSCRAPERS for im 
HIRE (22 cu. a 


yd). 
8TD6 TD14 and TD18 TRACTORS, fitted with Drett 


estos “‘Bibs0 TDs, T 
. . > D114, TD16 and TD24 
TRACTORS, with Bullgraders and/or Scrapers. 


TD18 TRACTORS with Pipe-laying Equipment. 


1ORB, 19RB and 22RB EXCAVATORS, with ali 
Equipments. 
First-class machines and operators, backed 


by finest field service in Great Gritain. 
Generous transport terms to all parts of England. 
LUMLEY (PLANT), LTD., 
Strattord-on-Avon 4242, Ashford (Middx.) 4191, 
Cardiff 33572. 


oR SALE. 

25-ton L/M CRANE, one Link-belt Speeder/ 
Mack, American manufactured, lorry-mounted, 
2-30 Crane, unused, 6 x 6, Asking price 


One S-ton Diesel FORKLIFT TRUCK, by Cranemobile, 
on pneumatics. Price £1,500. 

Photographs and Specifications 

BOWMANS, Baliards Wharf, 


AN TE£EO 
CRAWLER TRACTORS and SBulidozers, any 
condition; also Parcels of Spares for same. Prompt 
SPARE PARTS avaliable t TD6 
available for » 9, 14, 18, Caterpiliar 
D2, D4, Fowler VF, FD3, Alils M and County. 
ROBIN BOSWORTH, 
Tel.: Stoke Saint Miibro 237. Nr. Ludiow, Shropshire. 


ANTED, FORK LIFT TRUCKS, 1-ton to 6-ton 

capacity, Petrol or Diesel, any condition. Cash 
on inspection. We offer reconditioned machines In 
PART EXCHANGE and HIRE FORK LIFTS for ali 
purposes.— FRED WATKINS (ENGINEERING), LTD., 
Coleford, Glos Telephone: Coleford 2271/5. 


LANT HIRE. Earthmoving, Site Clearance. 
Excavations for Roads, etc. 
DOUGLAS HAMILTON, LTD., 

Tunpridge Wells Telephone: Southborough 1538 


a) Butters 10-ton ee-mot 


from: 
Poole 334. 


OR SALE, Three-motor Electric 
_ Derrick CRANE, 110ft. Jib, first-class, with Cab, 
Bogies and Track. 

Write Box P.3167, ‘‘ The Contract Journal." 


Us has for DISPOSAL a 1955 33RB EXCAVATOR 
complete with Dragline Equipment. Fuller details 
= apprcation.— write Box P.3228, ‘‘The Contract 
ournal. 


AVAltagie tor HIRE and CONTRACT: 09 and D8 
TRACTORS, with Blade or Scraper.—ELLIOTT, 
Wetherby Road, York. Telephone: 78220 and 78501. 


for 


MASSEY-FERGUSON 
Tractor-Digger-Shovel 


















wee 


Most versatile ! 
Lowest price ! 

Most maneuvrable ! 
Highest working cycle! 


For details and prompt delivery contact: 


Browns Industrial Equipment Ltd. 
LEIGHTON BUZZARD, BEDS. 
Phone 2062 (4 lines) 





AND 
SONS 
LTD 


lawrence Hil! BRISTOL, 5 


TELEPHONE 56037 (4 Lines): GRAMS, ‘PISTON’, BRISTOL: 


| ND OF CONTRACT SALE. 
| Caterpillar D7, c/w Birtley Dozing Blade and 
Towing Winch. 

TRACTOR D8, with Hyster and Equipment. 
| SO Lincoln WELDING BULLETS, 200- and 300-Amp. 
| AIR COMPRESSOR, Model 6Wa 
KHSOO. 


Austin-Western GRADER, C/N Angling Blade, 
TD18. 


Ingersoll-Rand 


| International 
| TRAXCAVATOR D6, 2'ayd. Bucket. 
| PILING WINCH, Double Drum, Diesel. 

Lucy BOILER, complete. 
| Ford Thames DUMPCRETE. 
| All the above can be seen working and are in 
| perfect condition. 
| H. B. THOMAS, Brewery Buildings, 
| Carmarthen. Tel. 318. 


| OR SALE, international BTD6 CRAWLER 
| TRACTOR, fitted with new Drott B6K3 Skid 
| Shovel with 1 cu. yd. Side Tipping Bucket and Cab, 
| and Bull/Angle Dozer Blade Attachment. Unused and 
available for investment allowance. Offers considered 
o. oo WHEELER AND CO., 9 Colehiil, Tamworth, 
taffs. 


Creat. 19S9 J.C.B. HYDRA-DIGGAS for SALE, 
Prices from £1,750. Ditching Buckets available, 
Also other Hydraulic EXCAVATORS from £250. Part 
Exchange and Hire Purchase arranged.—ERNEST DOE 
AND SONS, LTD., Industrial Division, Ulting, Essex. 
Tel.: Hatfield Peverel 311; (night) 319. 


| 
| 
| LLIS- CHALMERS HD6G, 12 months old, in 
first-class order, complete with scarifier.—To be 


Brewery Road, 


seen at ALLPLANT, LTD., Green Lane, Blackheath, 
Birmingham. Tel.: Birmingham Blackheath 2231 or 
Hertford 2536. 
ERY urgently required to PURCHASE: One Ruston 
22W or 22RW WELL DRILL.—Full details to 


VALES PLANT REGISTER, LTD., 14 Lower Grosvenor 
| Place, London, S.W.1. ViCtoria 7531. 


| OR SALE, TD18 and TD18A TRACTORS, with 
| Angledozers, P.C.U. Syd. Onions Scrapers.—B.G. 
PLANT (SALES AGENCY), LTD., Watlington, Oxon. 
Watlington 44. 

OBILE CRANES for SALE, HIRE and SPARES: 
| Coles, Ransomes, Morris, etc.—ROBERT DIXON 
|} &TD., Authorised Coles Repairers, Hunsdon, Herts. 
| Tel.; Stanstead Abbots 5301/3. 


LOGGETTS PLANT HIRE.—for DINKUM DIGGERS, 
modern machines.—-2 Burtons Road, Hampton 
Hill, Middx. Tel.: Teddington Lock 1138/9. 


OR HIRE, 2-Tool COMPRESSOR, 750ft. of Hose, 
with Heavy Breakers and_ Rock Drills. 
‘Phone: Boxmoor 5384 or Garston 3518. 


WILLIAM JONES LID. 


WESTMOOR STREET, CHARLTON, 
LONDON, S.E.7. 


Telephone: GREenwich 3821/5 






















Excavators, } to § cu. yd., and equipments. 


40-h.p. to 104-h.p. Diesel Crawler Tractors, 
with Hydraulic Angledozer equipment. 



























3 cu. yd. M.R. Diesel Dumpers, front control. 







| yd. Diesel Dumpers. 
Weatherill Loading Shovels. 







FOR SALE 


Fowler VF Diesel Crawler Tractor, with or 
without Hydraulic Angledozer equipment. 







Excavator Equipments; Priestman-Panther 
Skimmer and Backacter Equipments. 


Specialists in Priestman Universal Excavator 
andallequipments. Hire, HirewithOptionto 
Purchase, Sale, Part exchange and Overhauls. 








_ SS 
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(GHT RAILWAY MATERIAL FOR SALE 
3,000yd. 25!b. B.S.S. TRACK, 24in. gauge. 
500yd. of new 30ib. B.S.M. RAIL. 
1,000yd. of 20lb. 8.8.8. TRACK. 
New Lister Diesel LOCOS., from £455. 
Four Diesel LOCOMOTIVES, by Motor Rail, Ltd., 
with Dorman Engines, 3'2 tons, 24in. gauge 
Two Montania Diese! LOCOS., 234 tons, 24in. gauge 


One Simplex Diesel LOCO., with National Engine, 
2'2 tons, 24in. gauge. Completely overhauled 

One 1'3-ton Lister Petrol LOCO., J.A.P. Engine, com- 
pletely overhauled, 24in gauge 

Three U-shaped TIPPING WAGONS, 
16 cu. ft. capacity. 

40 tyd. TIPPING WAGONS. 

Four 2 cu. yd. 24in. gauge Rugga TIPPING WAGONS 

Maco Pressed Steel Lay-on SWITCHES. 

Maco Pressed Stee! Lay-on TURNTABLES. 

POINTS and CROSSINGS and TURNTABLES 

WHEELS and AXLES, all gauges. 

Maco AXLEBOXES. 

PLATELAYERS' BOGIES, 4ft. 8'2In 

M. €. ENGINEERING, LTD., 

457 Finchiey Road, London, N.W.3. Telegrams 

Mengilim, London ‘Phone: HAMpstead 7481-2-3. 

F OR SAL E. 

P. and _H. Model 1055, fitted with Dragline, 
100ft. Boom, 3'2 cu. yd. Bucket, £2,000. 
Allis-Chalmers TRACTOR, 9000 Series, new 1958, 
fitted with Onions Winch and Bulldozer Equip- 

ment, £3,000. 
Apply _MARTIN COWLEY, LTD., 
Clay Cross, Derbyshire. Tel.: Clay Cross 2501. 


OR SALE. 
One Blaw Knox 6yd. SCRAPER, 
conditioned. 
One Ruston-Bucyrus C.C.U. for TDS. 
PLANT REPAIRS (BRISTOL). 
Fox Road, Bristol, 2. 


OR immediate DISPOSAL, One Cedarapids Port- 

able Primary and Secondary CRUSHING PLANT, 

18 24 model. With electric motors and spare petrol 

engines. Ex-American Government stock. In good 

condition.—Write for full details and price to Box 
P.3282, ‘‘ The Contract tournal.’ 


UIR-HILL 3 cu. yd. DUMPERS, in good running 

order, £250 each o.n.o.——ALLPLANT, LTD., 

Green Lane, Blackheath, Birmingham. Tel.: Birming- 
ham Blackheath 2231 or Hertford 2536. 


OR SALE, Rapier 410 (33 cu. yd.) EXCAVATOR, 
with Forward Shovel, Skimmer and Backacter. 


24in. gauge, 


completely re- 


Well maintained. — WILLIAM G. SEARCH, LTD., 
Whitehall Road, Leeds, 12. Tel. 639081 (10 lines). 
ANTED, 19RB EXCAVATOR, 9000 to 13000 


Series. Any equipment. 


Urgent. 
Write Box P.3160, 


“The Contract Journal.” 


ROAD ROLLERS 


FOR HIRE OR SALE 


10 CWTS. to 10 TONS 
with or without drivers 
HALTRAC LIMITED 


Bourne Works, Weimar Street, S.W.15 
PUTney 4185 


PUMPING MUD ? 


you need a 


MUD MARVEL 


st 


Lae a 


‘LTO. ‘LEEDS 12 
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Or SALE. 
19RB DRAGLINE EQUIPMENT, 40ft. Jib, £375. 
25-ton Scammell TRACTOR and 20ft. well Carrimore 
Low-loading Trailer, £2,250. 
Large selection of Semi- and Low-loading TRAILERS, 
10/6S-ton capacity. 
Carco —, F and G TIMBER WINCHES. 
One Caterpillar 8H GRADER, £225. 
One TODO BULLDOZER EQUIPMENT, £225. 
Two HD14 Baker ANGLEDOZERS. 
One HD14 ROOT GRUBBER EQUIPMENT, £295. 
TO14 DOZER CORNER SHOES, £5 each. 
Two Gar Wood CU2 WINCHES 
MERTON ENGINEERING CO., LTD., 
Faggs Road, Feltham, Middlesex. Tel.: Feltham 3045 


ONTRACTORS' PLANT FOR HIRE. 

EXCAVATORS, TRAXCAVATORS, BULLDOZERS, 
7-ton Diesel ROLLER, S-ton Mobile CRANES, 
MONORAIL TRANSPORTER EQUIPMENT, VIBRA- 
TORY ROLLERS, COMPRESSORS, MIXERS, PUMPS, 
etc.—Plant Dept.. WM. TOWNSON AND SONS, LTD., 
Higher Swan Lane, Bolton. Tel.: Bolton 10140. 


complete, 


OR SAL &. 

Two Allis-Chalmers HD20 TRACTORS, with 
Scrapers; very good condition. One with Bull- 
dozer. £6,000 or near offer. 


Caterpillar D7 TRACTORS and Scrapers also available. 


—E. DOE AND SONS (CONTRACTS), LTDO., 
Fyfield, Ongar, Essex. 
ORKING in the Lancs. and Cheshire area? 


Woolfenden's are your MOBILE CRANE people. 

Light or heavy Lorain, Michigan, Quick-Way, Neals 

Lifts up to 30 tons. Boom lengths to 150ft. 
WOOLFENDEN'S, 

Anfield, Liverpool, 4. Tel: Stoneycroft 3755/9087. 

MATERIALS 


URPLUS PLANT (all types) and 
regularly PURCHASED in smali or large parcels. 
Rapid inspections, prompt payment.—C H. CHURCH 
AND CO. (EDMONTON), LTD., 68-70 Penge Road, 
South Norwood, S.E.25. Tel.; SYDenham 3131-3. 


ANTED urgently for overseas.—All types Cater- 
pillar TRACTORS and TRAXCAVATORS; also 
EXCAVATORS, CRANES, ROLLERS, etc. Please offer 
any redundant plant which may serve these require- 
ments.—Write Box P.3271, ‘‘ The Contract Journal.” 


ANTED, ALL TYPES OF CLETRAC 
TRACTORS, any condition.—State Serial No 
and price required.—C. J. THORNE AND CO., LTD., 


Uckfield, Sussex. Telephone 178 (3 lines). 


OR SALE. STEEL SHEET PILES, various sections 
and lengths.—-DUDLEY VALE, LTD., 3 Bucking- 
ham Place, London, S.W.1. ViCtoria 0252. 


EQUIRED, 1201 Lima DRAGLINE EXCAVATORS 
in really good condition. 
Write Box RR.516, ‘* The Contract Journal." 


Available Now 


New TUNNY 2 ton 


ALL-HYDRAULIC CRANES 
for IMMEDIATE DELIVERY 


Mounted on a choice of 


THAMES o: COMMER 
CHASSIS 


ee 
Details from: 


CRIPPS 


NOTTINGHAM 
Telephone 71161 (10 lines) 


MANCHESTER 
Telephone Trafford Park 1658 








| 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 


uM P TRUCKS! 
Subject to remaining unsold, R. CRIPPS AND 
cO., LTD., offer two only Ex Demonstration 


DUMP TRUCKS: 

Scammell! Mountaineer: Heavy Duty 4 x 4 chassis, for 
operation in worst conditions. Fully reinforced 
8/10 cu. yd. scow-end body; twin ram tipping 
gear; two-man cab; twin rear tyre equipment 
Painted contractors’ yellow. In new order 
throughout; genuine 3,723 miles’ demonstration 
use only. Illustrated literature available. Ready 


for work. 

Leyland Super Comet: 14SCSR_ chassis, 9ft. 10in. 
wheelbase, with Telehoist 6/8 cu. yd. all-ste@ 
dumper body and tipping gear. 4,149 miles’ 
careful demonstration usage, mainly on highway. 
Contractors’ yellow. Forward control two-mae 
cab. Excellent condition. 

For full particulars or inspection, please apply: 
R. CRIPPS AND CO., LTD., 
Abbey Bridge, Lenton, Nottingham. Tel. 71161. 


9, O08, TO18 and 1TD14 BULLDOZERS anc 

Scrapers, Motor Graders, Excavators and new 
Tippers for HIRE or SUB-CONTRACT WORK. 
Particular attention given to finish and compaction. 
New and modern_machines in first-class condition. 
Good operators. Technical staff available to analyse. 
programme and price complex projects 


DICK HAMPTON, 





Broadview Farm, Biacknest, Alton, Hants. 
, ___ Telephone: Bentley 2241. ae 
ARROW TRENCH BUCKETS to fit aii 


machines. SALE or HIRE. The Norton Backacter 
Bucket designed by user digs harder material and 
empties more efficiently. Sizes ft. 6in./2ft. 4in. 
'MMEDIATE DELIVERY. Other sizes within 10 days. 
Contact NORTON PLANT HIRE, LTD., Ramsden, 
Billericay, Essex. Tel.: Ramsden Heath 365/6. 


OR SALE, Bray Crawler LOADING SHOVEL, 1958 
model, in very good condition. Can be seen 
working.—Apply F. P. MARTLAND, Brook House, 
Prey Heath Road, Mayford, near Woking, Surrey 
Tel.: Woking 4389. 
AIDEN PIPE SCREWING MACHINE, motorised 
400-V 3-phase S0O-cycles, up to 6in. pipes, 
1'2in. Whitworth bolts, cutting-off attachment, Sud 
Pump. This machine is as_new. £265.—NORMAN 
WALKER (MACHINERY), LTD., Anlaby, Hull. 


OR SALE, a good modern Lima 2400, 
with both equipments, and in very good order. 
PLANT SALES, LTD., 25 Castlereagh Street, London. 
W.1. Telephone: Paddington 2663/5. _ Ai 


ANTEO: CATERPILLAR TRACTORS. 

TRAXCAVATORS and EQUIPMENTS; not more 
than fve years old.— Phone Rothwell 3258, or write 
1AW BONE WORKS. Wood Lane, Rothwell, Yorks. 


SLOGGETTS PLANT HIRE 


COMPRESSORS OF ALL TYPES 





2 Burtons Road, Hampton Hill, Middx. 
Telephone: Teddington Lock 1138/9 





DREDGING PLANT FOR DISPOSAL 


Owing to completion of extensive dredging works, 
the following items of dredging plant are now surplus 


to requirements:— 

BUCKET DREDGER ‘' RECORDER," 91ft. long x 13ft. 
wide, all-steel hull, 4ft. normal working draft, 
steam-driven bucket chain with rated capacity 
of 130 cu. yd. per hour and a maximum digging 
depth of 20ft. The superstructure carrying the 
bucket chain is retractable, and can be lowered 
by power or hand for passing under bridges, 
minimum clearance required 8ft. The bucket chain 
and quartering winches are all controlled from 
a covered-in bridge amidships, and are operated 
by compound steam engines of adequate power. 
The horizontal marine type boiler is oil-fired 
and arranged to burn heavy 200 seconds oil. 
The spoil delivery can be arranged to discharge 
into barges from either side, but at present is 
arranged to discharge into a floating conveyor 
system direct onto a river bank. Also two floating 
steam grabs by Priestman, mounted on steel 
pontoons, both coal-fired. ; 

THREE LIGHT RIVER TUGS, each fitted with Ruston- 
Hornsby 4YCM Diesel engines 48-h.p. with fresh- 
water cooling, each fitted reversing clutch and 
3-1 reduction gearbox. Engine speed 1,500 r.p.m. 
Propeller shaft speed 500 r.p.m. 

The whole of the above is in excellent condition, and 

can be viewed by appointment. Further details supplied 

on request. 


Inquiries to: DEREK CROUCH (CONTRACTORS), LTD., 
The Lawns, Eye, near Peterborough, England. 
Telephone: Eye 341. 





Members of the 
Lorry Mounted 


Crane 








Association 





Country-wide Service 
All capacities to 25 tons 
Jib lengths to 120ft. 

Fly jibs to 30ft. 


Fleet entirely Lorry Mounted 


JOHN GRIFFIT 


% CRANE HIRE & TRANSPORT DIVISION. 


PHONE CEWRMS 3564 
















mee! 


| - MARYBONE - LIVERPOOL - 3 





1620 
ALES PLANT REGISTER, LTD 
OFFER FOR IMMEDIATE SALE 
CRANES: 
NEALS NM 2-ton MOBILE, 35ft. Jib, Ruston Engine, 


1951, pneumatics, £1,000. 
JONES KL22 2-ton MOBILE, 16ft. Jib, 
1954, £1,050. 

STAFFA 3 Diesel MOBILE MODERN, 
excellent condition, £2,000 
JONES KL44 CRAWLER, 1953, SOft. 

condition, £1,600. 

NEALS QM 4/6-ton MOBILE, 45ft. Jib, Ruston Engine, 
pneumatics, very good condition, £2,950. 
MORGAN S-ton 2-motor Electric DERRICK, 

100/120ft. Jib, very good condition, Bogies and 
Bowsill, £2,850. 
ALLEN T6K 5-ton LORRY-MOUNTED, 25/40ft. Jibs, 


on pneumatics, 
on pneumatics, 


Jib, very good 


petrol and Diesel. From £1,950 each. 

5-ton Electric SCOTCH DERRICK, 120ft. Jib, very 
good condition, £2,250. 

COLES/A.E.C. 6-ton LORRY-MOUNTED, 1958, Ford 


Diesel, 40ft. Jib, very good condition, £5,750. 

JONES 6-ton KL66 Diese! MOBILE, Cantilever Jib, 
pneumatics, 1958, good order, £3,750. 

BUTTERS 7-ton 2-motor Electric DERRICKS, 120ft. 
Jibs, Bogies and Bowsill, 1951, £4,650 each. 

RUSHWORTH 7-ton Hand DERRICK, 30ft. 
unused, £450. 

COLES 10-ton L1210 LORRY-MOUNTED, 4Oft. Jib, 
P4 Perkins, pneumatics, overhauled recently, 
£6,500. 

ANDERSON 10-ton 2-motor Electric DERRICK, 120ft. 
Jib, Bogies and Bowsill, 1959, £7,750. 

COLES 12'2-ton MOBILE, G6Oft. Jib, on pneumatics, 
November, 1958. Price on application. 

HENDERSON 15-ton Electric DERRICK, 110ft. 
1951, very good condition, £6,000. 

MORGAN 15-ton Steam DERRICK, 120ft. Jib, 
1958, on Bogies. Price on application. 

COLES 20-ton FULLY MOBILE, 40ft. Jib, new 1956, 
on pneumatics, very good order, £10,000. 
COLES 40-ton LORRY-MOUNTED, new 1954, in very 

good condition. Price on application. 

PINGON P20 and P40 Climbing and P60 Travelling 
TOWER CRANES, new 1958. Prices on applica- 
tion. 

Further details: 14 Lower Grosvenor Place, London, 

S.W.1. ViCtoria 7531, 3501, 8080, 9886 (15 lines). 


OR SALE. — Jubilee TRACK, Side/end-tipping 
WAGONS, FLAT BOGIES, JIMCROWS, CROW- 
BARS, ROADFORMS, 3ain. M.S. BARS, Octagonal 
JUMPER DRILLS 4ft. Gin. x 1'2in. A/F, Cruciform 
SOLID STONE DRILLS Sft., S-ton JACKS, TUBE/BAR 
BENDERS, CHAIN BLOCKS, SHOT - FIRING 
MACHINES, Scissor-type LIFTING GRIPS, STEEL 
SHAFTS 7'!2ft. x t1tgin., Galvanised JOINTING 
PLATES grooved three oval holes, with bolts, 2,000 
H.S.S. Flat RAIL DRILLING BITS, 200 CATERPILLAR 
ADJUST. JACKS, 40 pairs STEEL WHEELS/AXLES 
36in. gauge—JAMES H. WILLIAMS, 4 _ Dock 
Chambers, Cardiff. ‘Phone 31752. 


OR SALE, 40ft. centres x 12in. wide TROUGH 
BELT CONVEYOR, with 3-phase motor; on steel 


Jib, 


Jib, 


new 


angle framework. Several available. £150 each. 
ALAN R. DAVIES, LTD., 20 Whiteladies Road, 
Bristol, 8. Tel. 38418. 





SALE or 
HIRE 


ROAD FORMS ALL TYPES 
PROPS Numbers 1,2,3,4 
Trench Struts Nos.1,2,3 
Column Clamps 
Trench Sheeting 






RAPID METAL 
DEVELOPMENTS LTD. 


Birmingham — Birchfields 6021 Swansea 50464 
London — Tideway 2625 Exeter 63595 
Glasgow — Bridgeton 4214 Fareham 2017 
Stockton-on-Tees 64150 Belfast 24591 
Liverpool — Simonswood 2482 Dublin $4456 
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ONTRACTORS' PLANT FOR HIRE. 
HIRE PURCHASE OR SALE: 


Selection from our comprehensive fleet of Modern Plant 


for immediate delivery: 
CRANES (standard gauge): 
18-ton Brownhoist, Shunter, SOft. Jib. 
10-ton Coles, Shunter, 40ft. Jib. 
10-ton Grafton, Diesel, 34ft. Jib. 
8-ton Wilson, Steam, 35ft. Jib. 
5-ton Grafton, new Diesel conversion, 35ft. Jib. 
S-ton Smith, SOft. Jib (two). 
CRANES (MOBILE ROAD): 
Lorain 10-ton Lorry-mounted, extendible Jib, 
30/70ft. 
Ruston 10-ton, track-mounted, 40ft. Jib. 
Ransomes 8'2-ton, Diesel, 21ft. Jib, 1942. 
Coles 5-ton, Mark 7, on Thornycroft Diesel 
Chassis. 
Coles 4-ton, Diesel/Electric, new engine. 
Jones 3-ton, Super 40. Three available. 
Jones 2-ton, Super 20 and 22. 
DERRICKS: 
7-ton Henderson, 110ft. Jib, 400/3/50, 1952. 
7-ton Anderson-Grice, 100ft. Jib, 400/3/50. 
3-ton Wilson, 7Oft. Jib, Electric. 
5-ton Butters, 8O0ft. Jib, electric, new 1949. 
3-ton Smith, 47ft. Gin. Jib, single motor. 
EXCAVATORS: 
Two each, 19RB and 10RB. 
Priestman Tigers, Ssyd., new 1958. 
Priestman Wolf, 3syd., new _ 1957. 
Weatherill, 34yd., Loading Shovel. 
j.C.B. Hydra-Digga Loadall, ‘syd. 
LOCOS.: 
Stephenson Diese! Locos., 150-h.p. (two). 
Barclay 80-h.p.; Ruston 88-h.p., Diesel. 
Bagnall Steam, 14in. x 22in., oil-fired. 
Peckett Steam 7in. x 12in. 
BULLDOZERS: 
Two D4, fully reconditioned, with Angledozers. 
PORTABLE BOILERS: 
Mobile _Oil-fired Economic, on pneumatics 


(1,5C00lb. evaporation); also Static Coal-fired 
Cochran Cross Tube and Crane Boilers. 


AIR COMPRESSORS (on pneumatics): 
210 c.f.m., 100 p.s.i., Diesel. 
Four 105 c.f.m., 100 p.s.i., Diesel Broomwade. 
ROLLERS: 
12-ton Aveling, Diesel. 
912-ton Marshall, Diesel. 
21'2-ton Aveling, Diesels (three). 
DUMPERS: 
Foden 8 and 12 cu. yd., nearly new. 
Three Muir-Hill 14B, Diesel, 4'2yd. 
Two Muir-Hill 10B, 2'2yd. 


CONCRETE MIXERS: 


Millars 14/10, Diesel-driven. 

Winget Roller Pan Mixer, Diesel, 4ft. 6in. pan. 
Contractors’ Pumps, Roadforms, Flexible Hoses (4in. 
to 10in.), Steel and Cast-iron Pipes up to 20in., 
Electric Motors, Diesel Engines, Portable Crushing 
Plant, Light Railway Equipment and Locomotives, 
Scaffolding, Fittings, etc. 


FRED. WATKINS (ENGINEERING), LTD., 


Coleford, Glos. Telephone 2271/2. 


OR SALE, 38RB, with Shovel Equipment. 
Write Box P.3273, ‘‘ The Contract Journal.” 





ABELSON 


offer for SALE the following Used Plant and Equipment. 


Industrial Track-Marshall TRACTOR, with Marshall 
Hydraulic Angledozer, and Onions C.C.U. Two 
available. 

Le Tourneau Model H3 3-tine ROOTERS for Tractors 


of 75 D.B.H.P. Two available. 


Le Tourneau Model S LIGHT ROOTER for Tractors of 


30 D.B.H.P. or more. 
33RB EXCAVATOR, 6,000 Series, with Dragline 
Equipment, 


33RB SKIMMER EQUIPMENT 

Barber-Greene 44C DITCHER. 

Keisler '2 cu. yd. Heavy-duty DIGGING GRABS 
available. 

Quantity of EXCAVATING and RE-HANDLING GRABS 
for Single Chain and Double Rope operation 


Tw 


Barford-Perkins 12-ton Diesel ROAD ROLLER, with 
Gardner 4-cylinder Diesel Engine. 

30cwt. Butters Hand DERRICKS, with 40ft. Jibs. Two 
available. 

Cranemobile, 4-ton MOBILE CRANE, similar to 
Hyster. 

Drott B6K3 SKID SHOVEL. New 1957 


Brayloader BL430, 4-wheel-drive LOADING SHOVEL 


New 1959. 1t2yd. Bucket 

).C.B. HYDRA-DIGGA/LOADALL_ 65 Excellent 
condition. New June, 1958. 

Neals Type N 2-ton MOBILE CRANE, with 20ft. Jib 


on pneumatic tyres. 
Jones KL44 MOBILE CRANE on pneumatics, with 40ft. 


Jib. 
me” 4 MOBILE CRANE on Crawler, with 
t. Jib. 

Jones KL22 MOBILE CRANE, on pneumatics, with 
16ft. Cantilever Jib. 

Neals QM 4/6-ton MOBILE CRANE on pneumatic 
tyres, with 20ft. Hammer Head and 45ft. Box 
Lattice Jibs. 

Merton Mk 4 OVERLOADER, '2 cu. yd. capacity, with 
Ford Diesel Engine. 

Miag 6,000lb. capacity FORKLIFT TRUCK on 
pneumatic tyres, with 10ft. lift 

Fowler 150-h.p. Diesel LOCOMOTIVE for 4ft. 8'2in. 
gauge. New 1948. Completely reconditioned 

Ruston and Hornsby 48DS Diesel SHUNTING LOCO- 
MOTIVE, 4ft. 8'2in. gauge. 


McKiernan-Terry PILING HAMMER, No. 3. 
Full details from 


ABELSON AND CO. (ENGINEERS), 
Coventry Road, Sheldon, Birmingham, 


Tel.: SHEldon 2424. 


LTD., 
26. 
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OBLE PLANT AND ENGINEERING CO 

143 Hersham Road, Walton-on-Thames, Surrey 

Telephone: Walton-on-Thames 23693/7. : 
PLANT FOR SALE OR HIRE: 

Manitowac Model 3000 Caterpillar, D13000 Engine, 


Dragline. 

38RB, Dragline or Shovel. 

22RBs, any equipment. 

19RBs, any equipment. 

1ORBs, any equipment. 

Priestman Wolf IIIB, No. 6468, Dragline, Skimmer or 
Backacter. 

NCK, Dragline or Shovel, A.E.C. Diesel, 1955, 

Hudsons SIDE-SKIPS, 24in. gauge. 

LOW-LOAD TRAILER. Designed for carrying Bristol 
Tractor. 

Parker Mobile CONVEYOR. 

Johnson 30cwt. DUMPER, 1954, excellent order. 

Muir-Hill 10BD 3yd. DUMPER, Ford Diesel, 1955 
reconditioned. ; 

Two Priestman 27/25 Ring Discharge GRABS. 

Stothert and Pitt 10/7, 14/10 and 21/14 Diesel 


CONCRETE MIXERS. 
PORTASILO, Mode! P.20. 
Broomwade SVD1 COMPRESSOR, Lister Diesel, 1953 
Broomwade SVD2 COMPRESSOR, Ruston Diesel, 1953. 


Two Liner 26in. SAWBENCHES, Petrol or Electric 
Caterpillar D4, D7 and D9 TRACTORS. P 
Caterpillar Track LOADERS, Model HT4, 933, 955, 


Allis-Chalmers HDSG and HD6G TRA 

SCRAPERS, 4yd.-20yd. ne 

Five Johnson RAMMERS 

WOBBLY WHEEL ROLLERS. 

MORTAR PAN MIXER, 4ft. Gin., Ruston Diesel, 1954 
NOBLE PLANT AND ENGINEERING CO. ; 
143 Hersham Road, Walton-on-Thames, Surrey. 

Telephone: Walton-on-Thames 23693/7. 


OR SALE, Six Johnson Diesel DUMPERS, 1 cu. yd. 


and 1'2 cu. yd., Petter Diesel Engines. All 
machines in good condition 
DUDLEY VALE, LTD., 
3 Buckingham Place, London, S.W.1. ViCtoria 0252. 
VAILABLe FOR HIRE: EXCAVATORS, BULL- 
DOZERS, OUMPERS, MIXERS, Coles CRANES 
etc. All classes of LORRIES, including Low-loaders. 


AMEY'S AGGREGATES, LTD., 
Lower Wootton, Boars Hill, Oxford. Oxford 35421. 


OR SALE, Three 14 cu. ft. Road Machines TWIN 

WEIGHBATCHERS, on pneumatics, new 1954/56 
used very little, £110 each.—J. M. HILL AND SONS. 
LTD., Heather Park Drive, Wembley, Middlesex. Tel.: 
Wembley 7781 : 


OR SALE. New and used 6Bristo!l Diesel 
CRAWLER TRACTORS, with Angledozers, Loading 
Shovels and Trench Diggers.—Demonstrations without 
obligation from the Main Dealers, H. A. SAUNDERS 
LTD., 14-20 The Butts, Worcester. Telephone 26651. 


ANTED, One Single-deck VIBRATOR, approx. 
6ft. x 4ft.—Apply C. A. E. C. HOWARD, LTD., 
Newark Road Garage, Ltd., Bracebridge, Lincoin. 


SMALL VIBRATORY SCREEN REQUIRED to PUR- 
CHASE. Must be in good condition. —WARWICK- 
SHIRE QUARRIES, LTD., Bedworth Road, Nuneaton. 
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FOR HIRE 

SIDEBOOM TRACTORS 
TRACTORS: 

HD7, HD10, HD14, Dozer or Scrapers. 

D4, D6, DB, Dozer or Scrapers. 
TRACTO-SHOVELS: 

HDSG, with 1'4 cu. yd. Bucket. 

HD9G, with 2'2 cu. yd. Bucket. 
EXCAVATORS: 

1ORB, 19RB,. all equipments. 

J.C.B. Hydra-Digga, all equipments. 
DUMPERS: 

Aveling, 4'2 cu. yd. 

Rob Roy, 1Scwt. 
ROLLERS: 

S-ton and 8-ton, Diesel. 
CRANES: 

S-ton and 10-ton, lorry- . 

30-60ft. Jibs. iain 

PUMPS: 

Sin. L. and F. Diaphragm. 

3in. Centrifugal. 

MIXERS: 

5/3'2, 7/S, 10/7, 14/10. 


TIPPING LCRRIES: 
Austin 6 x 4. 


All Inquirles to: 


G. CARTER & SONS, LTD. 


YOKESFORD HILL, ROMSEY, HANTS. 
Telephone: Braishfield 395/6/7. 
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MOBILE & PORTABLE AIR COMPRESSORS 
PNEUMATIC TOOLS 
DERRICKS OUMPERS ETC. 


SATE a ety Ee hg) 


Stewarts Read, Battersea, S.W.8 - Te : Macaulay 723] (3 lines) 
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PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 





essere BROS. (WORTLEY), LTD. 
EXCAVATORS: 
Smith 2/10 43gyd., 16000 Series, F/S, Skimmer, 
Backacter; Fowler Diesel. Oxford. £650. 


Smith 2/10 3gyd., Backacter/Skimmer, Fowler Diesel, 
£430. 

Smith 2/10 3gyd., Dragline, Perkins (electric start), 
£430. 

Ransomes and Rapier %4yd., Perkins P6 Engine, 40ft. 
Jib with 34yd. Grab, very clean, £900. 

Coles Super 40 Crawler Crane, very clean and good, 
£700. 


Ransomes and Rapier 
Dragiine, £480. 

One Fiat SSL Angledozer, donkey start, lever control, 
£450. 

Ruston 14RB, old machine but sound, new cab, air 
start, Luffing Shovel and Dragline, £500. 

One Ruston LOCO., Diesel, 24in. gauge, excellent, 
with running spares, £200. 


3gyd., Perkins (electric start), 


Aveling-Barford 10-ton ROLLER, Sprinklers and 
Canopy, £650. : 
Fowler Crawler TRACTOR, 3-cyl. Diesel (electric 


start), good tracks, £130. 

Caterpillar D6, old machine, Angledozer and Logging 
Winch, £275. 

David Brown TRACTOR, for 
good tracks, £130. 

Link Belt Speeder CRANE, 5-ton, Petrol, £800. 

EQUIPMENT AND SPARES: 

Smith Super 10 FAIRLEAD, new, £45. 

Smith 8 Universal JIB and FACE SHOVEL, £70. 

Smith 2/10 Universal JIBS, £45. 

Smith Backacter BUCKET, £45. 

Smith Skimmer BUCKET, £40. 

Ruston 17RB ENGINE, needs overhaul, complete with 
electric start, £90. 

NCH een neren. FACE SHOVEL or 
£140. . 

NCH Dragline JIB, 40ft., £80. 

Westwood GRABS, '2yd. and 4yd., £110. 

All used 2/10 or NCH SPARES. 


QUARRY PLANT: 
30in. x 18in. Parker Monarch CRUSHER, overhauled, 
£900. 
16in. x Qin. Parker CRUSHER, with International 
Power Pack, Diesel. Buyer to dismantie, or we 
can arrange. £350. 

Three QUARRY SKIPS, circular, '2yd., £20 each. 
One 40-h.p. Fowler DIESEL ENGINE, 1,000 r.p.m., 
electric start, 50-h.p. at 1,100 r.p.m., £100. 
Atlas COMPRESSOR, excellent except broken crank 
on Dorman 4DWD Engine, £95. 

Alley COMPRESSOR, two pneumatic wheels, 
Lister Diesel, 1954, good, £225. 
C.P.T. COMPRESSOR, Petrol, 160 c.f.m., £80. 
Holman COMPRESSOR, lorry-mounted, Lister Diesel, 
with Hoses and Drill, £220. 
Low-Load Articulated TRAILER, 
8/10-ton, as standing, £125 


Spares, 6-cyl. Ergine, 


SKIMMER, 


3-tool, 


10ft. Gin. in well, 


Low-Load MACHINERY CARRIER, converted from 

coach, Diesel, excellent, £250. 
MISCELLANEOUS: 

One Ransomes and Rapier Gin. PUMP, 40ft. Hose, 
Petrol, £70. 

Several 2in. and 3in. DITTO, Petrol, £20 each. 

Johnsons 3in. PUMP, Petrol, with Hoses, £27. 

3-ton TRAILER, electric brakes, suitable for Jeep, 
£60. 


One LIFTING MAGNET, 24-V, works from generator 
or vehicle batteries, new, £150. 

GENERATOR, 110-V, Petter air-cooled, for site 
works, £130. 


Glen Works, Deepcar, near Sheffield. 
Telephone: Stocksbridge 3276. 
Deepcar is six miles west of Sheffeld, on A.616 
(Woodhead Road). 


| Bay 1201 Heavy-duty CRANE, fully rigged with 
genuine American 100ft. Boom and jury to 
British maximum rated capacity, fully insured 
Available for HIRE with skilled operator 

PLANT SALES, LTD. 
25 Castlereagh St., London, W.1. PADdington 2663/5. 


OR SALE, One second-hand Parker !MPACT 

BREAKER, completely overhauled, new liner 
plates, breaker bars, etc., £325, free on to lorry Hull. 
LINCOLN AND HULL WATER TRANSPORT CO., 
LTD., 41 Wincolmlee, Hull. 


OR SALE, SKIMMER TRENCHER and DRAGLINE 
EQUIPMENTS for Rapier 423 Excavator 








WILLIAM G SEARCH, LTD., Whitehall Road, 
Leeds, 12 Tel. 639081 (10 lines) 

One good second-hand 3-ton capacity Taylor Jumbo 
MOBILE CRANE, new 1951, Perkins P4 Engine, 


new gearbox and driving axle last year, three lifting 
positions, equipped for use with Grab, which is also 
available if required. 


Further particulars from 


THCS. W. WARD, LTD., 
Albion Works, Sheffield. 
Telephone 26311——-Ext. 287. 


PUMPING | SLUDGE ? 


you need a 


WEL a 


Py 


(OTT ahaa 
LFFOS ¢ 


eek 





LANT BARGAINS — EX STOCK. 


1957 Rapier 7-ton Fast CRANE, Eaton 2-speed 
axle, pneumatics all round, Electric-start Diesel, 


£3,250. 

1951_Neals NM CRANE, pneumatics, electric start 
Diesel Engine, £1,250. 

Rapier 8'2-ton Super Diesel/Electric CRANE, SOft. 
Jib, £3,750. 

1957 _ Bray BL25, 1'4yd. Tracked Shovel, Fordson 
Diesel, rebuilding, £1,575. 


1957 BTD6 Drott, with B6K3 Skid-Shovel, driver's 
cab fitted, £1,750. 


1958 Chaseside 700 LOADMASTER, Cab, lights, 
power steering, £1,150. 
1957 Bray BL430, Diesel/hydraulic 4-wheel drive, 


Loading Shovel rebuilt, £1,450. 

1954 Weatherill 2H, Diesel/hydraulic, *%syd. Shovel, 
Cab, £475. 

1956 Muir-Hill 2HL SHOVEL, 1 cu. yd., 
Diesel, £675. 

1958 Ferguson 35 Diesel De Luxe TRACTOR, Cab, 
live hydraulics and Rear-mounted Blade, £350. 

Twose 312/4-ton ROLLER ATTACHMENT for 
Ferguson 35, as new, £150. 

1958 DINKUM MAJOR and Power Shovel, Cab, power 
steering, £1,750. 
1954 DINKUM DIGGER, on Fordson Petrol Tractor, 
with Skyhi Front Hydraulic Shovel, £450. 
1957 DINKUM DIGGER, on Fordson Diese! Tractor, 
with Cab, £650. 

David Brown DB30 BULLDOZER, with Cab, very 
good, rear hydraulics for Scraper, £575. 

1949 Blaw Knox 4yd. SCRAPER, Model BK40, on 
1050 x 13 tyres, £250. 

Rene Petrol/Electric CRANE, on solid rubbers, 

30cwt. Lorry-mounted High-lift CRANE, on Bedford 
chassis, £400. 


Fordson 


Morris 2'2-ton Petrol/Electric CRANE, first-class, 
£750. 

S-ton Aveling-Barford ROLLER, Ruston Diesel, 2-cyl., 
£525. 


6-ton Aveling ROLLER, single-cyl. Diesel Engine, old 
but very sound, £550. 


6'2/7-ton Greens w Petrol /Paraffin ROLLER, 
Canopy, Sprinklers, £650. 
Wallis and Steevens 2'2-ton Diesel ROLLER, 


Sprinklers, £450. 
Aveling-Barford 3-ton Footpath ROLLER, 1949, £450. 
Rapicr 410 EXCAVATORS, Diesel, Skimmer, Trencher 

and Face Shovel. From £950. 

Maca: © nl S-ton ROLLER, ex Ministry, Petrol, 
Smith 2/10 EXCAVATOR, Face Shovel, Diesel, £400. 
Rapier 410 EXCAVATOR, Skimmer, Trencher and 

Shovel, Petrol/Paraffin, 1939, £350. 
7/8-ton Low-loading TRAILER, vacuum brakes, suit- 

able Drotts, £375. 
1,200-galion TANK, ex vehicle, £45. 

Pegson 4in. CONTRACTORS’ PUMPS, 36,000 g.p.h., 
oe, Ministry and unused, Morris Engine, 

gift, ° 


10/7 Stothert and Pitt Diesel Closed Drum MIXERS, 


2-wheel pneumatic Trailer, £185. 

Double Bucket SWING WEIGHBATCHERS, 2 off. 
£145 each. 

S/3'2 Benford Petrol MIXER, four steel wheels, £50. 

S/3'2 Stothert and Pitt Petro! MIXER, trade in. 
As seen, £25. 

22'2cwt. Benford Mk. 7 Diesel DUMPER, Lister 
Engine, £285. 

12 cu. yd. Road Machines Two-compartment Steel 


BINS, on four wheels, £175. 


Sew. Eontare Mk. 3 Diesel DUMPER, very good, 
14/10 Stothert and Pitt High Discharge MIXER, 
Petrol Engine, £125. 


14/10 Rex Closed Drum MIXER, Diesel, £300. 
4-kW_ Lister 230/1/50 ALTERNATOR SET, Petrol 
Engine, Isenthall AVR, £95. 


3-kVA Diesel Lister 230/1/50 ALTERNATOR SET, 
complete, £125. 


Hire Purchase. Spares. Service. 
WILLIAM R. SELWOOD, LTD., 
Chandler's Ford, Hants. ‘Phone 2981. 


LOGGETTS PLANT HIRE.—large quantity of 
ROADFORMS, most sizes, now available for HIRE. 
Contact us for HIRE of all types of CONTRACTORS’ 
PLANT. — 2 Burtons Road, Hampton Hill, Middx. 
Tel.: Teddington Lock 1138/9. 


ANTED.— North West or P. and M. 3ayd. 
EXCAVATOR. To have Forward Shovel and 
Dragline.—Write Box P.3163, ‘‘The Contract Journal.” 








NEALE-WRIGHT 


& COMPANY LTD. 


OFFER THE FOLLOWING: 


1955 Bristol 2S Perkins Diesel 
DOZER, overhauled ready for work 


Hydraulic 
£475 


1957 Winget 10HTH MIXER, completely over- 


hauled, new hydraulic control box, recondi- 
tioned Petter Diesel Engine. Replacement 
Weighbatch Unit £550 


Ant Queen Diesel HOIST, 20ft. lift. Overhauled 
and ready for work £225 


12 off 3-wheeled Thwaites Hydraulic DUMPERS. 
In running order, each £50 
All plant listed subect. to 


being unsold, 


and can be inspected at 
COVENTRY ROAD, CUBBINGTON 
LEAMINGTON SPA 


Leamington Spa 924 and 925 
London—Gladstone 8574 


Telephone: 
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RAYSTONS OFFER FOR SALE. 
OP.229.—10RB EXCAVATOR, 15300 Series, 
Dragline or Skimmer/Backacter Equipment, 


£1,375. 


E.1135.—10RB EXCAVATOR, 


19200 Series, F/S 
Equipment, £2,000. 


E.1234.—19RB EXCAVATOR, 17000 Series, F/S or 
Dragline Equipment, £3,275. 

E.1196.—19RB EXCAVATOR, 9300 Series, Dragline 
Equipment, £1,400. 

E.1077.—24RB EXCAVATOR, 11200 Series, Drag- 
line Equipment, £2,250. 

E.1220.—37RB EXCAVATOR, 8700 Series, F/S or 
Dragline Equipment, £3,750. 

E.1192.—38RB EXCAVATOR, 12500 Series, Dragline 
and F/S Equipment, £8,500. 

E.1140.—S4RB EXCAVATOR, 21800 Series, F/S 
Equipment, £12,750. 

E.1237.—Ransomes-Rapier 440 EXCAVATOR, 1 cu. 


yd., Dragline Equipment, 1954 machine, £2,300. 
TS.25.—Caterpillar 955 TRACTOR SHOVEL, 12A 
Series, new 1956, £3,850. 
TS.23.—Caterpillar HT4 TRACTOR SHOVEL, 1's cu. 


yd., £2,200. 
SHOVEL, 1957, 


TS.17.—BTD6 Drott 
£2,000. 

T.1069.—D7 Caterpillar TRACTOR 4T, 2000 Series, 
Cabledozer, very good condition, £2,350. 

TE.478.—-Birtley and _ Caterpillar Model 80 
SCRAPERS, good condition. From £2,300 each. 

TE.476.—20 cu. yd. Onions SCRAPERS, 1950/53 
models, good condition, £2,750. 

C.955.—Jones KL66 MOBILE CRANE, Perkins P4 
Diesel, new 1958, £4,300. 

C.948.—Coles Model $1710 15-ton MOBILE CRANE, 
new..1958, “excellent condition, £7,450. 

C.901.—Coles~ Ajax Diesel/Electric MOBILE CRANE, 
3-ton capacity, with 35ft. 9in. Jib, or would lift 
7 tons with 19ft. 3in. Jib, £2,500. 

C.916.—Michigan T6K Lorry-mounted CRANE, 5-ton 
capacity, complete with Excavator Equipments, 
powered by Dorman Diesel Engine, £2,750. 

OP.219.—10-ton Morgan 2-motor Electric DERRICK, 
Double Drum, 120ft. Jib, with Bogies, excellent 
condition, £4,250. 

C.891.—Buildmaster TOWER CRANE, Model BDK15S0, 
oo — 2'2-ton capacity, excellent order, 
1,1 le 

R.174.—8/10-ton Aveling-Barford Tandem ROLLER, 
new 1956, very good condition, £1,500. 

R.175.—25-ton Vickers-Onions Compaction ROLLER, 
late 1959, £1,950. 

ROLLER, new 


R.176.—S50-ton Albaret 
16/60 TRENCHER, new 


4-in-1, new 


Compaction 
1958, £2,850. 
TRE.223.—Allen-Parsons 


1954, Gardner Diesel Engine, 60in. Buckets, 
overhauled, £1,550. 
D.125.—Two Euclid Model 27FD Rear Dump 


TRUCKS, with Cummins Engines, £1,725 each. 
D.141.—Two_ Aveling-Barford 4'2yd. DUMPERS, 
powered by Dorman Diesel Engines, £575 each. 
0.147.—Muir-Hill 10B 3yd. DUMPER, Ford 4D 
Diesel Engine, completely rebuilt, £525. 
D.153.—Several Scammell 10-ton 8 cu. yd. 4 x 4 
— TRUCKS, new 1956/57. From £2,700 
each. 
A.619.—Broomwade 167 c.f.m. Lister Lorry-mounted 
COMPRESSOR, Bedford chassis, £325. 
sates: ‘emmeanes and BUCKET for 802 Lima, 
EQ.524.—DRAGLINE JIB, 7Oft., for 802 Lima, £475. 
Number of Tower and Derrick Cranes available from 
30cwt. to 15-ton capacity—various models and makes 
to cover a comprehensive range. 
GRAYSTON PLANT AND ENGINEERING CO., LTD., 
32 Stewarts Road, London, S.W.8. 


Tel.; Macaulay 6688 10 lines). 


F you are finishing a contract and have a large 

PARCEL OF EQUIPMENT for SALE, we are 
interested up to £100,000. — Write Box P.3268, 
‘*The Contract Journal.’’ 


ANTED, 30ft. CRANE JIB in two sections, and 
extensions if available; suitable for Lorain or 





Wayne Mobile Crane.—CAUDLE, LTD., Coventry 
Road, Birmingham. Tel.: Sheldon 5171. 
ANTED, 38RB EXCAVATOR, good modern 
machine, with any equipment. 


Write Box P.3165, ‘* The Contract Journal.” 


OR SALE, Priestman Cub, Mk. V, fitted F.R.3 
Lister Diesel, 1958, 13in. wide tracks, with 
Drag Shovel.—SANGWIN, LTD., Dansom Lane, Hull. 
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ILSON PLANT HIRE offer the following: 
Murex WELDING SET, Type GBOO2, Serial 
No. 22675, 9-kW 30-V 300-Amp., with Perkins 
P4 engine, mounted two pneumatics, with 
towbar. 


Murex WELDING SET, Type GCOO2, Serial No. 34112, 
9-kW 30-V 300/400-Amp., with Perkins P4 
with towbar. 


engine, mounted two pneumatics, 

Broadbent 14in. x 54in. S.S. Centre LATHE, motor- 
ised, 3'gin. hollow mandrii, 12 spindle speeds, 
6.7-230, c/w 24in. face plate and 12in. 4-jaw 
chuck. 

One Dorman 4DS CYLINDER HEAD. 

One 4in. Auto Diesel CENTRIFUGAL PUMP. 

Several Parker 5/3'2 CONCRETE MIXERS. 

SKIMMER BUCKET for Tiger Mk. V_ Excavator. 


WILSON PLANT HIRE, LTD., 
Road, Northampton. Telephone 4653/4. 


Wy S= ss >. WANTED, WANTED. 
Heavy EARTHMOVING MACHINES and EQUIP- 
MENT of all types. Modern machines preferred, others 
considered. Immediate inspection; spot cash settlement 
Write, giving full detalis and location, to A.R.C 
MOTOR CO., LTD., Redhill Works, Arnold, Nottingham 
Telephone: Nottingham 263331/5. 


: eae SALE, TD9, with almost new Angledozer, Carco 


Winch, engine overhauled August, 1960; in —— 
u 


Weedon 


all-round condition; with electric starting. — 
details on request: ERNEST DOE AND SONS, LTD., 
industrial Division, Ulting, Maldon, Essex. ‘Phone 
Hatfield Peverel 311; (night) 319. 


[COR SALE, 1960 DINKUM DIGGER MAJOR and 
Power Shovel, with Twin Crowd ae power 
teering, little used and_in_ first-class order rough- 
out, £1,750. — PLANT REPAIRS (BRISTOL), Fox 
Road, Bristol, 2. Tel.: Bristo! 5-6009 (2 lines) 
AILS, RAILWAY LINE ATTACHMENTS, RAILWAY 
SLEEPERS of all grades and CROSSING TIMBERS 
from 8ft. Gin. to 20ft. long for SALE. Deliveries ex 
stock. State use required for.—F. HIRD AND SONS, 
Armthorpe, Doncaster. Telephone: _Armthorpe 339. 
On eutt™ A 1201 FORWARD’ SHOVEL 
EQUIPMENT, the bucket of which has never beer 
used. is available for SALE. 
PLANT SALES LTD., 

25 Castlereagh Street, London, w.1 PAD 2663/5 
AX JANTED. DRAGLINE EQUIPMENT for 33RB. 
Write Box P.3269, ‘*‘ The Contract Journal. 

EEE 


LT 


BIG CRANE EXCAVATORS 


Several for Sale 


A.R.C. MOTOR Co. Ltd. 


REDHILL WORKS, ARNOLD, NOTTINGHAM 
Telephone: 26-3331/5 


GAZEWAY 


PLANT FOR SALE 


19RB, S000 Series, 3VQNB start, fittea 40ft. Dragline 
Equipment (present at work), £850. é 
304 Koehring syd., Gardner 6LW, fitted 45ft. Dragline 


.450. . 
Equipment, £2.45 fitted Skimmer, 








10RB, 12000 Series, electric start, 
Backacter Equipment. Good order, £900. 

10RB, 18000 Series, fitted Forward Shovel, 3VRH 
electric start, £1,750. : 

10RB, 19000 Series, fitted Skimmer, Backacter. 
Exceptional condition. Guaranteed, £2,000. 

Priestman Wolf JIB, 3-cylinder Oorman, fitted 
Skimmer, Backacter. Recent overhaul, £1,500. 


}.C.B. (june, 1962). Sree extra buckets, Square Hole 
Equipment, £1, . 

Allis-Chalmers HDSG TRACTOR SHOVEL. Reconditioned 
throughout, GM. Diesel, £1,650. 

Allis-Chalmers HOSG TRACTOR SHOVEL, 1's Bucket. 
Overhauled, £1,350. 

Allis-Chaimers HDSG TRACTOR SHOVEL, 1's Bucket. 


Repuilt, £1,600. 
rubbers. 


4,800 Clark FORKLIFT, Petrol Engine, solid 
Overhauled, £650. 

Aveling-Barford T.R.V. TANDEM ROLLER, Fordson 
Diesel, 1954; 6/8 - ton WATER TANK 
SPRAYERS, £900. 

Aveling-Barford 3-ton, 3-roll OIESEL ROLLER, 
Canopy, water tank, etc. Year 1950, £375. 

Challenger tii TRACTOR, Bray Hydraulic Angiedozer, 


£850. 
Cotorpmer, 07 7M TRACTOR, fitted Cable Dozer, 


Ruston SKIMMER BUCKETS. Good order, £45 each. 

10RB RUSTON SPARES, 30 per cent. off list price. 

NCK Dragline JIB, 40ft., £130. 

NCK Sft. INTERMEDIATE SECTIONS, £7 10s. 

NCK 10ft. INTERMEDIATE SECTIONS, £15. 

10B Muir-Hili 3yd. DUMPER, 14 Perkins Engine, new 
tyres. Recent overhaul, £350. 


Shell LUB. OIL, S.A.E. 90, in 4'2 Jerricans, 17s. per 
14/10 Ransomes MIXER, Petter Diesel. Good order, 
14/16 Stothert and Pitt, Petters Diesel. Good order, 
Rex “48/12 Diesel (Ruston) CONCRETE MIXER, 


Weighgear and Mould Shovel, £400. 

Two-tool, Lorry-mounted C.P.T. COMPRESSOR, on 
Thames Diesel Chassis, £375. 

™D18 TRACTOR, completely rebuilt throughout, 
Bucyrus Hydraulic Angledozer, £1,650. 


GAZEWAY PLANT HIRE LTD. 
Windmill Lane, Thames Ditton, Surrey. 
Telephone: 

EMBerbrook 2800/! and 3588 (3 lines) 


MOORE S DUMPER 


+ to 3 cu. yd capacity. 


or SALE. 

TOWER CRANE, J. Weitz Model 
with Rails and Skips, £600. 
2-ton Electric WINCH, with motor, £50. 

Self-dumping GRAB, Westwood 23/24, £125. 
SAW6ENCH, 16in., Electric, Universal type, £115 
Stothert and Pitt 10/7 CD MIXER, Petrol, £75. 
AIR COMPRESSORS, SHSO to 600 c.f.m., Petrol 
Diesel and Electric. Price on application. 
Priestman 33/27 HEAVY GRAB, 2-rope, £100. 
New MOBILE SITE OFFICES, fitted, from £350. 
CRANE SKIPS, 2 cu. ft. to 2 cu. yd. capacity. 
CONCRETE PLACING SKIPS, '2 to 2 cu. yd. capacity. 


12, complete 


Maco PIPELAYING WINCHES, '2-ton to 2-ton 
capacity. 
ROAD FORMS, 6in. to 10in. section. 
M.E. ENGINEERING, LTD., 
457 Finchley Road, London, N.W.3. Telegrams: 
Mengilim, London. ‘Phone: HAMpstead 7481-2-3. 
OR SALE. hake 
D7 3T Birtley Hydraulic ANGLEDOZER, 
Caterpillar 25 C.C.U., £3,250. 


D7 3T CABLEDOZER, Le Tourneau P.C.U., £2,150. 
D8 2U CABLEDOZER, Caterpillar 25 C.C.U., £2,100. 
D8s and O7s stripped for SPARES. 
l2yd. L.P. and Syd. L.S. SCRAPERS. 
Priestman Wolf DRAGLINE/CRANE, £385 
Caterpillar SPARES. Cheap to clear. 
Diesel WELDING SET, dual operator, £210. 
2S-ton LOW-LOADER and Scammel Unit, £1,200. 
SULLIVAN PLANT HIRE CO., LTD., 
4 Denison Rd. Feltham, Middx. FEL 4730/2664. 


OR HIRE OR SALE. 
PC4 CONCRETE PUMP with 1,000 ft. Piping. 
S500 c.f.m. COMPRESSOR. 


PORTASILO, P20 Model. 
Broad's BRICK-HANDLING EQUIPMENT. 
Winget MIXERS, 5/3'2, 7/5, 10/7, 14/10 Models. 
Drag Feeders and Weighers available. 
Weatherill 4HTW Two-way OVERLOADER. 
KINGSBURY PLANT CO., LTD., 
Barnsley Road, Doncaster. Tel. 65242 (7 lines). 
EQUIRED, 12in. x 3'2in./12in. x 4in. second-hand 
STEEL CHANNELS.—Full details to: TILBURY 
CONSTRUCTION CO., LTD., Ruscombe Works, 
Twyford, Berks. 


ANTED, 22RB EXCAVATOR, 17000 to 20000 
Series, Dragline or Shovel. Any condition. 
Write Box P.3161, ‘‘The Contract Journal."’ 
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F. E. WEATHERILL LTD 
USED EQUIPMENT DIVISION 


We can meet your Used Loading Shovel 
requirements either at our main Works 
at Welwyn Garden City or our Depots 
at Walsall, Manchester, West Hartlepool 
and Bothwell. 


1959 WEATHERILL Hydraulic Loader, Type 12H, 
with Fordson Diesel Engine, fitted with 54 cu. 


yd. Scoop, with power-assisted steering, 
lighting equipment and towing hitch. 1400 x 
24 tyres at rear £1,400 
1958 (Nov.) WEATHERILL Hydraulic Loader, 


front-wheel drive, Type 14H, with 1 cu. yd 
Scoop. Powered by Fordson Diesel Engine. 
10.50 x 16 steering and 1400 x 24 driving 
wheels. Driver's cab £1,200 


1958 (Oct.) WEATHERILL Hydraulic Loader, Type 
2HCRQ, with 34 cu. yd. Scoop with pointed 
toe plate. Powered by Fordson Diese! Engine. 
1400 x 24 rear tyres £1,100 


1957 CHASESIDE Loadmaster 700, powered by 
Fordson Diesel Engine, fitted with 1 cu. yd. 
Scoop and lighting equipment, power steering. 
900 x 16 front and 1400 x 24 rear tyres 

£1,050 

1958 WEATHERILL Hydraulic Two-way Overloader, 
Type 4HTW, with Fordson Diesel Engine and 


34 cu. yd. Scoop. Driver's cab. 29 x 8 front 
and 1400 x 24 rear tyres. Overhauled by 
us. Choice of two £950 
1957 WEATHERILL Hydraulic Loader, Type 


2HCRQ, with Fordson Diesel Engine and with 

34 cu. yd. Scoop. This machine is in very 
good order ‘ £925 
1957_MERTON Overloader, with Fordson Diese! 
Engine, fitted with 1 cu. yd. Scoop with 
digger teeth, double-acting main rams and 
lighting equipment This machine is in 
excellent condition and all tyres are good 
£900 


1956 (Sept.) WEATHERILL Hydraulic Loader, Type 


2HCRA, powered by Fordson Diese! Engine, 
fitted with 34 cu. yd. Scoop £850 
1956 _ CHASESIDE Loadmaster 500, powered by 
Fordson Diesel Engine, fitted with 34 cu. yd. 
Scoop, lighting equipment and towing hitch 
900 x 16 tyres at front and 1400 x 24 
rear £775 


1952 CHASESIDE Cable-operated Loading Shovel, 
with Fordson Petrol Engine, fitted with '2 cu. 
yd. Scoop. 1200 x 24 tyres at rear. Well 
maintained £250 


Ask for fuller details of these and other machines 
from our most comprehensive stock. 


F. E. WEATHERILL LTD 


USED EQUIPMENT DIVISION 
Tewin Road, 
WELWYN GARDEN CITY, Herts. 
Tel: Welwyn Garden City 4221-5 






























RANES FOR HIR &@. 
1Scwt. GM Neals Fully Mobile Diese! Cranes, 


18ft. Straight and 20/40ft. Telescopic Jibs, 
1Scwt. Jones KL15_ Self-propelled Diesel Cranes 
ei 15/2ott. sireight Chennel Jibs. ; 
-ton eals ese obile Cranes, on pneuma 
28/30ft. Straight Lattice Jibs. a 
3-ton Neals NMS Diese! Mobile Cranes, on pneu- 
. con een Bese. Straight nee 
- nes ese rawler-moun ranes, 3 
in Straiphe Lattice Jibs. _— 
-ton Jones esel Crawler Cranes, 30 
Straight Lattice Jibs. 7 
4-ton Jones KL44 Diesel Mobile Cranes, on Pneu- 
matics, 30/4Sft. Straight Lattice Jibs. 
Smith 21 approx. 10-ton capacity Crawler-mountea 
Cranes, 7Oft. Box Lattice, with 10ft. Fly Jibs 


also available. 


S-ton Coles Mk. VII Diesel Lorry-mounted Cranes 

ais various length Jibs. F 
-ton oles lesel Lorry-mounted Cranes, 

length Jibs. a 


Hire your Cranes at most competitive rates trom the 
Crane Specialists: 
MOORE'S PLANT, LIMITED, 
105-129 Markfield Road, Tottenham, N.15. 


a Tel.: TOTtenham 0401 (10 tines). 
ONCRETE MIXERS FOR SALE OR HIRE. 
Little Benford Mode! J. 

S 3'2 Benford, Parker, Liner, Millars, Stothert and 
Pitt, and Goodwin. Petrol, Diesel and Electric 
driven. SO available 

7/5, 10/7, 14°10, 18/12, 21/14. Various makes. 
Petrol, Diesel or Electric driven. 30 available. 


Some with Weighers and Dragline Loaders. 
New 4 3 and 5/3'2 Barford. Petro! and Diese! driven. 
From stock. 
Old machines taken in part-exchange. 
W. V. DAVIES, Concrete Mixer Service, 
Shipston-on-Stour. ‘Phone 125. 


ANTED, Lorain EXCAVATORS, 12 to 2 cu. yd. 
machines, fitted Shovel, Dragline or Crane also 
considered. 
Write Box P.3164, ‘‘ The Contract Journal.” 


OR SALE, PRIESTMAN WOLF, rigged for Clam- 


shell. —- PLANT SALES, LTD., 25 Castlereagh 
Street, London, W.1. Tel.: Paddington 2663/5. 
ANTED, 2/3yd. F.W.D. TRUCK MIXER; also 


4yd. Horizontal.—tTe!.: Hawarden 3031. 


THE CHEAPEST EXCAVATORS 





In the country are available from AXWORTHY. 
10RB, 1000 Series, Base machine (Midlands), £550, 
10ORB, 13000 Series, Skimmer/Backacter. (Midlands.) 


£1,300. 

,. 9000 Series, Skimmer /Backacter. 
£1,500. 

19RB, 9000 Series, (Midlands.) £1,350. 
ews os 5 Series, Dragline. (London.) 


(London.) 


Dragline. 
F/S or 


19RB, 13000 Series, Dragline or Skimmer /Backacter. 
(South Wales.) £2,750. 
19RB, 17000 Series, F/S (Scotland), £2,900. 


19RB, 18000 Series, Dragline. (South Wales.) £3,650. 
19RB, 23000 Series, Dragline or F/S or Skimmer/ 
Backacter. (South Wales.) £4,950. 
21RB, new 1943/44, Dragline or F/S. (London). 
22RB, 15000 Series, F/S. (London and Scotland.) 
£3,000. 
22RB, 19000 Series, Dragline. (South Wales.) £4,250. 
24RB, various series, Dragline or F/S. From £1,20C 
to £3250. 
33RB, 6000 Series, Dragline (London), £1,500. 
33RB, 11000 Series, Dragline or F/S. (South Wales.) 
£3,500. 
33RB, 15000 Series, Dragline. (South Wales.) £4,950. 
33RB, 14000 Series, F/S (South), £5,350. 
33RB, 14000 Series, F/S or Dragline. 
£5,750. 
37RB, 3000 to 9000 Series, Dragline or F/S. 
£2,000 to £5,750. 
33RB, 23000 Series, Backacter (Midlands), £12,750. 
43RB, 18000 Series, F/S or Dragline. (Scotland.) 
NCK304, 1700 Series, F/S. (South Wales.) £3,000. 
NCK304, 1900 Series, F/S. (Midiands.) £3,450. 
Koehring 605, new 1946/47, Dragline, Crane or F/S. 
(North.) £7,250. 
All machines in good condition. 
Ring Windsor 3434/S, 3384. 
AXWORTHY AND COMPANY, 
(Drotts for Hire), 
Old Windsor, Berks. 


MASSEY-FERGUSON 


PLANT HIRE 
SPECIALISTS 


(Scotland.) 


From 


LTD. 









i 
IN | 


TRACTOR 
DIGGER SHOVEL 


JOHN H. FLUX 


COBHAM 3745 
(SURREY) 











Tel: 
TOTtenham 
0401 


(10 lines) 



























December 22 1960 


FORD PLANT—OFFERS FOR SALE: 


1952 Priestman Wolf EXCAVATOR, Dorman DS 


4-cyl. Diesel Engine, 
and Skimmer Equipments, £1,000. 
Caterpillar D4 ANGLEDOZER, 2T Series, 


condition, £850. 
1958 Matbro-Mantis EXCAVATOR, 


two Buckets, 


complete with Backacter 
good 


complete with 
Bulldozer Blade and Winch. Offers. 


Rex 10/7 CONCRETE MIXER, Closed Drum, Hopper- 


fed, with Ruston 1VTH Diesel Engine, £125. 
Allam Poker VIBRATORS, with 8B.S.A. or J.A.P. 
Petrol Engines, complete with pokers, over- 
hauled, £35 each. 
Benford 3/2 CONCRETE MIXER, Villiers Petrol 
Engine, £40. 
OXFORD PLANT, LIMITED, 
West Way, Botley, Oxford. Tel. 49911. 


\ ANTED BY CONTRACTOR. 
Two 19RB EXCAVATORS, with Shovel 
Dragline Equipment. 

One 22RB EXCAVATOR, 

One Caterpillar O09. 

Three OW21s. 

One 463 SCRAPER. 
Three Caterpillar O7 Hydraulic 
Model 3T. 

One Caterpiliar D6 Hydraulic ANGLEDOZER. 

One Model 95S TRACTOR SHOVEL. 

Two Caterplilar D4 Hydraulic ANGLEDOZERS 

Send fullest details and price to 


with Dragiine Equipment 


ANGLEDOZERS 


Box K.K.387, “The Contract Journal.” 
OR SALE. 
Michigan Lorry-mounted CRANE, Model TMCT, 
oso Capacity, powered by diesel engines. 


4-ton All-hydraulic MOBILE CRANE, diesel powered, 


fitted with hydraulic extendible Jib. £2,500. 
Both machines in excellent condition. 


J.F.. 69 Pine Grove, Brookmans Park, 


Herts. 


J{OR HIRE, Lorry-mounted MOBILE CRANES, 3-ton, 
5-ton, 7-ton and 10-ton Coles; 2-ton Hydracranes, 
jib lengths up to 80ft.—COVENTRY CRANE HIRE, 


Brandon Road, Binley, 
Sowe 3113. 


Coventry. Tel.: 


Walsgrave-on- 


ons. SHEET PILES and TRENCH SHEETS urgently 


WANTED. All sections bought; 


large and small 


quantities. Immediate payment. 
f DUDLEY VALE, LTD., 
3 Buckingham Place, London, S.W.1. ViCtoria 0252. 





MECHANICAL ENTERPRISES LID., 


DORKING ROAD, Gomshall, Surrey. 


PLANT FOR HIRE 


LAND-ROVERS - DUMPERS, } or I cu. yd. 


CEMENT MIXERS - TIPPERS, 5 or 7 ton 
TRACTORS WITH FORE LIFT 
TRUCKS, LONG OR SHORT W/B 
VANS, 5 cwt.—2 ton 


MECHANICAL ENTERPRISES LID., 
DORKING ROAD, Gomshall, Surrey. 


BEN TURNER & SON 
(TRACTORS) LTD. 


FOR SALES, SERVICE 
AND HIRE 











MASSEY- FERGUSON 
INDUSTRIAL EQUIPMENT 


PHONE :— 
RIPLEY (SURREY) 2481/2 


MOORES 


63 cwt. to 30 cw 














THE CONTRACT JOURNAL 


PLANT AND MACHINERY WANTED—FOR SALE—FOR HIRE 


or SALE. 
Caterpillar D4 and Sirtiev Dozer 
£1,500. 
Caterpillar D2, fitted L.P.C. Dozer, £650 
Allis-Chaimers HD7W, fitted Baker Hydraulic Angie- 
brad and Double Drum Winch, reconditioned 
oO 
internationa! TO18, fitted Dozer and Winch, £650 
international TDS, fitted Dozer, £450 
international TD9, fitted Carco Winch. £350 
Le Tourneau 4yd. SCRAPER, £265. 
Broomwade COMPRESSOR, 3-tool, Petro), £165 
Johnson COMFRESSOR, 2-tool, Petrol, £75 
Dinkum DIGGER and Two Buckets, as new £350 
Al.is-Chaimers HD7, Tracks new. 
A.E.C. TRACTCR UNIT, fitted Gardner 


reconditioned 


SLW. Hands 


1S-ton, and Well Trailer, £450 
OIL: High-grade Engine and Gear Ol) ir 4*3-gallion 
Jerry cans, 25s. each. 


ROBIN BOSWORTH, 
Tel.: Stoke Saint Milbro 237. Nr Ludlow, Shropsnire 


OR SALE. 

Four Used International TO24 Crawler 
TRACTORS, fitted with P.C.U.s and supplied 
with 12yd. Le Tourneau Scrapers, in good 
working order, 1958 machines. Reasonably 
priced. 


International BTD6 Crawler TRACTORS, fitted with 
Hydraulic Bullgrader Equipments. 
International Drott B6EK3 SKID-SHOVELS, 
standard and 4-in-1 models. 
Lying: SAVILLE (TRACTORS), LTD., 
Staines Road, Feltham, Middlesex. 


Tel.: Ashford (Middx.) 4191 (10 lines). 


OR SALE or HIRE, 21/14 Stothert and _ Pitt 

CONCRETE MIXER, Petter Diesel Engine. Built- 

in Weigher if required.—W. V. DAVIES, Concrete 
Mixer Service, Shipston-on-Stour. 'Phone 125. 


FLOR HIRE, One SOft. Parker CONVEYOR, with new 

motor and new belt, £15 per week. — M. 
DICKERSON (CONTRACTORS), LTD., Cambridge 
56973. 


CTOTHERT AND PITT 28W Vibroll ROLLERS, for 
Immediate delivery, £328 each.—ABELSON AND 
CO. (ENGINEERS), LTD. Tel.: SHEidon 2424. 


both 





OR HIRE, 19RBs and 33RBs, TD and HD14s, and 
Merton OVERLOADERS.—SAND AND SHINGLE 
LTD., Faggs Road, Feltham, Middx. Feltham 3045 





KINGSTON PLANT 


HANWORTH -: MIDDX. 


FOR DROTT 4 IN | AND 
ALL PLANT HIRE 
FELTHAM 4084 








CONCRETE MIXERS: 


Barford 4/3 cu. ft. capacity, petrol/diesel, new and 
second-hand. : 
Winget 5/3'2 cu. ft. capacity, petrol/diesel, new and 


second-hand. . ; 

Winget 10/7 cu. ft. capacity, diesel, Hydraulic Loading 
Hopper. 7 4 mer . 
Winget 14/10 cu. ft. capacity, diesel, Built-in Weigher 

and Drag Feeder. ; . : - 
Winget 21/14 cu. ft. capacity, diesel, high discharge. 
WEIGHBATCHERS: 
Forward Twin Bucket, 14 cu. ft. 
second-hand. 
VIBRATORY ROLLERS: 
Stothert and Pitt 28W model, 654cwt. 
Rob Roy Tandem, 24cwt. model. 
HOISTOWERS: 
Hemel-Ward Rover, 10cwt. capacity model. 
20ft. delivery height extending to 84ft. 
A.C.E. Squirrel Mobile Hoists. 
A.C.E. Comet Mobile Hoists. 


skips, new and 


DUMPERS: 
Barford i-ton 75 model, diesel. 
Barford 2-ton 150 model, diesel. 


Doug!ias 10-ton 944 model, diesel. 
PORTASILOS: 
20-ton models available for immediate delivery, new 
and second-hand. New 11-, 15- and 30-ton 
models also available. 
BATCHING PLANTS 
New and second-hand Plants available. 
BULK TANKERS: 
All models available, reasonable delivery. 
TRUCK MIXERS: 
and 6yd. High-discharge models. 
AGITATORS: 
and 4yd. models. 
MONO-RAIL EQUIPMENT 
New and second-hand available. 
BLOCK-MAKING MACHINES: 
P.X. Automatic Biock-making Machines. 
Winget Vib. Slab and Block Machines. 
Trianco Vib. Block Machines. 
POKER VIBRATORS: 
Ace Humdinger Portable Immersion Vibrators, 
and second-hand. 
STEEL FORMWORK: 
Road Forms, Shuttering, Trench Sheeting, 
Clamps, Props, and Floor Centres. 
CONTRACTORS’ TOOLS: 
classes of Contractors’ Tools and Equipment are 
available for immediate delivery. 


THOs. W. WARD LTD., 


ALBION WORKS - - - - ~ SHEFFIELD 
‘Phone 26311—Ext. 286. 
REMEMBER—WARDS MIGHT HAVE 


4yd. 


3yd., 3'a2yd. 


new 


Column 


All 


iT! 











ETS 


ANS SAKE 


1623 


URPLUS TO REQUIREMENTS. 
One S4RB, No. 9765, Dragline Equipment, 


£7,500. 
One S4RB, No. 14069, Dragline Equipment, £7,500. 
One 22RB, Face Shovel, No. 22901, £6,000. 
One awn BULLDOZER, No. 6840100, 
One Bray LOADER, new tyres, No. 3198, Model 
B/L32, tyd. Bucket, £850. 


All these machines are in sound working order and 
will stand any inspection. 
A. C. YATES AND CO., LTD., 12 Cathedral 
ee la a ial __ Cardiff. 
Adventisan wishes to PURCHASE Modern 10RB, 
19RB and 22RB_ Ruston-Bucyrus EXCAVATORS, 


Road, 





not less than 18000 Series, any equipment con- 
sidered; condition immaterial.— Please write full 
ne A a price to Box QQS500, “The Contract 
ournal. 





EMEMBER that PLANT SALES, LTD. 

have the finest fleet of Heavy-duty Lima CRANES 

for HIRE. Consult them about your craneage orobiems. 

PLANT SALES, LTD., 

25 Castlereagh St., London, W.1. PADdington 2663/5. 

‘OR SALE, Late Series International Drott 14K3 

SKID-SHOVEL, with 2', cu. yd. Bucket. Good 

order throughout. Reasonable price. Genuine offer. 
Write Box P.3188, “* The Contract journal.” 


EACH 








for Greens Grifin VIBRATING ROAD 
ROLLERS.— Write for details: HUBERT C. 
LEACH, LTD., High Street, Cheshunt, Hertfordshire. 
Telephone: Waltham Cross 25161. 
OR SALE, 6-ton Ransomes-Rapier Standard 
Petrol/Electric MOBILE CRANE, nice order. 
WILLIAM G. SEARCH, LTD., Whitehall Road, 


Leeds, 12. Tel. 639081 (10 lines). 


Avanams for use, 300-ton PRESS. We are well 
equipped, especially for Lima 1201 work. Heavy 
Salvage Work and TRANSPORT. 

ELLIOTT, York 78169. 


A7ANTED to PURCHASE, BTD6 Drott SHOVEL; 
also BTD6 BULLDOZER. 
Write Box P.2880, “* The Contract Journal.” 


WV/ANTED by ambitious Crane Driver with £1,000 
¥ cash: LORRYMOUNT, minimum 40ft. Jib; any- 
thing considered.—SMITH, 46 Roscoe Road, Leeds, 7. 








Rapid expansion has decreed us Greater 
London’s Largest Fleet Owners of 


1960 1 yd. “DROTT” SKID SHOVELS 





Always available for Hire 


Your personal contact: MR. RONALD GENT 
Tel ; THOrnton Heath 3402/3/4 


POWER PLANT HIRE (Beddington) |[D. 


Beddington Lane, Croydon, Surrey, 


















SECOND-HAND 


BARGAINS 


}.C.B. HYDRA-DIGGA/LOADALL 65, 
latest type all-hydraulic machine, mounted 
on Fordson 4D Diesel Tractor. Complete 
with all equipment and Backacter Bucket. 
This machine was the property of a 
contractor who went into liquidation. 
it was delivered in November, 1959, 
has worked only 158 hours, and is 
CORNY GE GERD cesccevecceccscass £1,895 

J.C.B. HYDRA-DIGGA/LOADALL 65, 
late type all-hydraulic machine, mounted 
on Fordson 4D Diesel Tractor. Complete 
with all equipment and Backacter Bucket. 








1959 







1958 














Regularly serviced and in very good 
GUE se dcccnascuchcedevasnseessunaeeny £1,450 
1954 = J.C.B. HYDRAULIC EXCAVATOR, 


mounted on Fordson 4D Diesel Tractor. 
Complete with Major Loader, Backfilling 
Blade and _ 18in. SBackacter Bucket, 
Operator's Cab and Lighting. A very 
good runner, in sound order ...... £780 


' from 


pagar 


Ww. C. YOUNGMAN LIMITED 
Wandsworth Works, Wandsworth Road, S.W.5. 


Telephone: MACaulay 22353. 


Tel: 
TOTtenham 
0401 
(10 lines) 





PLANT 


LANT FOR SALE. 
Caterpillar HT4 TRAXCAVATOR, 
and Angledozer. 
International BTD6 Drott SHOVEL, with cab. 
Caterpillar No. 6 TRAXCAVATOR. Recently overhauled. 
Caterpillar 955 and 977 TRAXCAVATORS, with cabs. 
Caterpillar D7, Model 3T, with L.P.C. Hydraulic 
Angledozer and P.C.U. 
10RB EXCAVATORS, 5000, 8000 and 15000 Series. 
17RB EXCAVATOR, Dragline, with 45ft. Jib. 
Priestman Cub V, IV and Il! EXCAVATORS, 
international TD18A, with P24 Winch. 
E.R.F. TRACTOR UNIT, Gardner SLW Diesel, with 
15-ton Low-loading Artic. Trailer. 
ROBERTSON, Barkway (Tel. 277), 


PUCKETT SPECIALISTS. — Special or 
Standard SHOVEL, TRENCHER, GRAB and 
DRAGLINE BUCKETS to suit all machines. 
delivery.—Write or ‘phone the _ makers: 
PLANT HIRE, LTD.. Billericay, Essex. Tel.: 
Heath 365. 


ANTED 


with P.C.U. 


Herts. 


IN MIDLANDS, 522 Barber-Greene 
BUCKET LOADER. State price and condition of 
machine and where lying, also type of discharge. 


HIWAYS (COVENTRY), LTO., 14-26 Henrietta Street, 
Coventry 88473 and 89939. 


OR SALE, 1-ton Chaseside Handy Diesel MOBILE 

CRANE, with new Jib, £550. — B.G. PLANT 

(SALES AGENCY), LTD., Watlington, Oxon. Watling- 
ton 44. 


OR SALE, 24RB, fully rigged as Crane, with 

Forward Shovel Equipment and Dragline Bucket 

and Fairlead.—PLANT SALES, LTD., 25 Castlereagh 
Street, London, W.1. Tel.: Paddington 2663, 5. 


ANTED, Marion EXCAVATOR, “ayd., any equip- 
ment_ considered. Reasonable condition. — 
Write Box P.3162, ‘** The Contract Journal.” 


JCOR SALE, J.C.B. 4, new August, 1960.—SAVILLE 
(TRACTORS), LTD., Harvester House, Stratford- 
on-Avon. Tel. 4242 (15 lines). 


FOR HIRE 
COMPRESSORS—ALL TYPES 


FRANK K. MILES 


COWBURN STREET, HEYWOOD, | ANCS. 
Phone: HEYWOOD 6856 


FOR IMMEDIATE HIRE 


977 Traxcavator HT4 Traxcavator 
831 John Deere Lanz Loading Shovel 
Excavators D4 Dozers Mixers 
Vibrating Rollers Road Rollers 
Compressors Hoists 


PLANT HIRE & SALES, LTD. 


MILLBROOK POINT ROAD 
SOUTHAMPTON 
Telephone: Southampton 75271 


DRAGON 
PLANT HIRE LTD. 


Excavators, Bulldozers, Overloaders, 

Crawler-Cranes, Trenchers, Dumpers, 

Mixers, Pumps, Drott Shovels, Road 

Rollers, Scrapers, 10-ton Articulated 
Loader, etc. 


FOR HIRE EVERYWHERE 
RING GUILDFORD 67277 


THE CONTRACT JOURNAL 


REGISTER, LTo. 


| ates PLANT 
OFFER FOR IMMEDIATE SALE: 


MISCELLANEOUS: 

JOHNSON 1'2yd. Diesel DUMPERS, 1958, £450 each. 

MUIR-HILL 10B 3 cu. yd. DUMPER, Ford Engine, 
1954, good working order, £395. 

MUIR-HILL 148 412 cu. yd. DUMPERS, Perkins 
Engine, 1951, very good order, £850 each. 
LOW-LOADING TRAILERS, 3-ton, 6/7-ton, 7/8-ton 
and 8/10-ton, ex Ministry. Also TRAILER- 
= int tga TANKS, 250, S00, 750 and 900 

gallons. 

BROOMWADE SVi28 2-tool COMPRESSORS, 1955, 
Diesel, pneumatics, £575 each. 

AIR PUMPS 2/3-too!l COMPRESSORS, Lister Diesel 
Engine, on 2- or 4-wheel trailer or lorry chassis, 
ex Ministry, unused, £490 to £560 each. 

GREENS 30cwt. Tandem ROLLER, good working 
order, £275. 

AVELING-BARFORD 3-ton Diesel ROLLER, GBO0867, 
Ruston Diesel, Sprinklers, good condition, £495. 

AVELING-BARFORD 6/8-ton ROLLER, Sprinklers, 
Scarifier and Cab, new 1955, £2,050. 

GREENS 7/8-ton ROLLERS, new Ford Diesels, 
Sprinklers, Canopies, ex Ministry, £1,300 each. 

PEGSON 16in. x Qin. Portable CRUSHING AND 
SCREENING PLANT, Ruston Diesel, unused, 
as new, £750. Also 16in. x Sin. and 12in. x 7in. 

WALLIS 8/10-ton Diesel ROLLER, Water Tank, 
Sprinklers and Canopy, 1951, £1,500 each. 

HD6G TRACTO-SHOVEL, G.M. Engine, 1959, £4,000. 

933 TRAXCAVATOR, 1958, 1'syd. Bucket, very 
good condition, £3,950. 

955 and 977 TRAXCAVATORS, 
application. 

D6 TRACTORS and Dozers, overhauled, 
From £3,750. 

ALLIS-CHALMERS HD19 and HD20 TRACTORS, with 
Winches. From £1,750. 

CATERPILLAR D7 3T TRACTOR, L.P.C. Hydraulic 
Dozer and Winch, reconditioned, £3,100 
CATERPILLAR D8 2U, P.C.U. and Cabledozer, very 

good condition, £1,750. 

CATERPILLAR D8 = 2U, 15000 _ Series, Birtley 
Hydraulic Angledozer, good order, £2,500. 

PARKER No. 1 Kubit BREAKERS. 

HADFIELD 20in. x 10in. Portable CRUSHER AND 
SCREEN, no motor, first-class condition, £875 

10-, 13-, 15-, 20- and 30-ton CEMENT SILOS, by 
PORTASILO, ACROW, and BLAW KNOX 

CATERPILLAR D4 2T and 7j TRACTORS, with Dozer 
Equipment. From £700 each. 

ae D4 6U TRACTOR, base 

BLAW KNOX Mobile BATCHMASTERS, 21 cu. yd., 
eer. very good condition. From £400 
each. 

ALLEN 16 60 TRENCHER, Gardner Diesel, late 1954, 
overhauled, £1,600. 

WOODFIELD 85 100ft. Universal PILE FRAME, 
Winch and Drophammer. Full details on applica- 
tion 


Further 
S.W.1. 


various. Details on 


8U Series 


machine, 


Grosvenor Place, London, 
8080, 9886 (15 lines). 


14 Lower 
3501, 


details 
viCtoria 7531, 


OR SALE or HIRE, 14 10 Rex Cleanline CONCRETE 


MIXER, recently overhauled and in excellent 
order. Petter Diesel Engine. Normal or high discharge. 
Weigher and Dragline if required.—W. V. DAVIES, 
Soacrate Mixer Service, Shipston-on-Stour. ‘Phone 


[wee Bell 


Drotts, Excavators, Compressors etc. 


HARROGATE 84800 


PLANT 


LEACH Give 


““OFF THE SHELF SERVICE” 


for 


ARMSTRONG-WHITWORTH 
PNEUMATIC TOOLS 
HOSES AND SPARES 


Write for Details: 


HUBERT C. LEACH LIMITED 


HIGH STREET CHESHUNT 
Telephone : WALTHAM CROSS 2516! 


For Immediate Hire 


DERRICKS 


7, 10 and 20 ton. 120 and 130ft. Jibs. Oil fired 
Also 5 ton Electric. Self travel and Grab Drums 


Special rates for long term hire. Also all other 
Civil Engineering Plant available. 


ROADS & RUNWAYS cetant Hire) LTD. 


26 VICTORIAZ2STREET, LONDON, S.W.| 
Telephone: ABBEY 4905 
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AND MACHINERY WANTED—FOR SALE—FOR HIRE 


OR SALE OR 
1'2in., 2in. and 3in. 
2 gol diesel driven. 
in. and 3in. Lift and Force Diaphragm 
= ove. and diesel driven. ete 
in. Sykes SPC3 Heavy Duty Diesel-driven 
Allam Poker VIBRATORS. wuners. 
oe RAMMER. 
2yd. to 3yd. Diesel-driven DOUMPERS. 
Thwaites and Motor-Rail. Benford, 
Stothert and Pitt 634cwt. Vibrating ROLLERS. 
Platypus Diesel Crawler SHOVEL. 
SOUTH MIDLANDS ENGINEERS, 
Shipston-on-Stour. ‘Phone 125 


ERGUSON 1958 Shawnee-Scout Diesel EXCAVA. 
TOR, with 24in. and 36in. Digging Buckets 
Enclosed Cab. This machine has not done three 
months’ work. £950. — NORMAN WALKER 
(MACHINERY), LTD., Anlaby, Hull. 


OR SALE, CRANES—Jones Super ’ 
Hymobile, 5S-ton, 10-ton, 121'2-ton and 15-ton 
Cranes; also 4-ton Tracked Crane, 8-ton Neals, 2-ton 
Neals and 10cwt. Neals. — B.G. PLANT (SALES 
AGENCY), LTD., Watlington, Oxon. Watlington 44, 


RANsomes AND RAPIER 410 EXCAVATOR, fitted 
with Perkins P4 Diesel Engine, Skimmer and 
In good working order, £550. 


Bedford. Tel.: Ampthill 


HIRE. 
Centrifugal PUMPS, petro} 


Backacter Equipment, 


L. W. VASS, LTD., Ampthill, 
3255. 


ALE or HIRE, 85-h.p. standard gauge Diesel 

LOCOMOTIVE, weight 16 tons, by Motor Rall, 
JOSEPH PUGSLEY AND SONS, LTD., 
Bristol, 5S. Telephone: Bristol 56037 


DIESEL WELDING PLANTS 


FOR HIRE 


JOHN DAVIES (LIVERPOOL) LTD. 
70 Regent Road, Liverpool 5. 
Telephone: NORTH 2405/2406, 


EQUIPMENT 
witha 
GUARANTEE 


CHASESIDE 
USED EQUIPMENT 
DIVISION 


IF YOU REQUIRE A RELIABLE 

USED MACHINE YOU NEED 

LOOK NO FARTHER THAN 
HERTFORD. 


Come and inspect our full stock, for in addition 
to the machines listed below we have machines 
at prices to suit all requirements. 


HYDRAULIC LOADING SHOVELS: 


Stock No. Price ex works 
SK.1139.—1956 LOADMASTER 500, Ford 
4D Diesel Engine, Cab, 1 cu. yd. Scoop. Very 
good condition on good tyres, rears 1400 x 
Repainted and guaranteed. Seen HERT- 

.. £1,150 

SK. 615.—1957. ‘LOADMASTER B00TC, Ford 
4D Diesel Engine, Cab, 1 cu. yd. Scoop. 
Excellent machine. Repainted and Guarentee’. 
Seen HERTFORD ...... . 1,350 
SK.1215.—195S5 LOADMASTER > mae Ford 
4D Diesel Engine, Cab, 1 cu. yd. Scoop. Very 
good condition. Repainted and guaranteed. 
Seen HERTFORD . sees. £1,000 
$K.1213.—1958 LOADMASTER 700, Ford 
4D Diesel Engine, All-weather Cab, Lighting, 
Power Steering, 1 cu. yd. Scoop, on good 
tyres, rears 1400 x 24. Excellent machine. 
Repainted and guaranteed. Seen y HERI 
WEATHERILL 12H, Ford 


SK.1295.—1958 
1 cu. yd. Scoop. Very 


4D Diesel Engine, Cab, 
good condition. Repainted and guarantee: 
Seen HERTFORD 1,175 
SK.1133.—1956 WEATHERILL eg Ford 
4D Diesel Engine. Good condition. Tyres 
good. Repainted and guaranteed. Seen 
NOTTINGHAM 

SK.1274.—1957 BRAY BL30, Ford 4D Diesel 
Engine, Cab, 1 cu. yd. Scoop. Excellent 
condition. mepenNS and guaranteed. Seen 
HERTFORD ..... 1,050 
SK.1254. —1955 MUIR- HILL 2WL, cena 4D 
Diesel Engine. Good running order. Ready 
for work. Special low price. Seen HERTI ORS 


CABLE MACHINES: 


SK.1303.—1949 CHASESIDE ‘2 cu. _ yd. 
Hi-Lift, Fordson Major Petrol Engine, Cab. 
Ex council machine, in good running order. 
Seen HERTFORD. Can be pense at bargain 
price .. £150 


SK.1468.—1954 CHASESIDE ie. cu. yd. 
Demon Loading Shovel, Fordson 4D _ Diesel 
Engine, Cab. In very good condition. Seen 
HERTFORD ¥ £250 


Send for full particulars to: 


CHASESIDE ENGINEERING CO., LTD., 


Used Equipment Division, 
Station Works, Hertford, Herts. 


Telephone: Hertford 3113-8. 
a 
TAS /UED/86 
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The new Goodwin 48” x 36” Acme Stonecrusher is built 
to withstand heavy duty. It combines high ratio of reduc- 
tion with output capacities of up to 380 tons per hour. 
The frame is a combination of cast and fabricated steel, 2 i 6" X } 0" up to 43" X 30" 
welded and stress relieved. The jawstock of box sectioned S 

steel is mounted on roller bearings. Special features in- : 


clude accurately machined toggleplates and renewable 
toggle noses fitted with automatic lubrication. 


GOODWIN BARSBY & CGO. LTD. LEICESTER 
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*REATER OPERATING ECONOMY WITH 


a * & 


pt 


Capacity. 15 cwt. maximum safe load. Water level: 16 cu.ft. Struck off: 18 cu. ft. 

Heaped up: 22cu. ft. Speeds. lst: 2/2} m.p.h. 2nd: 4/5 m.p.h. Top: 9/12 m.p.h. 

Reverse:2m.p.h. Engine. Petter AVA 1 single cylinder air cooled Diesel. 5/6 h.p. 

at 1,700 r.p.m., Purolator lubricating oil filter, paper element air cleaner, protected 
fuel racks. Clutch and Transmission. Specially designed foot - operated clutch 
having a Ferodo face of extra large contact area disengaging totally enclosed slow 
running }?” Renold roller chain with no jockey, from half speed shaft of Engine to 
Heavy duty 4 speed constant mesh change-on-the-move Gearbox. Driving Axle. 
Hypoid Axle with four star differential. Steering. Fully floating (12”) centre pivoted 
steering Axle of robust design on Ackerman principle. Chassis. 3° x 2” Channel re- 
inforced. Wheels. (Driving) Steel Pressings 5 stud fixing. (Steering) Steel 
Pressings 3 stud fixing. Tyres.(Driving) 6.00x 16,4ply Track grip. Tyres. (Steering) 
5.00 x 16, 4 ply Ribbed. Brakes. Girling 10” x 1}” expanding brakes on driving wheels, 
foot and hand operated. Skip. $” Heavy steel plate construction with hand lever 
locking catch. Discharge lip can be supplied as alternative, 36” wide. Loading Height 
36” Turning Radius. Under 7’ 9”. Fuel. Diesel. 1} gallon Tank. Lubrication. Gearbox 
driving axle, engine and steering, oi] bath, all other moving parts by grease points 
Weight. 144 cwt. unladen. Controls. Non-slip Clutch and brake pedals. Handbrake, 
er: Sve 0 nor 5 nh ¢ eatad oan rich hoemd efdia of dawisros 
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THE 
DIESEL 

DUMPER 
SPECIALISTS: 


















The improved design of the Thwaites ‘Nimbus’ will bring even 
greater operating economy. Its 4 speed gearbox speeds the 
i pay load. The built-in reliability and efficiency under all site 
conditions reduces maintenance and downtime, for maximum 
output at lower cost. Compare the ‘spec’ and the price with 
any other dumper and see how Thwaites ‘Nimbus’ will cut your 
costs. 


& Lower than ever centre of gravity plus 
even weight distribution ensures 
utvhost stability under all site conditions. 


4 Speed gearbox gives greater load 
moving capacity than ever before. 


*_ 


Reduced number of working parts cuts 
maintainance and downtime. 


Forward position of driver improves 
forward vision. Hand controls re-sited 
to eliminate driver fatigue. 


_-~ = 


Capacity: Water Level 16 cu.ft.; Struck 
off: 18 cu.ft.; Heaped 22 cu.ft. 


Cyan NIMBUS 15 CWT. 


apg DIESEL DUMPERS 


THWAITES ENGINEERING CO. LTD. 
i hte CUBBINGTON NR. LEAMINGTON SPA 


IN 24 LUN S Tel: l.eamington 3089 
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: erase a 
cn ee on ie Cees 


WIRE ROPES SPECIALLY MADE |) 
FOR THE JOB 


TET 


PURPOSE-MADE EARTH-MOVING 
MACHINE ROPES 


specially designed for today’s equipment 


These ropes are a natural follow-on from our highly successful 
““GYRACFLEX " Purpose-Made Mining Machine Ropes 


Ra a mete, 


RED SEAL — FILLER CONSTRUCTION 


“GYRACFLEX™ ROPES ARE NOT SUITABLE FOR <* 
wane. , CRANES OR ELEVATORS 


BLASY Stal — 
SEALE CONSTRUCTION 


Send today for the Martin-Black leaflets ‘Give Your Ropes a Chance” 


MARTIN, BLACK & CO. (WIRE ROPES) LTD. 
SPEEDWELL WORKS, COATBRIDGE, GLASGOW. 


Telephone : COATBRIDGE 567 (Private Exchange) 


LONDON: “NUMBER TWENTYFIVE,” CURTAIN ROAD, E.C.2. Telephone: BISHOPSGATE 6667/8/9 f f FACILITIES 
LIVERPOOL: 31 N. JOHN STREET, 2 Telephone: CENTRAL 0924 (2 lines) AT 
NOTTINGHAM: 640 WOODBOROUGH ROAD, MAPPERLEY Telephone: NOTTINGHAM 64397 

NEWCASTLE-ON-TYNE : 12 SANDHILL, QUAYSIDE 


Telephone: NEWCASTLE 2-1282 a LONDON, 
CARDIFF: THE EXCHANGE, MOUNT STUART SQUARE Telephone: CARDIFF 32162 LIVERPOOL, ' 
ALSO: MARTIN BLACK WIRE ROPES (CANADA) LTD., 131 HYMUS BLVD., POINTE CLAIRE, fj 


MONTREAL, P.Q. and 285 BERING AVENUE, TORONTO, I8 


STOCKS 
AND >PLICING 


NOTTINGHAM , 
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DESIGNERS OF CLUTCH 
AND POWER TRANSMISSIONS 


see Ferodo First 

for sintered metal 
& cermet friction 
linings 


when duties beyond the 







scope of conventional friction 


materials are called for 


FERODO FIRST 
FOR LIGHT 
AND HEAVY DUTY 


FERODO LIMITED - CHAPEL-EN-LE-FRITH 
A Member of the Turner & Newall Organisation 
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FOR BETTER) 
RESULTS AND 
EFFICIENCY. 












ESTAB 1930 


Caterpillar Traxcavators, D4, 
D7, D8 Caterpillar Tractor 







Dozer/Scrapers, D8 Caterpillar 
Tractors with Type 80 Birtley \ 
14/18 cu. yd. Scraper, 10 RB, \ 


19 RB and 22 RB Excavators. . 


a 


| 


rare 


THE CLOCK 
CERVICE 








) THE BEST ON EARTH— 
MODEL NVM BG Is BUCKTON OF ASHTON 
Hydraulic Tube Sinking and Extracting Machine i a 
wal Dailling. neceeiciien maces "7 BUCKTON LIMITED, 63 Stockport Rd., Ashton-under-Lyne 


Please ask for detailed mformation. Tel: Ashton-under-Lyne-1848 (3 lines) 


CET. (EQUIPMENT) LIMITED. assesses 


BURLINGTON WORKS. (ABBEY ROAD, PARK pom. LONDON, N.W.10 
ELGAR 6777 (4 lin 
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contractors’ GU] DE 10 accrecates 





BEDFORDSHIRE 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTH., near Leicester. (Tel.: Coalville 1226/7/8; or 
Lor jon: ViGilant 2530.) (For details, see Leics.) 

OANGERFIELD, F. J., & CO., LTD., 261A Finchley 
Rd, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

FERRERSAND AGGREGATES, LTD., Northampton 
Rd. Quarries, Rushden (2354/5). (See Northants.) 

GRAVEL PRODUCTS (HUNTS.), LTD., Little Paxton, 
St. Neots, Hunts. (Tel.: St. Neots 308.) Pits at 


Boy Paxton, St. Neots, Hunts.; and Blunham, 

eds. 

HARTIGAN, G. F. X., LTD. (See Buckinghamshire.) 

ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. Ives, Hunts. (Tel.: St. Ives 2441/2/ 
3/4.) (See Huntingdonshire for details.) 


WEBB, G., CAMBRIDGE, 35 Magrath Ave., Cambridge. 
(Tel. 59966, 53969, 50353 (night) ). (See Cambs.) 
WINFIELD, HENRY, LTD., Pix Farm Lane, Hemel 
Hempstead, Herts. (Tel.: Berkhamsted 1208/9.) 
Pits at: Leighton Buzzard, Bedford. Building sands. 


BERKSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Boars 
Hill, Oxford. (Tel.: Oxford 35421—10 lines.) Pits 
at Ory Sandford, near Abingdon, Sutton Courtenay, 
near Abingdor. (Tel.: Sutton Courtenay 275.) 
Theale, near Reading. (Tel.: Theale 358.) Dorches- 
ter, Oxon. (Tel.. Clifton Hampden 236.) Billing, 
Northampton. (Tel.: Cogenhoe 464) for washed 
and graded aggregates to 8.S.S. 

BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 25:9.) (For details, see Leics.) 

BULL BROS., S. and L. LTD., 126A High Street, 
Winchester. (Tel. 2264.) (See Hampshire.) 

COFF, HARRY A., LTD., Buckhurst Hill, Cheapside. 
Ascot Berks. (Tel.: Ascot 1026/7.) Sand, al! 
grades of washed aggregates, hardcore, clinker. 
ashes and hoggin. 

CURTIS, J.. AND SONS, LTD., Botley Works, Oxford 
(Tel.: Oxford 41081/2/3.) Sand and al! grades 
of washed aggregates. Pits at Radley, near 
Abingdon. (Tel.: Abingdon 441.) : 

OANGERFIELD, F. J., & CO., LTD., 261A Finchley 
Rd., London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

GRUNDON, S. (EWELME), LTD., Ewelme, Oxon. 
(Tel.. Ewelme 20.) London Office (Tel.: Uxbridge 
4156). All grades washed aggregates. Path 
hoggin, broken stone, buliding sand. 

HAINES, H. (WITNEY), LTD., Oxford Road, Witney. 
(Tel.: Witney 42.) All grades washed aggregates, 
hardcore, pitching and broken stone, Cotswold 
building and wailing stone. 


JANES AND CO., LTD., 2C Buckingham Avenue, 
Slough. Sand aggregates, hardcore, ashes, bulidozing 
and bulk excavation. (Tel.: Slough 20361/2/3.) 

LONDON BALLAST CO., LTD. (Tel.: Paddington 5064.) 
SSA Porchester Terrace, North Paddington, W.2. 

POOLE (LECHLADE), LTO., Gravel Pit, Burford Road, 
Lechiade, Glos. (Tel.: Lechlade 219.) 

RALPH OF BASINGSTOKE, LTD., 37 Kempshott Lane, 
Basingstoke, Hants. (Tel. 85.) Concrete aggregates, 
buliding sand, path gravel, hoggin, etc. 

WRAYSBURY SAND AND GRAVEL CO., LTD., 
Station Road, Theale, Reading. (Tel.: Theale 373.) 


BRECKNOCKSHIRE 


NASH ROCKS STONE AND LIME CO., LTD., 
Presteigne, Radnor. (Tel.: Presteigne 352.) (See 
Herefordshire for detalls.) 

SALOP SAND AND GRAVEL SUPPLY CO., 
Admaston, Wellington (Tel. 961), Salop. 


BUCKINGHAMSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Boars 
Hill, Oxford. (Tel.: Oxford 35421—-10 lines.) Pits 
at Dry Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.: Sutton Courtenay 275.) 
Theale, near Reading. (Tel.: Theale 358.) Dorches- 
ter, Oxon. (Tel.: Clifton Hampden 236.) Billing, 
Northampton. (Tel.: Cogenhoe 464) for washed 
and graded aggregates to 8.S.S. 

ASPHALTE CARPETS, LTO., 38 Buckingham Palace 
Road, London, S.W.1. (Tel.: Tate Gallery 4857 or 
Gerrards Cross 3496.) Manufacturers of all grades 
of gravel bitumen macadam, gravel asphalt and 
cold asphalt at Gerrards Cross. 

BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalvi''e 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leé:-s.) 

BICESTER STONE CO., LTD., Stratton Audiey, 
Bicester, Oxon. (Tel.: Stratton Audley 238.) Manu- 
facturers and suppliers of all grades limestone, 
tarmacadam, dry, pitching stone, hardcore, etc. 

COFF, HARRY A., LTD., Buckhurst Hili, Cheapside, 
Ascot, Berks. (Tel.: 1026/7.) (See Berkshire.) 

OANGERFIELD, F. J., & CO., LTD., 261A Finchley 
Rd., London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (Ste London.) 

ORINKWATER, W. W. (WILLESDEN), LTD., Rush 
Green, Denham, Bucks. (Tel.: Denham 2241/2/3.) 

GRUNDON, S. (EWELME), LTD., Ewel.ne, Oxon 
(Tel.; Eweilme 20.) London Office (Tel.: Uxbridge 
4156). All grades washed aggregates. Path 
hoggin, broken stone, building sand. 

MAINES, H. (WITNEY), LTD., Oxford Road, Witney. 
(Tel.: Witney 42.) All grades washed aggregates. 
hardcore, pitching and broken stone, Cotswold 
building and walling stone. 

HALL AND CO., LTD., Brentford, Middlesex. (Tel. 
Isleworth 4455S), and Coronation Road, High 
Wycombe (Tel.: 4360/1) and at Gerrards Cross. 
Pits at Wraysbury (Middx.), and Ivor (Bucks.). 

HARTIGAN, G. F. X., LTD., High Street, Newport 
Pagnell. (Tel. 126.) Graded and _ single-sized 
gravel aggregates to B.S.S. Pits at Newport Pagnell 
and Broughton, adjoining M.1 flyover. 

1ANES AND CO., LTD., 2C Buckingham Avenue, 
Slough. Sand aggregates, hardcore, ashes, bulidozing 
and bulk excavation. (Tel.;: Slough 20361/2/3.) 

LONDON BALLAST CO., LTD. (Tel.: Paddington 5064.) 
SSA Porchester Terrace North, Paddington, W.2. 

MARLOW SAND AND GRAVEL CO., LTD., 
Westhorpe Pit, Little Mariow, Bucks. (Tel.: 
Mariow 379.) 

STUART MACEY. LTD., Gordon Road, High Wycombe. 
(Tel.: High Wycombe 2591/2.) 





CAMBRIDGESHIRE 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London ViGilant 2530.) (For details. see Leics.) 

DANGERFIELD, F. j.. & CO., LTD., 261A Finchley 
Rd., London, N.W.3 (Tel.: HAMopstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 


DICKERSON, M. (CONTRACTORS), LTD., Gloucester 
Street, Cambridge. (Tel.: Cambridge 56973/4.) 
All grades washed sand and gravel, reject stone, 
hoggin, clinker, crushed granite, crushed and 
graded concrete hardcore, brick rubble, ready- 
mixed concrete (all grades). 

MACLA&EN BROS. (KENNETT), LTD., gravel, tarred 
and bituminous, gravel asphalt, washed sand and 
gravel, all to B.S. Specifications. Delivered to any site. 
Station Rd., Kennett, Cambs. (Tel.: Kentford 3353/4.) 


ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway Sit. tves, Hunts (Tel. St. ives 
2441/2/3/4) (See Huntingdonshire for details.) 

WEBB. G., CAMBRIDGE. 35 Maarath Ave., Cambridge. 
(Tel.: Cambridge 59966, 53969, 50353 (night) ). 
Supplier, at keenest rates, of ‘‘Finest Quality Only” 
all grades washed sand and gravel, reject stone, 
hoggin, clinker, ashes, brick rubble, pitching, 
hardcore and _ granite chippings. All to B.S. 
Specifications. Delivered to any site In East Anglia. 


CARDIGANSHIRE 


NASH ROCKS STONE AND LIME CO., LTD., 
Presteigne, Radnor (Tel.. Presteilgne 352.) (See 
Herefordshire for detalis.) 

SALOP SAND AND GRAVEL SUPPLY CO., 
Admaston, Wellington (Tel.: 961), Salon. 


CHESHIRE 


BUCKTON QUARRY. broken stone, al! grades. (Tel.: 
Mossley 123.) Or write Main Road, Oldham. 


CASTLETON SAND AND GRAVEL QUARRISS, LTD., 
Pennant End Quarry, Whaley Bridge. (Tel.: Whaley 
Bridge 139.) Washed sand and gravel. 

CAWOOD, WHARTON AND CO., LTD. Pistyll 
Gwyn Quarry, Lianarmon, near Mold. (Tel.: 
Lianarmon-yn-lal 27.) Crushed limestone and 
tarred macadam, all grades. 

CHESHIRE AND NORTH WALES TARRED 
MACADAM CO., LTD., Lianarmon, near Mold. 
(Tel.: Lianarmon-yn-lal 43.) Hard, broken 
limestone, dry and coated, to 8.S.S. Inquiries 
to registered ofice—Market Chambers, Tower 
Square, Tunstall, Stoke-on-Trent. (Tel.: Stoke-on- 
Trent 88094.) 

CROXDEN GRAVEL, LTD., Cheadle, Stoke-on-Trent, 
Staffs. (Tel. Tean_ 393.) Manchester Office 
anes 3766/7. Plant capacity, 2,000 tons per 


ay. 
DUNreNG AND SON, LTD. (See Shropshire.) 


HILTON GRAVEL, LTD., Rice Street, Liverpool Road, 
Manchester, 3. (Tel.: Deansgate 5455 and 5456.) 
Quarries at wheadle, Staffs (Tel.. Tean 241.) And 
at Longton, Stoke-on-Trent. (Tel.: Longton 32196.) 

HULLAND GRAVEL CO.. LTD., Cheadle, Stoke-on- 
Trent. (Tel.: Cheadie 2323/4, 2119 and 2195.) 
Manchester Office: 464 Wilbraham Road, Choriton, 
Manchester, 21. (Tel.: Choriton 2274/5.) 

PENMAENMAWR AND WELSH GRANITE CO., LTD., 
7 Picton Road, Liverpool, 15. (Tel.: Sefton Park 
7261.) All sizes and gradings of crushed granite 
aggregate from our Collingwood Dock (Liverpool) 
Depot. Any quantity per day: immediate delivery 
ex stock. 

TERN HILL SAND AND GRAVEL CO., LTD., 
Almington Quarries, near Market Drayton, Staffs. 
(Tel.: Hales 261/2/3.) (See Staffordshire for details.) 

TRENTHAM GRAVEL CO., LTD., Lordsiey Quarries, 
Willoughbridge, near Market Drayton, Salop. 
(Tel.: Pipe Gate 304/5.) All sizes crushed or 
natural washed gravel. Twice washed sharp 
concreting sand. Plastering sand. Plant capacity: 
2,000 tons per day. 

WARDLOW LIMESTONE, LTD., Cauldon Low, N. Staffs. 
(Tel.:| Oakamoor 366.) (For details, see Staffs.) 

WILLIAMS, C. F., LTOD., Bishop Street Sand Quarry, 
Turncroft Lane, Stockport. (Tel.: Stockport 7096.) 
Building sand and concrete sand. Bulk sand and 
Gravel filling a speciality. 








CORNWALL 
PENTEWAN DOCK AND CONCRETE CO., LTD., 
Pentewan Works, near St. Austell. (Tel.: 


Mevagissey 3335.6.) Gwithian Works, near Hayle. 
Pure silica gravel and grit, concreting, buliding, 
plastering and asphaiting sands, elvan and granite 
aggregates, all sizes. 


CUMBERLAND 


BROOMBYS, LTD., Sandside, Milnthorpe (Teil. 3251/2), 
Westmoriand. (See Westmorland.) 

ESK MANUFACTURING CO., LTD., Calsil Brickworks, 
Brisco, Carlisle. (Tel.: Carlisle 2-4941.) Sand 
lime bricks (common and coloured facings). Ex 


Brisco. Concreting aggregates, ex Longtown 
Works (Tel. 365). 


DENBIGHSHIRE 


SALOP SAND AND GRAVEL SUPPLY co.., 
Admaston, Wellington (Tel.: 961), Salop. 


DERBYSHIRE 


BALLIDON QUARRIES LTD... Ballidon, near Ash- 
bourne, Derbyshire (Tel. Parwich 201 and 202.) 
Clean and graded drv limestone to 6.S.S., all sizes, 
costed limestone to B.S. 802 and 1621 and wet- 
mix; large output; reliable deliveries. 

HILTON GRAVEL, LTD., Hiiton, Bort. (Tel.: 
Etwail 422.) Also at Mercaston. (Tel.: Braiistord 
316.) And at Willington. (Tel.: Repton 3215.) 

HOVERINGHAM GRAVEL co., Hoveringham, 
Nottingham. (Tel.: Lowdham 3171——15 lines.) 
(For details, see Nottinghamshire.) 

HULLAND GRAVEL CO., LTD., Cheadle, Stoke-on- 
Trent. (Tel.: Cheadie 2323/4, 2119 and 2195.) 
Manchester Office: 464 Wilbraham Road, Choriton, 
Manchester, 21. (Tel.: Choriton 2274/5.) 


DERBYSHIRE 


KEVIN LIME CO., LTD., Oakamoor, Staffs. (Tel.: 
Oakamoor 385-386.) Clean graded dry limestone, 
all to B.S.S. sizes. Output 1,000 tons per day. 


SALISBURY AND WOOD, LTD., Matlock (Tel. 
272/273). Limestone and granite, dry or coated 
gravel and sand; kerbs, slabs, blocks, posts, recon- 
structed and natural stone; lime and ground 
limestone. Lightweight aggregates, ashes, red shale 

WARDLOW LIMESTONE, LTD., Cauldon Low, N. Staffs. 
(Tel.: Oakamoor 366.) (For details, see Staffs.) 


DORSET 


BULL BROS., S. AND L., LTD., 126A High Stree’. 
Winchester (Tel. 2264). (See Hampshire.) 

DANGERFIELD, F. J. AND CO., LTD., 261A Finchiey 
Road, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

DORSET LIMESTONES, LTD., Bumpers Lane, Easton. 
Portiand, Dorset. (Tel.: Portland 2207/8.) Tarred 
and bituminous macadam, foundation materiais. 
limestone for ail purposes and to all gradings. 
Portland stone aggregates and Portland capstone 
aggregates for reconstructed stone. By road and sea. 

GILSON, S. C., AND SONS, LTD., Holcombe, near 
Bath. (Tel.: Stratton-on-the-Fosse 243.) 


HALL AND CO.. LTD., 8 Commercial Road, Parkstang 
(Tel.: 5379). 

MOREYS (VERWOOD), LTD., Verwood, Wimborne 
Dorset. (Tel.: Verwood 234.) Concrete aggre 
gates, building sand, hoggin, path gravel. 


ESSEX 


ALRESFORD SAND AND BALLAST CO., LTD., 
Alresford Creek, near Colchester, Essex. (Tel.: 
Wivenhoe 341/494.) Pits at Alresford Creek, Bright- 
lingsea, Stoke-by-Nayland, Bures end Holland. 
All grades of washed shingle, concreting sand 
and building sand. Road and water transport. 


BAKER, F. AND E., LTD., 73 High Road, Rayleigh, 
Essex. (Tel.: Rayleigh 1031/2.) Pits at Great 
Totham, Heybridge and West Tilbury. All grades 
of washed material supplied and delivered; also 
hardcore, ashes and bricks. 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 

BUCBRICKS COMPANY, LTD., Sand and Ballast Pits, 
Martells, Ardleigh, Colchester. (Tel.: Ardleigh 
310.) All grades of washed aggregates, sand, 
building sand, asphalt, grit. Sterilised dry sand 
accurately graded to buyers’ requirements. 

DANGERFIELD, F. J., & CO., LTO., 261A Finchley 
Rd., London, N.W.3. (Tel.: HAMopstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 


FERRIS PITS, LTD., The Limes Garage, Fencepiece 
Road, Barkingside, Essex. (Tel.: Hainault 5271/2- 
3001/2.) Pits at Orsett, near Stanford-le-Hope, 
and Upminster. All grades of washed aggregates, 
plastering and obuliding sands supplied and 
delivered, also hardcore and ashes. 

HALL AND CO., LTD., Manor Road, Romford. (Tel.: 
Romford 42321.) Pits at Aveley, Boreham and 
Linford, near Grays. Gravel aggregates, concreting, 
plastering and building sand. 

HUNNABLE, F. A., AND SON, LTD., Rayne Road, 
Braintree, Essex (Tel.. Braintree 151 and 1351.) 
Graded washed stone, ‘gin. to rejects; washed 
concreting sand and washed soft building sand. 
Classified sand for asphalt. Ready mixed concrete 
to all grades. Pits at Braintree, Bocking, Beasie~ 
End, Hedingham and Alphamstone. 

LEIGH BUILDING SUPPLY CO., LTD., Head Office: 
956 London Road, Leigh-on-Sea, Essex. (Tel.: 
78264—5 lines.) All grades washed materials, 
building sand, hardcore, ashes, bricks, granite. 

PETERS AND BARHAM, LTD., 309 South Street. 
Romford. (Tel.: Romford 44141—7 lines.) Washed 
and crushed gravel, all sizes; sand. Pits at Asheld- 
ham, Chignall St. james, Dagenham, Grea\ 
Waltham, North Ockendon, Roxwell, West Thurrock 

PINCH, L. A. AND A., LTD., Upper Rainham Road, 
Elm Park, Hornchurch, Essex. (Tel.: Hornchurch 
48912/3/4.) Haulage, all aggregates and 
excavation. 

READ, P. T., LID., Fairlop Airfield, Forest Road, 
\iford. (Tel.: Hainault 6111/2/3.) High-grade 
sands, ballast and shingles supplied and delivered; 
also ready-mixed concrete. 

ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. Ives, Hunts. (Tel.: St. ives 
2441/2/3/4 and Halstead 2323.) Pits at St. ives 
and Gosfield, near Halstead. 

STANWAY CONTRACTS, LTD., Upper Edwards Hali 
Ea.cwood, Southend-on-Sea. (Tel.: Eastwood 55161.) 
Sand and gravel pits at Rochford and Woodham 
Walter. Graded aggregates supplied or delivered. 


WIVENHOE SAND, STONE AND GRAVEL CO., 
LTD., Wivenhoe, near Colchester, Essex. (Tel.: 
Wivenhoe 231.) High-quality washed aggregates 
of all grades. 


GLOUCESTERSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Soars 
Hill, Oxford. (Tel.: Oxford 35421—10 lines.) Pits 
at Ory Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.: Sutton Courtenay 275.) 
Theale, near Reading. (Tel.: Theale 358.) Dorches- 
ter, Oxon. (Tel.: Clifton Hampden 236.) Billing. 
Northampton. (Tel.: Cogenhoe 464) for washed 
and graded aggregate. to 8.S.S. 

BENGRY AND SONS, LTD., Longmoor, Kingsland. 
Leominster, Herefordshire. (Tel.: Kingsland 301/4.) 
(See details under Herefordshire.) 

COKE, T. F. (CHELTENHAM), LTD., 267 Gloucester 
Road, Cheltenham. (Tel.: Cheitenham 4717/4874.) 
Sand, graded gravel aggregates, hardcore, lime- 
stone, chippings, tarred and bituminous limestone, 
concrete blocks. fence posts, etc. etc. 

CROMHALL QUARRIES, LTD., Cromhall, Wotton- 
under-Edge, Glos. (Tel.: Faifield 346/7.) Concrete 
aggregates, pre-graded In large quantities. Tar- 
macadam, tarpaving, bituminous macadam and 
cold asphalt to 8.S.S. for hand or machine laving. 

FLOYD AGAR AND CO., LTD., Sherston, Malmesbury, 
Wilts. (Tel.: Sherston 237.) Cotswold building 
stone, hardcore, etc. (Details under Wiltshire.) 

GRIFFITHS, A., AND SONS, Churchdown, Gloucester. 
(Tel.: Churchdown 3135 and 2216.) Pit. quarry 
and dredger owners. All grades and types 
aggregate materials 

HALL AND CO., LTD., Longmoor House, Ashton Vale 
Road Bristol. 3 (Tel.: 63001.) Gravel aggregates, 
concreting, plastering and buliding sand. 
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GLOUCESTERSHIRE 


POOLE (LECHLADE), LTD., Gravel Pit, Surford 
Road, Lechiade, Glos. (Tel.: Lechiade 219.) 
TAYMAC, LTD., Wootton Bassett, Swindon. (Tel.: 

Wootton Bassett 391—S lines.) (See Wiltshire.) 
WHITECLIFF QUARRIES AND BRICKWORKS, LTD., 
Coleford, Gios. (Tel.: Coleford 3158/9.) Tarred and 
bituminous limestone macadams, asphalt, concrete 
aggregates, dolomitic media, engineering, facing and 
common bricks for all purposes. Delivery road or rali. 


HAMPSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Boars 
Hill, Oxford. (Tel.: Oxford 35421—10 lines.) Pits 
at Dry Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.: Sutton Courtenay 275.) 
Theale, near Reading. (Tel.: Theale 358) 
Dorchester, Oxon. (Tel.: Clifton Hampden 236.) 
Billing, Northampton (Tel.: Cogenhoe 464) for 
washed and graded aggregates to B.S.S. 

BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 

BULL BROS., S$ AND L., LTD., 126A High Street 
Winchester. (Tel.: 2264.) Concreting aggregates 
(reconstituted, pit-mixed, welghbatched to meet 
any specification); also ballast, hoggin, path gravel 
and sand from own _ opits at Fawley, Lockerley, 
Ringwood, Romsey, Sway and Totton. 

OANGERFIELD, F. J.. AND CO., LTD., 261A Finchiey 
Road, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

GILSON, S. C. AND SONS, LTD., Holcombe, near 
Bath. (Tel.: Stratton-on-the-Fosse 243.) 

HALL AND CO., LTD., Baltic Wharf, Marine Parade 
Southampton (Tel.: Southampton 21234), and at 
Portzmouth. Pits at Ringwood, Highbridge and 
Totton. Gravel aggregate, concreting, plastering 
and bullding sand. 

HASKINS, G., AND SONS, Queen Street, Emsworth. 
For washed sands and graded aggregates. path 
and road gravels, hoggin, clinker, ashes (Tel.: 
Emsworth 2271.) 

MOREYS (VEFWOOD), LTD., Verwood, Wimborne, 
Dorset. (Tal.: Verwood 234.) Concrete aggregates, 
buliding sand, hoggin, path gravel. 

NEW MILTON SAND AND BALLAST CO., Lymington 
Road, New Milton, Hants. (Tel.: 37 and 566.) 
Guaranteed uncrushed, washed, screened and 
Graded concrete aggregates. Aj! sizes. Washed 
sharp and fine sands. 

PRIVETT, W. G.. AND SONS, LTD., Drayton Lane, 
Portsmouth. (Tel.: Cosham 70059.) Concrete 
aggregates, buliding sand, hoggin, ashes, washed 
and graded filter media, etc. 

RALPH OF BASINGSTOKE, LTD., 37 Kempshott Lane, 
Basingstoke, Hants. (Tel. 8S.) Concrete aggregates, 
buliding sand, path gravel, hoggin, etc. 

WESSEX SAND AND GRAVEL CO., 126 Hillside 
Avenue Southampton (Tel. S6616.) Pits at 
Romsey and Fair Oak. Concrete aggregates, 
hoggin, buliding sand, etc. 

WRAYSBURY SAND AND GRAVEL CO., LTD., 
Station oad, Theale, Reading, Serks. (Tel. 
Theale 373.) 


HEREFORDSHIRE 


SENGR/ AND SONS. LTD., Longmoor, Kingsland, 
Leominster, Herefordshire. (Te!l.: Kingsiand 301/4.) 
Suppliers of all grades of crushed concrete aggre- 
gates, road metailing, pitching stone, hardcore and 
costed macadam. 

CLEE HILL TRANSPORT AND ROLLING CO., LTD., 
Ludiow, Salop (Cleehilistone 284). (See Shrops.) 

NASH ROCKS STONE AND LIME CO., LTD., 
Presteigne, Radnor (Tel.: Presteigne 352.) All 
grades of tarred and bituminous macadam, road- 
utone, chippings and concrete aggregates. etc 

©LD RADNOR TRADING CO., LTD., Kington. 
(Tel. 421.) Granite and limestone aggregates, 
coated macadam, concrete products. 


SALOP SAND AND GRAVEL SUPPLY co., 
Admastor, Wellington (Tel. 961), Salop. 

WJITECLIFF QUARRIES AND GRICKWORKS, LTD., 
Coleford. Glos (Tel. 3158/9.) (See Gloucestershire.) 


HERTFORDSHIRE 


{| ARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 

SANGERFIELD, F. J... AND CO., LTD., 261A Finchley 
Road, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts (See London.) 

[ASTWOODS SALES, LTD., Eastwood House, City 
Road, E.C.1. (Tel.: Clerkenwell 2040.) Broxbourne 
pit. (Tel.: Hoddesdon 2456.) Producers and 
distributors of all grades of washed aggregates. 


SABRIEL, C., LTD., Palmers Lane, Enfield, Middx. 
(Tel.: HOWard 4351/2/3.) Washed aggregates and 
buliding sand. Pits at Hertford and Enfield. 

AALL AND CO., LTD., Railway Yard, Orchard Road, 
Stevenage (Tel.: 775), and at Hatfeid. Gravel 
aggregates, concreting, plastering and buliding sand. 

HARTIGAN, G. F. X., LTD. (See Buckinghamshire.) 

5ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. Ives, Hunts. (Tel.; St. Ives 
2441/2/3/4.) (See Huntingdonshire for detalis.) 

WEBB, G., CAMBRIDGE, 35 Magrath Ave., Cambridge. 
(Tel. 59966, 53969, 50353 (night) ). (See Cambs.) 


WINFIELD, HENRY, LTD., Pix Farm Lane, Hemel 
Hempstead, Herts. (Tel.: Berkhamsted 1208/9.) 
Pits at: Hemel Hempstead, Watford, West Hyde, 
Rickmansworth. Concrete aggregates, hoggin, 
bullding sand. 


HUNTINGDONSHIRE 


ARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London’ ViGilant 2530.) (For details, see Leics.) 

JERRERSAND AGGREGATES, LTD., Northampton 
Road Quarries, Rushden (2354/5). (See Northants.) 


GRAVEL PRODUCTS (HUNTS.), LTD., Little Paxton, 
St. Neots, Hunts. (Tel.: St. Neots 308.) Pits at 
Eee Paxton, St. Neots, Hunts.; and Biunham, 
eds. 

NENE BARGE AND LIGHTER CO., LTD., Market 
Chambeis, Peterborough (Tel. 5534/5), and Ship 
End Quarries, Wansford, near Peterborough (Tel.: 
Wansford 384/5). Roadstone, hardcore, broken 
Stone, ballast, ashes, silica clay and sand. 








HUNTINGDONSHIRE 
6ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. ives, Hunts. (Tel.; St. ives 


2441/2/3/4.) Producers of ali grades of washed 
sand and gravel. Ready mixed concrete. Precast 
concrete of every description 

WEBB, G., CAMBRIDGE, 35 Magrath Ave., Cambridge. 
(Tel. 59966, 53969, 50353 (night) ). (See Cambs.) 


KENT 


BRASTED SAND PITS, GBrasted, Kent. (Tel. 586) 
London office: 10A Ellery Street, S.E.15. (Tel.: 
New Cross 3337.) Soft and plastering sands, 
lime and sand-mix dry, hardcore, S.H. bricks, 
ashes, etc. 


BROWN BROS. (SITTINGBOURNE), LTD., Chalkwell 
Road, Sittingbourne, Kent. (Tel.: Sittingbourne 
330.) Sand, ballast, shingle, hoggin, hardcore, 
clinker, chalk, etc. 

CLUBB, Jj., LTD., Dartford, Kent. (Tel.: Dartford 
25431.) Pits In North Kent, Medway area and 
Sevenoaks district. All washed and crushed gravel 
aggregates, concreting and building sand. 


DIAMOND TREAD CO. (1938), LTD., Ditton Court 
Quarry, Larkfield, near Maidstone. (Tel.: West 
Malling 3444.) Quarry owners; tarmacadam, bitu- 
minous macadam and dry road stone manutac- 
turers and suppliers. Head Office: 21-22 Old Bailey, 
London, €.C.4. (Tel.: City 7001—10 lines.) 


DIAMOND TREAD CO. (CHART), LTD., Swan Lane 
Quarries, Little Chart, Ashford, Kent. Quarry 
Owners; tarmacadam, bituminous macadam and dry 
roadstone suppliers. All inquiries to Area Office: 
Ditton Court Quarry, Larkfield, near Maldstone, 
Kent. (Tel.: W. Maling 3444.) 

HALL AND CO., LTD., Canning Street, Maidstone 
(Tel.; Maidstone 51051); and at Folkestone and 
Hayes Pits at Lunsford, near Larkfieid Gravel 
aggregates, concreting plastering and  obuliding 
sand, Surecrete precision-mixed concrete 

HARRIS, M. P., AND CO., LTD., Station Road, 
Paddock Wood. Kent (Tel. 385). (See Sussex.) 

TILBURY CONTRACTING AND DREDGING CO., 
LTD., Postley, Maidstone. (Tel.: Maidstone 55401/ 
2/3.) Suppliers of tarred, bituminous and dry 
Kentish ragstone, sea walling, asphalt fillers, 
Scotch granite and kerbing. 


LANCASHIRE 


BROOMBYS, LID.. Sandside, Milnthorpe (Tel. 3251/2), 
Westmoriand. (See Westmorland.) 

BUCKTON QUARRY. Groken stone, all grades. (Tel.: 
Mossley 123.) Or write Main Road, Oldham. 
CASTLETON SAND AND GRAVEL QUARRIES, LTDO., 
Trows Lane, Castleton, nr. Rochdale. (Tel.: Castle- 
ton 57100.) Lee Quarries, Bacup. (Tel.: Bacup 
287.) Washed pit sand, crushed washed stone 

aggregates; pitching stone. 

CROXDEN GRAVEL, LTD., Cheadle, Stoke-on-Trent, 
Staffs. (Tel.: Tean 393.) Manchester Office: 
seackiriars 3766/7. Plant capacity, 2,000 tons per 
ay 

DUNNING AND SON, LTD. (See Shropshire.) 


HARTLEY, JOHN W., LTD., Lundsfield Quarry, Carn- 
forth, Lancs. (Tel.: Carnforth 100.) Large pro- 
ducers of highest quality washed sands, clean 
washed natural pebble and crushed gravel aggre- 
gates for all construction purposes. 

HILTON GRAVEL, LTD., Rice Street, Liverpool Road, 
Manchester, 3 (Tel.: Deansgate 5455 and 5456.) 
Quarries at Cheadle, Staffs (Tel.: Tean 241.) And 
at Longton, Stoke-on-Trent. (Tel.: Longton 32196.) 

HULLAND GRAVEL CO., LTD., Cheadle, Stoke-on- 
Trent. (Tel: Cheadie 2323/4, 2119 and 2195.) 
Manchester Office: 464 Wilbraham Road, Choriton, 
Manchester 21 (Tel.: Choriton 2274/5.) 


PENMAENMAWR AND WELSH GRANITE CO., LTD., 
all sizes and gradings of crushed granite aggregate 
immediate delivery ex stock. 

Liverpool and Preston Depots: 
Office: 7 Picton Road, Liverpool, 15. 
(Tel.: Sefton Park 7261.) 
Manchester Depot 
Office: Cornbrook Road, Manchester, 15 
(Tel.: Trafford Park 3830.) 

TERN HILL SAND AND GRAVEL CO., LTD., 
Almington Quarries, near Market Drayton, Staffs. 
(Tel.: Hales 261/2/3.) (See Staffs for details.) 

TRENTHAM GRAVEL CO., LTD., Lordsiey Quarries, 
Willoughbridge, near Market ODrayton, Salop. 
(Tel.: Pipe Gate 304/S5.) All sizes crushed or 
natural washed gravel. Twice-washed sharp 
concreting sand. Plastering sand. Plant capacity: 
2,000 tons per day. 


WITHERS LIMESTONE, LTD., Black Lane Quarry, 
Carnforth. (Tel.: Carnforth 327.) Graded limestone 
aggregate to 8.S.S., all sizes. Immediate delivery 
ex stock. 

X.L. GRANITE (INGLETON), LTD., Head Offices: 
Clapham, via Lancaster. (Tel.: Clapham 318/9.) 
Works Tel.: Ingleton 231. All sizes and gradings 
of ingleton granite aggregate. 


LEICESTERSHIRE 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London Office—vViGilant 2530.) Best Leicester- 
shire grey granite, dry and coated gradings to any 
specification, cold asphalt and wet mix. Prompt 
rail/road delivery. 

CLIFFE HILL GRANITE CO., LTD., Markfield, near 
Leicester. (Tel.: Markfield 561/2/3.) Granite 
aggregates to B.S.S. All sizes. arred and bitu- 
minous granite, concrete slabs and kerbs. Transit- 
mixed concrete. 

DUSTON STONE QUARRIES, LTD., New Duston, 
Northampton. (Tel.: Brixworth 278 and 298; 
Duston SOS.) (See Northamptonshire.) 

ENDERBY AND STONEY STANTON GRANITE CO., 
LTO., 21 New Walk, Leicester (Tel. 56682). 
Quarries at Enderby. London Offices: 29 Dorset 
Square, N.W.1. (Tel.: Amb. 1141.) 

HILTON GRAVEL, LTD., Hemington Fields, near 
Shardiow, Derby. (Tel.: Shardiow 266.) 

HOVERINGHAM GRAVEL CO., Hoveringham, Notting 
ham. (Tel.: Lowdham 3171—15 lines.) (For 
details, see Nottinghamshire.) 

MOUNTSORREL GRANITE CO., LTD., 21 New Walk, 
Leicester (Tel. 56682). Quarries at Mountsorrel, 
near Loughborough. 'gin. pink granite a speciality. 
London Office: 29 Dorset Sq., N.W.1. (Amb. 1141.) 


LEICESTERSHIRE 


WANLIP GRAVELS, LTD., Wanlip Road, Syston, 
Leicester. Any size or grading, scientifically 
balanced ballast. All to 6.S.S.  (Tel.: Syston 
2327 and 2797.) 

WREAKE VALLEY GRAVELS CO., LTD., Melton 
Mowbray. (Tel.: Pits—Rotherby 205 or head office 
Melton 2488.) All grades washed aggregates and 


sand. 
LINCOLNSHIRE 


CONINGSBY SUPPLY CO., LTD., Registered Office: 
The Broadway, Woodhall Spa, Lincs. (Tel.: Woodhall 
Spa 3150.) Screened limestone, hardcore, pitching, 
filling, flint, hoggin. Ex quarries or delivered, 


DOW-MAC (PRODUCTS), LTD., Tallington, Stamford 
All grades of washed sand and gravel. (Tel.: 
Market Deeping 2301.) 

EAST MIDLANDS BUILDERS’ SUPPLY CO., 21 Castle. 
dyke West, Barton-on-Humber, Lincs. (Tel.: Barton 
2189.) All grades washed sand and gravel, road- 
stone, hardcore, washed silica sand. 

GIBBONS, F. B., AND SONS, LTD., Registered Office: 
Welby House, Market Deeping, near Peterborough. 
(Tel.: Market Deeping 3321/2383.) Pits at Lang- 
toft, near Peterborough. (Tel.: Market Deeping 
2210.) All grades washed sand and aggregates. 

HARTSHOLME GRAVEL AND SAND CO., LTD., 
Hartsholme Wood, Doddington Road, Lincoln. Sole 
selling agents: Hartsholme Sales, Ltd., 17 West 
Parade, Lincoln. (Tel.: Lincoln 23391.) 

HOVERINGHAM GRAVEL CO., Hoveringham, Notting- 
ham. (Tel.: Lowdham 3171—-1S Iines.) (For 
details, see Nottinghamshire.) 

HURDISS, J. W., LTD., Victoria Street, Grimsby (Tel.; 
Grimsby 3657) and Caistor (Tel.: Caistor, Lincs., 
281). Building, plastering, concreting sand, alsc 
gravel, ballast, hoggin and roadmaking materials 

PETERBOROUGH QUARRIES, LTD., Sandylands, 
Maxey. Peterborough. (Tel.: Market Deeping 
2355—-3 lines.) Quarry at Ropsiey, all grades of 
hardcore and broken stone. (See also Northants.) 

POLLARD, C., AND SON (TALLINGTON), LTD., 
Walk House, Langtoft, Peterborough. Pits at 
Tailington, near Stamford, Lincs. (Tel.: Market 
Deeping 2140.) All grades washed sand and 
aggregates. For ‘‘ Supercrete"’ ready mixed 
concrete, ‘phone Market Deeping 3132. 

TRENTFORD GRAVELS, LTD., Head Office: Deansgrove 
Grimsby. (Tel.: Grimsby 5354.) Washed and graded 
gravel and sand, roadstone, hardcore, siag, tarmac, 
ashes, etc. Pits and quarries throughout the county 


LONDON 


BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 

BUCBRICKS COMPANY, LTD., 57 Piazza Chambers, 
Covent Garden, London, W.C.2. (Tel.: Covent 
Garden 0534.) All grades of washed aggregates, 
sand, building sand, asphalt, grit. Sterilised dry 
sand accurately graded to buyers’ requirements. 

cox, H., AND SONS, LTD., 

33 Southampton Way, 
Camberwell, S.E.S. 
(Tel.: Rodney 2215—=3 lines.) 

OANGERFIELD, F. J.. AND CO., LTD., 261A Finchley 
Road, N.W.3. (Tel.: HAMpstead 8044-8. )Granite 
limestone or slag, coated or dry, all sizes and 
pitching, granite kerb and setts, felspar quartz and 
other minerais by road or rail. or ex London stock 

DORSET LIMESTONES, LTO., Bumpers Lane, Easton 
Portland, Dorset. (Tel.: Portland 2207/8.) (For 
details, see Dorset.) 

ORINKWATER, W. W. (WILLESDEN), LTD., Dudden 
Hill Lane, Willesden, N.W.10. (Tel.: GlAdstone 
6400/5.) Pits: Rush Green, Denham, Bucks. (Tel. 
Denham 2241/2/3.) Also Staines Road, Hounslow 
Heath. Middlesex. (Tel.: Hounslow 6222/3.) 

GABRIEL, C.. LTD., Palmers Lane, Enfield, Middx 
(Tel.: HOWard 4351/2/3.) Washed aggregates and 
building sand Pits at Enfield and Hertford. 

GREENHAM SAND AND BALLAST CO., LTD., 
Chertsey Road, Feltham. (Tel.: Feltham 2285/7.) 
Pits at Hounslow, Feltham and Staines. Concrete 
aggregates, plastering and building sand. 

HALL AND CO., LTO., Chantrey House, Eccleston 
Street, S.W.1 (Tel.: Sloane 7122), and at East 
Dulwich, Poplar and Wandsworth. Gravel aggre- 
gates, concreting, plastering and bullding sand 

HARTIGAN, G. F. X., LTD. Washed sharp sand to 
B.S.S. 882. (See Buckinghamshire.) 

KEEN, W. J., AND SONS, 18 Granville Road, Epping 
Essex. (Tel.: Epping 2520.) All sands, tallas(s. 
shingle and hardcore supplied. 

LONDON BALLAST CO., LTD. (Tel.: Paddington 5064.’ 
SSA Porchester Terrace North, Paddington, W.2 

READ, P. T., LTD., Gales Gardens, Bethnal Green. 
E.2. (Tel.: Shoreditch 9128/9.) All sands, ballast 
and shingles supplied and delivered; also ready 
mixed concrete. Pits: Fairlop Airfield, Forest Road 
\lford, Essex. (Tel.: Halnault 6111/2/3.) 


MERIONETHSHIRE 


SALOP SAND AND GRAVEL SUPPLY ce. 
Admaston, Wellington (Tel. 961), Salon. 





MIDDLESEX 
CROSS, GEO. C., AND CO., LTD., Uxbridge Road. 
Southall. (Tel.: Southall 2264/S/6.) Concrete 


aggregates, hardcore, excavations, . demolitions 


ORINKWATER, W. W. (WILLESDEN), LTD., Staines 
Rd., Hounslow Hth., Middx. (Hounslow 6222/3.) 

GABRIEL, C., LTD., Palmers Lane, Enfield, Middx 
(Tel.: HOWard 4351/2/3.) Washed aggregates and 
building sand. Fits at Enfield and Hertford. 

GREENHAM SAND AND BALLAST CO.,LTD. 
Chertsey Road, Feltham. (Tel.: Feltham 2285/7.) 
Pits at Hounslow, Feltham and Staines. Contrete 
aggregates, plastering and building sand. 

GRUNDON, S&., 79 Harlington Road, Hillingdon. 
Middlesex. (Tel.: Uxbridge 4156.) Sand, ballast. 
shingle, hardcore, ashes, excavation and demolition 

HALL AND CO., LTD., Chantrey House, Eccleston 
Street, S.W.1 (Tel.: Sloane 7122), and at Ashford 
and Brentford. Pit at Bedfont, near Feltham. 
Gravel aggregates. concreting, plastering ané 
building sand. 

LONDON BALLAST CO., LTD. (Tel.: Paddington 59st). 
SSA Porchester Terrace North, Paddington, W.2. 
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MIDDLESEX 


READ, P. T., LTO., Gales Gardens, Bethnal Green, 
E.2. (Tel.: Shoreditch 9128/9.) All sands, ballast 
and shingles supplied and delivered: also ready- 
mixed concrete Pits: Edmonton Gravei Pit, 
Montagu Road, N.9 (Tel.: Shoreditch 9128/9), 
and Fairlop Airfield. Forest Road. Iiford (Tel 
Hainault 6111 °2) 

STUART MACEY, LTD., Gordon Road, High Wycombe 
(Tel.. High Wycombe 2591/2.) 

THAMES SAND AND GRAVEL CO., LTD., Fordbridge 
Road, Shepperton. (Tel.: Walton-on-Thames 23616.) 
Gravel aggregates, concreting, plastering and 
building sand 

WRAYSBURY SAND AND GRAVEL CO., LTD. Pits 
at Wraysbury. (Tel.: Wraysbury 164.) Gravel 
aggregates, concreting, plastering and building sand 


MID-WALES 


SENGRY AND SONS, LTD., Longmoor, Kingsland, 
Leominster, Herefordshire. (Tel.: Kingsland 301/4.) 
(See details under Herefordshire.) 

NASH ROCKS STONE AND LIME CO., LTD., 
Presteigne, Radnor. (Tel.: Presteigne 352.) (See 
Herefordshire for details.) 

OLD RADNOR TRADING CO., LTD. Quarries in 
“> aia (Tel.: Kington 421.) (See Hereford- 
shire. » 

SALOP SAND AND GRAVEL SUPPLY CO., 
Admaston, Wellington (Tel. 961), Salop. 

TERN HILL SAND AND GRAVEL CO., LTD., 
Aimington Quarries, near Market Drayton, Staffs. 
(Tel.: Hales 261/2/3.) (See Staffs. for details.) 


MONMOUTHSHIRE 


IN-SITU CONCRETE, LTD., Victoria Works, Ebbw Vale 
(Tel. 3032), and Phoenix Works, Cardiff (Cardiff 
63311), for limestone and slag aggregates, ready- 
mixed concrete, tarmacadam, media. filling, etc., 
kerbs and pavings 

MONMOUTHSHIRE ASSOCIATED QUARRIES, LTD., 
Head Office: 38 Chepstow Road, Newport, Mon. 
(Tel.: Newport 58311/2.) Suppliers of ali grades 
of concrete aggregates, road metailing, pitching 
stone, tarmacadam and bituminous macadam in 
limestone, dolomite and blue oennant stone. 
Quarries throughout the county 

WHITECLIFF QUARRIES AND BRICKWORKS, LTD., 
Coletord, Glos. (Tel. 3158/9). (See Gloucestershire.) 


MONTGOMERYSHIRE 


NASH ROCKS STONE AND LIME CO., LTD., 
Presteigne, Radnor. (Tel.: Presteigne 352.) (See 
Herefordshire for details.) 

SALOP SAND AND GRAVEL SUPPLY CO., Admaston, 
Wellington (Tel. 961), Salop. 


NORFOLK 


GARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTO., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 


JOHNSON, P. C. H., LTD., Statlon Road, Terrington 
St. Clement, near King's Lynn. (Tel.: Terrington 
St. Clement 248.) Washed and screened gravel, 
roadstone, washed sharp and fine sands 

ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. Ives, Hunts. (Tel.: St. Ives 
2441/2/3/4 and Coney Weston 12.) Pits at 
St. Ives and Knettishall, near Thetford. 

SNETTERTON STONE QUARRIES, LTO., Pix Farm 
Lane, Hemel Hempstead, Herts. (Tel.: Berkham- 
sted 1208/9.) Pits at Snettertcn. Concrete 
aggregates, buliding sand. 

THORPE GRAVEL PITS. LTD., Harvey Lane, Norwich. 
(Tel.: Norwich 33243/4.) Washed and graded 
aggregates, stone and gravel delivered to al! parts 
of Norfolk and Suffolk. 








NORTHAMPTONSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Soars 
Hill, Oxford. (Tel.: Oxford 35421—10 lines.) Pits 
at Dry Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.: Sutton Courtenay 275.) 
Theale, near Reading. (Tel.: Theale 358.) Dorches- 
ter, Oxon. (Tel.: Clifton Hampden 236.) Billing, 
Northampton (Tel.: Cogenhoe 464) for washed and 
graded aggregates to 8.S.S. 

SARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8: or 
London: ViGilant 2530.) (For details, see Leics.) 

BICESTER STONE CO., LTD., Stratton Audley, 
Bicester, Oxon. .fel.: Stratton Audiey 238.) Manu- 
facturers and suppliers of all grades limestone 
tarmacadam, dry. pitching stone, hardcore, etc. 

BILLING GRAVEL CO., LTD., Station Road, Billing, 
Northampton. (Tel.: Cogenhoe 219.) London Office: 
23 Berkeley Square, W.1. (Tel.: Mayfair 6341.) 

GRAYBROOK, E. W., LTD., Newton Road, Higham 
Ferrers, Northants. (Tel.: Rushden 3344 and 3345.) 
All grades of washed and graded aggregates to 
B.S.S., building sand, hardcore. 

DOW-MAC (PRODUCTS), LTD., Tallington, Stamford. 
All grades of washed sand and gravel (Tel.: 
Market Deeping 2301.) 

OUSTON STONE QUARRIES, LTD., New Duston, 
Northampton. (Tel.: Brixworth 278 and 298; 
Duston SOS.) Producers of buliding and walling 
stone roadstone, hardcore, broken stone, ashes, 
sand, gravel and hoggin. Immediate delivery 
throughout Northamptonshire. 

FERRERSAND AGGREGATES, LTD., Northampton 
Road Quarries, Rushden, Northants. (Tel.: Rushden 
2354/5.) Largest producers In the county of all 
Grades of high-quality concrete aggregate to 8.S.S. 
Deliveries throughout Northamptonshire and ad- 
Joining counties. 

GIBBONS, F. B., AND SONS, LTD., Welby House, 
Market Deeping, Peterborough. (Tel.: Market 
Deeping 3321/2383.) (See Lincolnshire for details.) 

HOVERINGHAM GRAVEL CO., Hoveringham, Notting- 
ham. (Tel.: Lowdham 3171—15 lines.) (For 
details. see Nottinghamshire.) 

KETTON STONE CO. (Prop. Andrew's Garage), Ketton, 
near Stamford. (Tel.: Ketton 206.) Hardcore, 
foadstone, crushed stone, top soll, silica clay. 
Quarries at Ketton 

MACKANESS, A. J., LTD., Ransome Road, North- 
ampton. (Tel.: Northampton 589.) Producers of 
all grades of washed aggregates. Buliding sand. 
Mixmortar (lime/sand mortar). Prompt deliveries. 

NENE BARGE AND LIGHTER CO., LTD., Market 
Chambers, Peterborough (Tel. 5534/5), and Ship 
End Quarries, Wansford, near Peterborough (Tel.: 
Wansford 384/5). Roadstone, hardcore, broken 
Stene, ballast, ashes, silica clay and sand. 


NORTHAMPTONSHIRE 


NEWARK (PETERBOROUGH) SAND AND GRAVEL 
CO., LTD., 127 Eastfield Road, Peterborough. (Tel.: 
Peterborough 2091.) All grades washed and 
screened gravel and sand. 

PETERBOROUGH QUARRIES, LTD., Sandylands, 
Maxey, Peterborough (Tel.: Market Deeping 
2355S.) Eight quarries supplying all grades of hard- 
core and broken stone. Also Wetmix at Yarwell, 
Wansford. All grades gravel and sand at Maxey. 


POLLARD, C., AND SON (TALLINGTON), LTD., 
Walk House, Langtoft, Petertorough. (Tel.: Market 
Deeping 2140.) (See Lincolnshire for details.) 


STORTON, F. E., LTD., Weedon Road, Northampton. 
(Tel.: Northampton 3358.) Producers of washed 
gravel and sand to B.S.S. 


NORTH WALES 


CAWOOD, WHARTON AND CO., LTD., Pistyll Gwyn 
Quarry, Lianarmon, near Mold. (Tel.: Lianarmon- 
yn-lal 27.) Crushed limestone and tarred macadam, 
all grades. 

CHESHIRE AND NORTH WALES TARRED 
MACADAM CO., LTD., Lianarmon, near Mold. 
(Tel.; Lianarmon-yn-Yale 43.) Hard, broken lime- 
stone; dry and coated to 8.S.S. Inquiries to 
Registered Offce—Market Chambers, Tower 
Square, Tunstall, Stoke-on-Trent. (Tel.: Stoke-on- 
Trent 88094.) 


ENSTON BROS., Liwyn Isaf Quarry, Clynnog Fawr, 
Caernarvon. (Tel.: Clynnon Fawr 297/8.) All 
sizes crushed, washed natural sand and gravel. 
Highest quality. Precast concrete products, ex_our 
Grifhths Crossing Factory, Caernarvon. (Tel.: 
Caernarvon 2535/6.) Crushed granite ex our 
quarry, Pengwern and Gwydyr Quarries, Ltd., 
Trefriw, Lianrwst, Denbighshire. (Lianrwst 38.) 

PENMAENMAWR AND WELSH GRANITE CO., LTD. 
Quarries at Penmaenmawr (Tel. 2256/8), and at 
Trevor (Tel.: Clynnogfawr 223), Caernarvonshire. 
All sizes and gradings of crushed granite aggre- 
gate. Any quantity per day; Immediate delivery 
ex stock. Coated granite also available. 

RUTHIN AND DENBIGH TARMACADAM CO., LTD. 
(a member of the Lunt, Comley and Pitt Group), 
Denbigh. (Tel.: Denbigh 75.) Lime, limestone, 
carbonate of lime, tarmacadam, etc. Also inquiries 
to Lunt Bros., Ltd., Gazette Buildings, 168 Cor- 
poration Street, Birmingham (Tel.: Central 7408), 
and Lunt Bros., Ltd., Stourbridge (Tel. 5201— 
8 lines). 

TERN HILL SAND AND GRAVEL CO., LTD., 
Almington Quarries, near Market Drayton, Staffs. 
(Tel.: Hales 261/2/3.) (See Staffs. for detalls.) 


NOTTINGHAMSHIRE 


AIZLEWOOD, DOUGLAS E., 3ow Bridge, Rotherham. 
(Tel.; Rotherham 2622.) Crushed and graded 
limestone; all grades of washed gravel and sands. 

BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London. VIGiiant 2530.) (For details, see Leics.) 

GLEN QUARRIES, LTD., Central Chambers, Wellgate, 
Rotherham. (Tel.: Rotherham 5223.) Crushed 
and qraded stone, concreting sand, buliding sand, 
plastering sand and crushed gravel; could be 
collected ex quarry or delivered. 

GUNTHORPE GRAVELS (1958), LTD. (Tel.: Notting- 
ham 77357: and Works: Lowdham 2131.) (An 
associate cc pany of T. C. Campbell, Ltd.) All 
grades washed gravel and sand to 8.S.S. 

HOVERINGHAM GRAVEL CO., Hoveringham, Notting- 
ham. (Tel.: Lowdham 3171—15 lines.) Quarries 
at Hoveringham, Holme, Pierrepont Colwick, 
Bleasby and Newark. All grades of washed gravel 
and sand to any specification. Crushed quartzite 
foi surface dressing of roads a speciality. Plant 
capacity 8,000 tons per day. 

NEWARK GRAVEL AND CONCRET# CO., LTD., 
Grove Street. New Balderton, Newark, Notts. (Tel.: 
Newark 401.) All grades washed sand and aggre- 


gates 

NORTH NOTTS. GRAVEL CO., LTD., Belimoor, 
Retford, Notts. (See Yorkshire.) 

SALISBURY AND WOOD, LTD., Matlock. (Tel.: 
272/273.) (For details. see Derbyshire.) 


OXFORDSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Boars 
Hill, Oxtord. (Tel.. Oxford 35421—10 lines.) Pits 
at Ory Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.: Sutton Courtenay 275.) 
‘heale, near Reading. (Tel.: Theale 358.) Dorches- 
ter, Oxon. (Tel.: Clifton Hampden 236.) Billing, 
Northampton (Tel. Cogenhoe 464) for washed and 
Graded aggregates to 8B.S.S. 

BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTO., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For detalis, see Leics.) 

BENGRY AND SONS, LTD., Longmoor, Kingsiand, 
Leominster, Herefordshire. (Tel.: Kingsiand 301/4.) 
(See details under Herefordshire.) 

BICESTER STONE CO., LTD., Stratton Audley, 
Bicester, Oxon. (Tel.: Stratton Audiey 238.) Manu- 
facturers and suppliers of all grades limestone, 
tarmacadam, dry. pitching stone, hardcore, etc. 

CURTIS, J., AND SONS, LTD., Botley Works. Oxford 
(Tel.: Oxford 41081/2/3.) Sand and all grades of 
washed aggregates. Pits at Radley, near Abingdon. 
(Tel.:; Abingdon 441.) 

OANGERFIELD, F. J.. AND CO., LTD., 261A Finchley 
Road, London, N.W3 (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

DIX, G. H., AND SON, LTD., Freeland, Oxon. (Tel.: 
Freeland 234.) 

DUSTON STONE QUARRIES, LTD., New Duston, 
Northampton. (Tel.: Brixworth 278 and 298; 
Duston 505.) (See Northamptonshire.) 

GRUNDON, S., (EWELME), LTD., Ewelme, Oxon. 
(Tel.: Eweime 20.) London Office (Tel.: Uxbridge 
4156.) All grades washed aggregates. Path 
hoggin, broken stone, buliding sand. 

HAINES, H., (WITNEY), LTD., Oxford Road, Witney. 
(Tel.: Witney 42.) All grades washed aggregates, 
hardcore, pitching and broken stone, Cotswold 
buliding and walling stone. 

SNETTERTON STONE QUARRIES, LID., Pix Farm 
Lane, “emel Hempstead, Herts. (Tei.: Berkham- 
sted 1208/9.) Roadstone, Cotswold buliding and 
walling stone. 

WRAYSBURY SAND AND GRAVEL CO., LTD., 
Theale, Reading, Berks. (Tel.: Theale 373.) 





RADNORSHIRE 


BENGRY AND SONS, LTD., Longmoor, Kingsland, 
Leominster, Herefordshire. (Tel.: Kingsland 301/4.) 
(See details under Herefordshire.) 

CLEE HILL TRANSPORT AND ROLLING CO., LTD., 
Ludiow Salop (Cleehilistone 284). (See Shrops.) 

NASH ROCKS STONE AND LIM@ CO., LTD., 
Presteigne, Radnor (Tel.: Presteigne 352.) (See 
Heretordshire for details.) 

OLD RADNOR TRADING CO., LTD. Quarries in 
eoarennes (Tel.: Kington 421.) (See Hereford- 
shire. 

SALOP SAND AND GRAVEL SUPPLY CO., Admaston, 
Wellington (Tel. 961), Salop. 


RUTLAND 
GIBBONS, F. B., AND SONS, LTD., Welby House, 
Market Deeping, Peterborough. (Tel.: Market 


Deeping 3321/2383.) (See Lincolnshire for details.) 

HOVERINGHAM GRAVEL CO., Hoveringham, Notting- 
ham. (Tel.: Lowdham 3171—15 lines.) (For 
details, see Nottinghamshire.) 

KETTON STONE CO. (Prop.: Andrew's Garage), 
Ketton, near Stamford. (Tel.: Ketton 206.) Hard- 
core, roadstone, crushed stone, top soll, silica clay. 
Quarries at Ketton. 

PETERBOROUGH QUARRIES, LToD., Sandylands, 
Maxey, Peterborough. (Tel.: Market Deeping 
2355.) Quarry at Greetham, all grades of broken 
stone and hardcore. (See also Northamptonshire.) 

POLLARD, C., AND SON (TALLINGTON), LTD., 
Walk House, Langtoft, Peterborough. (Tel.: Market 
Deeping 2140.) (See Lincolnshire for details.) 


SCOTLAND 


KEIR AND CAWDER, LTD., Kirkintilloch Road, 
Bishopbriggs. (Tel.: Bishopbriggs 3200.) All grades 
washed sand and gravel aggregates. 


SHROPSHIRE 


BALLIDON QUARRIES, LTD., Bailidon, near Ash- 
bourne, Derbyshire. (Tel.: Parwich 201 and 202.) 
Clean and graded dry limestone to 8.S.S., all sizes, 
coated limestone to B.S. 802 and 1621 and wet- 
mix; large output; reliable deliveries. 

BENGRY AND SONS, LTD., Longmoor, Kingsland, 
Leominster, Heretordshire. (Tel.: Kingsland 301/4.) 
(See detalis under Herefordshire.) 

CLEE HILL TRANSPORT AND ROLLING CO., LTD., 
Ludiow, Salop. (Tel.: Cleehilistone 284.) Granite 
stone, tarmac, chippings, filter media, setts, 
limestone, crushed and walling stone, gravel, 
sand, hardcore and ashes. 

DORRINGION SAND AND GRAVEL QUARRIES, 
near Shrewsbury. (Tel.: Dorrington 276.) Supplies 
of ready mixed concrete, building sand, washed 
sand, washed and crushed gravel. 

DUNNING AND SON, LTD., Haughmond Quarry, near 
Shrewsbury. (Tel.: Upton Magna 286/7.) All 
grades of high-quality roadstone, concrete aggre- 
gates and coated macadam. Ali to 8.S.S. Any 
tonnage available for immediate delivery. 

NASH ROCKS STONE AND LIME CO., LTD., 
Presteigne, Radnor. (Tel.: Prestelgne 352.) (See 
Herefordshire for details.) 

CLD RADNOR TRADING CO., LTD., 
(Tel. 421.) (See Herefordshire.) 

SALOP SAND AND GRAVEL SUPPLY CO., 
Admaston, Wellington (Tel. 961), Salop. 

TERN HiILt SAND AND GRAVEL CO., LTD., 
Almington Quarries, near Market Drayton, Staffs. 
(Tel.: Hiles 261:2/3.) (See Staffordshire for dets.) 

TRENTHAM GRAVEL CO., LTD., Lordsiey Quarries, 
Willoughbridge, near Market Drayton, Salop. 
(Tel.: Pipe Gate 304/S.) All sizes crushed or 
natural washed gravel. Twice washed shard 
concreting sand. Plastering sand. Plant capacity 
2,000 tons per dav 


SOMERSET 


ASHAM QUARRY CO., LTD., Chantry, Frome. (Tel.: 
Nunney 351.) A! sizes timestone block, broken 
and aggregates. Tarred and bituminous macadam 
to BS. Ex quarry and delivered. 

DANGERFIELD, F. j.. AND CO., LTD., 216A Finchley 
Road, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs. setts. (See London.) 

GILSON, S. C., AND SONS, LTD., Holcombe, near 
Bath (Tel.: Stratton-on-the-Fosse 24%.) 

HALL AND CO., LITD., Longmcor House, Ashton Vale 
Road. Bristol, 3. (Tel. 63001.) Gravel aggregates, 
concreting, plastering and buliding sand. 

WAINWRIGHT, JOHN, AND CO., LTD., Shepton 
Mallet (Tel.: Shepton Mallet 2366/7.) All sizes 
basalt, coated basalt, concrete aggregates, filtering 
media, building blocks and slabs. 


SOUTH SCOTLAND 


ESK MANUFACTURING CO., LTD., Carlisle. (Tel.: 
Carlisle 2-4941.) (For details see Cumberland.) 


SOUTH WALES 


IN-SITU CONCRETE, LTO., Victoria Works, Ebbw Vale 
(Tel. 3032), and Phoenix Works, Cardiff (Cardiff 
63311), for Iimestone and slag aggregates, ready- 
mixed concrete, tarmacadam. media filling. etc. 
keros and pavings 

PENMAENMAWR AND WELSH GRANITE CO., LTD., 
18 Quay Street, Cardiff. (Tel.: 20646/7.) All sizes 
and gradings of crushed granite aggregate from 
our Cardiff and Swansea Dock Depots. Dolomite 
aggregates from Ewenny Quarry, 8ridgend. 
Tel.: Bridgend 3786.) Coated stone also available. 

SESSIONS AND SONS, LTD., West Dock, Cardiff. 
Produc=rs of coarse and fine aggregate, dredged 
and graded to British Standards. Branches Newport 
and Swansea. (Also Gloucester and Hereford.) 

SOUTH WALES SAND AND GRAVEL CO., LTD., 
Head Offe: P.O. Box 8, Beaufort Buildings. 
Swansea. (Tel. Swansea 53071.) Sand and gravel 
merchants, builders’ merchants, Pennant Quarry 
owners. slag, hardcore, ashes, filling, graded 
clinker filter media. Depots: Cardiff, Newport, 
Barry, Port Talbot, Briton Ferry, Swansea, Lianeliy. 


STAFFORDSHIRE 

BALLIDON QUARRIES, LTD., Ballidon, near Ash- 
bourne, Derbyshire. (Tel.. Parwich 201 and 202.) 
Clean and graded dry limestone to 8.S.S., all sizes, 
coated limestone to B.S. 802 and 1621 and wet- 
mix: targe output: rellable deliveries 

BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8; or 
London: ViGilant 2530.) (For details, see Leics.) 


Kington. 
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STAFFORDSHIRE 


CROXDEN GRAVEL, LTD., Cheadle, Stoke-on-Trent, 
Staffs. (Tel.: Tean 393.) Manchester Office: 
Bla navtors 3766/7. Plant capacity, 2,000 tens 
per day. 

OUNNING AND SON, LTD., Wood End Gravel Pits, 
Hednesford. (Tel.: Hednesford 302/328.) Washed 
sand and gravel. All to 8.S.S. High-quality road- 
stone, concrete aggregates and coated macadam 
from our Haughmond Quarry, near Shrewsbury. 
(See Shropshire.) 

HILTON GRAVEL, LTD., Cheadie, Staffs. (Tel.: 
Tean 241.) Also at Longton, Stoke-on-Trent 
(Tel.: Longton 32196) and Stretton, Burton-on- 
Trent (Tel.: Burton 6061). 

HULLAND GRAVEL CO., LTD., Cheadle, Stoke-on- 
Trent. (Tel.: Cheadle 2323/4, 2119 and 2195.) 
Manchester Office: 464 Wilbraham Road, Choriton, 
Manchester, 21. (Tel.: Choriton 2274/5.) 

KEVIN LIME CO., LTD., Oakamoor, Staffs. (Tel.: 
Oakamoor 385-386.) Ciean graded dry limestone, 
all to B.S.S. sizes. Output 1,000 tons per day. 

RUGELEY GRAVEL CO., LTD., Rugeley Quarries, 
Rugeley, Staffs. (Tel.: Rugeley 251/2.) Entirely 
modern plant. Sand classifiers. Finest aggregates 
to B.S.S. Large output. 

SALISBURY AND WOOD, LTD., Matlock. (Tel. 
272/273.) (For details, see Derbyshire.) 

SHIRE OAK GRAVELS, LTD., Lichfield Road, Walsali 
Wood, Staffs. Washed crushed gravel and washed 
sand. (Tel.: Brownhills 3253.) 

TERN HILL SAND AND GRAVEL CO., LTD., 
Almington Quarries, near Market Drayton, Staffs. 
(Tel.: Hales 261/2/3.) Pit sand, concrete sand, 
and all grades of washed crushed gravel. Hardcore, 
clinkers, ashes and hoggin. 

TRENTHAM GR4 “Lt CO., LTD., Lordsiey Quarries, 
Willoughbridg ear Market Drayton, Salop. (Tel.: 
Pipe Gate 304/S5.) All sizes crushed or natural 
washed gravel. Twice washed sharp concreting 
sand. Plastering sand. Plant capacitv 2.000 tons 


per day. 

WINDMILL SAND AND GRAVEL QUARRIES, LTD., 
Cannock Road, Wolverhampton. (Tel 31108.) 
Concrete aggregates, plastering, buliding and 
asohalt sand All to BSS 

WARDLOW LIMESTONE, LTD., Cauldon Low, N. Staffs. 
(Tel.: Oakamoor c%.) Graded limestone for all 
purposes. Ground 1.,.estone. 


SUFFOLK 


ALRESFORD SAND AND BALLAST CO., LTD., 
Alresford Creek, near Colchester, Essex. (Tel.: 
Wivenhoe 341/494.) Suffolk area pits at Bures 
and Stoke-by-Nayland. All grades washed aggre- 
gate sand, also hoggin. 

BARDON HILL QUARRIES (ELLIS AND EVERARD), 
LTD., near Leicester. (Tel.: Coalville 1226/7/8: or 
London’ ViGilant 2530.) (For details, see Leics.) 

DICKERSON, M. (CONTRACTORS), LTD., Gloucester 
Street, Cambridge. (Tel.: Cambridge 56973/4.) 
(See Cambs.) 

HALL AND CO., LTD., West End Road, ipswich. 
(Tel.: Ipswich 55593/4.) Pits at Kesgrave and 
Homersfield, near Harieston. Gravel aggregates 
concreting, plastering and buliding sand 

MACLAREN BROS. (KENNETT), LTD., Station Road, 
Kennett, Cambs (Kentford 333/4.) (See Cambs.) 

ST. IVES SAND AND GRAVEL CO., LTD., 22 The 
Broadway, St. Ives, Hunts. (Tel.: St. Ives 
2441/2/3/4, Coney Weston 12 and Hal- 
stead 2323.) Pits at St. Ives, Knettishall, near 
Thetford, and Gosfield, near Halstead. 

THORPE GRAVEL PITS, LTD., Harvey Lane, Norwich. 
(Tel.: Norwich 33243/4.) (See Norfolk.) 

WEBB, G., CAMBRIDGE, 35 Magrath Ave., Carnbridge 
(Tel. 59966, 53969, SO353 (night) ). (See Cambs.) 


SURREY 


COFF, HARRY A., LTD., Buckhurst Hill, Cheapside 
Ascot, Berks. (Tel. 1026/7.) (See Berkshire.) 
DANGERFIELD, F. }., AND CO., LTD., 261A Finchley 
Road, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 


EASTWOODS SALES, LTD., Eastwood House, City 
Road, E.C.1. (Tel.: Clerkenwell 2040.) Longside 
Sand and Ballast Pit, Thorpe, nr. Egham. (Tel.: 
Egham 3121.) Runfold Sand and Ballast Pit, 
Runfold, nr. Farnham, Surrey. (Tel.: Runfold 2020.) 
Producers and distributors of all grades of washed 
aggregates. 

GILSON, S. C., AND SONS, LTD., Holcombe, near 
Bath. (Tel.: Stratton-on-the-Fosse 243.) 

HALL AND CO., LTD., Victoria Wharf, Croydon. 
(Tel.: Croydon 4444.) Other main depots at 
Coulsdon, Epsom, Mitcham, Oxted, Purley, Redhill, 
Tadworth and Woking. Pits at Send and Reigate 
Gravel aggregates, concreting, plastering and 
buliding sand, Surecrete precision-mixed concrete. 











SUBSCRIPTION ORDER FORM 


SURREY 


HARRIS, M. P., AND CO., LTD., Kingston Road, 
Leatherhead, Surrey. (Tel. 3497.) (See Sussex.) 

JANES AND CO., LTD., 2C Buckingham Avenue, 
Slough. Sand, aggregates, hardcore, ashes, bull- 
dozing & bulk excavation. (Tel.: Slough 20361 /2/3.) 

LONDON BALLAST CO., LTD. (Tel.: Paddington S064.) 
SSA Porchester Terrace North, Paddington, W.2. 

MARCO (AGGREGATES), LTD. Pit: Noriands Lane, 
Thorpe, near Egham. (Tel.: Chertsey 3401.) Pro- 
ducers and distributors of high-grade washed sand, 
Shingle, ballast, etc. 

MARCO (CROYDON), LTD., Hampton Road, West 
Croydon. (Tel.: THOrnton Heath 4236/7/8.) All 
building and road aggregates. 

WELLS, A. L., AND SON, LTD., Buliders' Merchants. 
Garlands Road, Leatherhead. (Tel. 3018/9.) Sand 
aggregates, hardcore, ashes, cement. Clinker block 
manufacturers 

WINTON, WM. R., LTD., Send, Woking. (Tel.: 
Ripley 2454/5.) All grades sand, shingle, ballast, 
hoggin and ashes. Clinker block manufacturers. 


SUSSEX 


AVANN, F., Cavendish Avenue, Eastbourne. (Tel. 
4969/70.) Washed and graded ballast, sand, bricks, 
breeze and concrete blocks, hardcore, clinker, 
tarmac, etc., supplied. 

GILSON, S. C., AND SONS, LTD., Holcombe, near 
Bath. (Tel.: Stratton-on-the-Fosse 243.) 

HALL AND CO., LTD., 16 Chapel Road, Worthing. 
(Tel.: Worthing 7840.) Other main depots at 
Bexhill, Bognor, Crowborough, East Grinstead, 
Eastbourne, Horsham, Hove and Seaford. Pits at 
Washington, Crumbles, near Eastbourne, Chichester, 
Rye Harbour, Midhurst, Shoreham and Portslade. 
Gravel aggregates, concreting, plastering and bulld- 
ing sand, Surecrete precision-mixed concrete. 

HARRIS, M. P., AND CO., LTD., West Station Goods 
Yard, Bexhill (Tel. 61); Cavendish Place, East- 
bourne (Tel. 3800); Dominion Road, Worthing 
(Tel. 8822); Whitbread Lane, Northiam (Tel. 
2211); Statlon Goods Yard, Haywards Heath (Tel. 
1750); Crawley Road, Horsham (Tel. 3366); The 
Hornet, Chichester (Tel. 4181). All grades aggre- 
gates, hardcore, clinker, ashes, etc. 

WRIGHT, C., AND SONS, (B'TON), LTD., 19 Bristol 
Gardens, Brighton, 7. (Tel.: Brighton 63357 and 
62406.) All-in ballast, washed and crushed shingle, 
sand, ashes, hardcore, chalk, bricks, etc. 


WARWICKSHIRE 


BALLIDON QUARRIES, LTD., Ballidon, near Ash- 
bourne, Derbyshire. (Tel.: Parwich 201 and 202.) 
Clean and gradea dry limestone to 8.S.S., ali sizes, 
coated limestone to B.S. 802 and 1621 and wet- 
mix; large output reliable deliveries. ‘ 

DUSTON STONE QUARRIES, LTD., New Duston, 
Northampton. (Tel... Brixworth 278 and 298: 
Duston 50S.) (See Northamptonshire.) 

HALL AND CO., LTD., 188 Lichfield Road, Four Oaks, 
Sutton Coldfield (Tel. Four Oaks 356.) Gravel 
aggregates concreting, plastering, building sand 

JUDKINS, LTD., Granite Quarries, Tuttle Hill, 
Nuneaton. (Tel.. Nuneaton 3411——-10 lines.) All 
sizes washed granite aggregate, tarred and bitu- 
minous macadam. Slab mix a speciality 

KEVIN LIME CO., LTD., Oakamoor, Staffs. (Tel.: 
Oakamoor 385/386.) Clean graded dry limestone, 
all to B.S.S. sizes. Output 1,000 tons per day. 

SHIRE OAK GRAVELS. LTD (See Staffordsnire.) 


WARDLOW LIMESTONE, LTD., Cauidon Low, N. Staffs. 
(Tel.;: Oakamoor 366.) (For details, see Staffs.) 


WESTMORLAND 


BROOMBYS, LTD., Sandside. Miinthorpe, Westmor 
land (Tel.. Milnthorpe 3251/2.) All grades 
washed crushed gravel sand. limestone, granite 
chippings, pitching tarmacadam, rockery stone, etc 

ESK MANUFACTURING CO., LTD., Carlisle. (Tel.: 
Carlisle 2-4941.) (For details see Cumberland.) 


WILTSHIRE 


AMEY'S AGGREGATES, LTD., Lower Wootton, Boars 
Hill, Oxford. (Tel.: Oxford 35421—10 lines.) Pits 
at Dry Sandford, near Abingdon, Sutton Courtenay, 
near Abingdon. (Tel.:_ Sutton Courtenay 275.) 
Theale, near Reading. (Tel.;: Theale 358.) Dorches- 
ter, Oxon. (Tel.: Clifton Hampden 236.) Billing, 
Northampton (Tel.: Cogenhoe 464) for washed 
and graded aggregates to 8.S.S 


BULL GBROS., S. AND L., LTD., 126A High Street, 
Winchester. (Tel. 2264.) (See Hampshire.) 


WILTSHIRE 


COKE, T. F. (CHELTENHAM), LTD., 267 Gloucester 
Road, Cheltenham. (Tel. 4717/4874.) (See Gios.) 

OANGERFIELD, F. J., AND CO., LTD., 261A Finchley 
Road, London, N.W.3. (Tel.: HAMpstead 8044/8.) 
For all road aggregates, kerbs, setts. (See London.) 

FLOYD AGAR AND CO., LTD., Sherston, Malmesbury, 
Wilts. (Tel.: Sherston 237.) Finest quality Cotswold 
building stone and walling stone for sale, also 
hardcore and quarry waste for road making. 
Delivered or ex quarry at keen prices. 


GILSON, S. C., AND SONS, LTD., Holcombe, near 
Bath. (Tel.: Stratton-on-the-Fosse 243.) 


MOREYS (VERWOOD), LTD., Verwood, Wimborne, 
Dorset. (Tel.: Verwood 234.) Concrete aggregates, 
building sand, hoggin, path gravel. 

POOLE (LECHLADE), LTD., Gravel Pit, Burford Road, 
Lechiade, Glos. (Tel.: Lechlade 219.) 

TAYMAC, LTD., Wootton Bassett. (Tel. 391—5 lines.) 
Pits at Lacock (Tel. 304), Wiits.; Fairford 
and Poulton, Glos. (Tel.: Fairford 365/6.) Washed 
crushed and graded aggregates. Washed and 
screened building sand. Graded clinker media. 


WORCESTERSHIRE 


BSALLIDON QUARRIES, LTD., Ballidon, near Asn- 
bourne, Derbyshire. (Tel.: Parwich 201 and 202.) 
Clean and graded dry limestone to B.S.S., all sizes, 
coated limestone to B.S. 802 and 1621 and wet- 
mix; large output; reliable deliveries. 

BENGRY AND SONS, LTD., Longmoor, Kingsland, 
Leominster, Herefordshire. (Tel.: Kingsland 301/4.) 
(See details under Herefordshire.) 

CLEE HILL TRANSPORT AND ROLLING CO., LTD., 
Ludiow, Salop (Cleehillstone 284). (See Shrops.) 

DUNNING AND SON, LTD. (See Shropshire.) 

KEVIN LIME CO., LTD., Oakamoor, Staffs. (Tel.: 
Oakamoor 385/386.) Clean graded dry limestone, 
all to B.S.S. sizes. Output 1,000 tons per day. 

NASH ROCKS STONE AND LIME CO., LTD.,, 
Presteigne, Radnor. (Tel.: Presteigne 352.) (See 
Herefordshire for details.) 

CLD RADNOR TRADING CO., LTD., Kington. 
(Tel. 421.) (See Herefordshire.) 


YORKSHIRE 


AIZLEWOOD, DOUGLAS €E., Bow Bridge, Rotherham. 
(Tel.: Rotherham 2622.) Crushed and graded 
limestone; all grades of washed gravel and sands. 

DENNIFF, ALAN S., LTD., Kiveton Park, nr. Sheffield. 
(Tel.: Kiveton 446/7/8.) Truck-mixed and pre- 
mixed concrete, washed and crushed gravel, con- 
creting sand, bldg. sand, crushed and graded stone. 

GLEN QUARRIES, LTD., Central Chambers, Wellgate, 
Rotherham. (Tel.. Rotherham 5223.) Crushed and 
graded stone, concreting sand, buliding sand, 
plastering sand and crushed gravel could be 
collected ex quarry or delivered. 

HOVERINGHAM GRAVEL CO., Hoveringham, Notting- 
ham. (Tel.: Lowdham 3171—-15 lines.) (For 
details, see Nottinghamshire.) 

NORTH NOTTS. GRAVEL CO., LTD., Belimoor, 
Rettord. Notts. (Tel.: Retford 2219-——3 Ilines.) 
Concrete aggregates and sands, quartzite 
chippings, building sands. Quarries at Bellmoor 
and Lound, near Retford and Worksop. Truck- 
mixed concrete plants at Retford, Notts., Ossett, 
Yorks., and Wath-on-Dearne, Yorks. 

SALISBURY AND WOOD, LTD., Matlock. (Tel.: 
272/273.) (For details, see Derbyshire.) 

STANLEY FERRY GRAVEL CO., LTD., Norwich 
Union Building, City Square, Leeds, 1. (Tel.: 
Leeds 26361.) Washed, crushed and natural graded 
sand and gravel. Supplies to specification, large 
daily production. Centre of Yorks. West Riding 
market Pit: Wakefield. 

WELBECK SAND AND GRAVEL CO., Parkhill, Wake- 
feld. (Wakefield 4454.) Washed sand and gravel. 

WEST RIDING GRAVEL CO., Norwich Union Building, 
City Square, Leeds, 1. (Tel.: Leeds 23562.) Modern 
1,000-ton daily plant produces washed grit and soft 
sands. All aggregates to specification. Competitive 
Yorks. West Riding to Lancs. border. Pit: Wakefield. 

WOMERSLEY GRADED STONE CO., LTD., Womersley 
Quarry, nr. Doncaster. (Tel.: Wentbridge 284.) 
Crushed and graded calcium carbonate limestone 
aggregates. Triple-screened, first-class products, 
high crushing strength, eminently suitable for con- 
creting, tarring and road making. Prices and 
analysis on application. Quarry: 2 miles from 
Darrington, A.1. 

X.t. GRANITE (INGLETON), LTD., Head Offices: 
Clapham, via Lancaster. (Tel.: Clapham 318/9.) 
Works Tel.: Ingleton 231. All sizes and gradings 
of Ingleton granite aggregate. 
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Effect of 1956 Act 


Road-Building in Stockholm and Mann- 
heim, Parliamentary Group See ... 
Road Programme, Bigger Local Authority 
POIRIER, ariciusnisssceweaneascuss ceases Aseaneos 
Roadrailer Prototype Demonstrated by 
British Railways ........... ; 
Road Research Board Annual Report ‘ 
Road Rollers, Vibrating Compactor 
Attachment for cs ; 
Roads, Development of Rubberised 
Continues . 
Roads, Hampshire 
Annual Report 
“Rock-Sledger” Crusher 
Roller Prepares Concrete 
Rollers, Scheid Tandem 
Ross By-pass Opened 
Ross Motorway Nears 


County Surveyor's 


Finishing 


for 


Completion, 4) 


Bridges Constructed on  22}-mile 
Route . . 
R.I.B.A. Calls for Planning Minister 


Royal Institution of Chartered Surveyors 


Devote Annual Conference to 
Education 
Runcorn-Widnes Bridge, Stress Reliev- 
ing of Girders ; s 
Runcorn-Widnes' Bridge Under Con- 


struction 
S 

Lawrence Bridge, Work to Begin on 
"he ‘rstructure ; 

Sand and Gravel in Road Construction, 
by L. S. Blake 

Scheid Tandem Rollers : : 

Schools for West Germany, British .. 

Scottish Housing, Contractors to Develop 
Municipal Sites ... 


Scottish New Towns, Housing Progress 
in eee ° ° 
Scraper, Euclid TS-14 Demonstrated at 


Crystal Palace 


Severn Bridge, Tenders Invited for Sub- 
EINE» onde nveccbincsvenrshesectstushasobene 
Sewage Purilic ation in Norway, Electro- 


lytic Method of 
Sewerage, Major Scheme at Morecambe 
Sheet Material Handling Device 


Sheffield, New Headquarters for United 
Steel 

Shetland Br idges Project 

Silo, Sliding Shuttering Builds 120ft. 
High in Ten Days 

Slough Hospital Project, Tenders from 
Selected Contractors 


Slushing Operations at Staunton Harold 


Reservoir 


Somerset County Surveyor’s Annual 
Report ; 
Southend, Plans for £2m. Building 


Southgate, 78 Flats in Two 13-storey 


Blocks 
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S 
Spadeadam Rocket Research Base Con- 
EE. oc cusd a cntacacispucaitcucchimccnee 
Stafford By-pass, Tenders Invited 
Staffordshire Motorway Plans . 
Staunton. Harold Reservoir, Slushing 
NOUN Moc anciscsincatntatincestatocen 


Statics Can Come Alive in Hands of an 
Engineer, by Sir Alfred Pugsley ....., 
Steel, Architectural Uses of Stainless ... 
Stepney, Work Begun on 19-storey Flats 
Strand Underpass, Consultants Ap- 
DUNO. . case saccpsveaccasturiencmincccee 
Stratford, 
Opened at 
Street Lighting in 
MIN soles caeides dec taaeh ae 
Street Lighting, Progressive Changes in 
Structures, Design and Performance of, 
Work of Building Research Station ... 
Sudan, Tenders to be Invited for Khasm 
El] Girba Dam 
Sulphur Mine Structure, 
RPUEMOOS xcs vicennee 
Surrey Road Schemes, £3 million ...... 
Sydenham By-pass, Northern Ireland, 
Main Approach Road to Belfast ...... 
Sykes Announce Trailer-mounted Univac 
Pump a 


Salisbury, 


Southern 


World’s First 


T 


Tamar Suspension 
of Main Towers 


Bridge, Construction 


Telephone Exchange Building, Pre- 

DIRDHING GUIS GORE OF vicesiscdeuscicccin 
Tendering Procedure, Views of. A.M.C. 
Theatre, Fulham’s Open-air 
Thurmaston By-pass, 


Leicestershire 


Timber Construction, Call for Higher 
Working Stresses in Glue Laminated 
Timber Development Association’s 
Acidity and Corrosion Studies .. 
limber Research, Work Increased on 
Home-grown Seat Gurenacs sacar 
Timber, Standard Designs in, Work of 
T.D.A. Design Department 
Tollroads for American States.. ee 
Tower Hill Office Block, Minister Ap- 
proves te dicgxcureceearieeds 
Tractor, International Harvester’s BTD-8 


Trailers for Swamp or Road Use ........ 
Trans-Canada Highway, Construction of 
Avalanche Shed . 


Trawsfynydd Nuclear Power Station, 
Excavations for : 

Traxcavators, Power Shift Transmission 
on New i 

Trencher, Allen 3/12 .. 

Trenching, Unusual U.S. Method ......... 

Tyres, New Life for Worn, Specialist 


Repair and Retread Service for Earth- 

movers ° ‘ 
U 

U.S. Structural Laboratory is Own 

Testing Machine 

United Steel Co.’s 


New Headquarters 


V 


Production 
Invited 


Vickers Tractor 
Volta Dam, Tenders 


Ww 


Walsall, Mixed Development at 

Washington, New British Embassy 

Welshpool Housing Scheme Incorporates 
Carports ; 

White City Stadium Improvements to 
Cost £200,000 : 

Whitlock 66 Shovel 

Whitlock D.D. Dumper 


Whitlock Introduce New Range of 
Earthmoving Equipment . 
Winch, “Darlington” Trailer Mounted 
Windsor's Water Supply System, 

Modernisation of 
Y 
Youth Service Buildings, £4 million 


Programme Announced 
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50 THE CONTRACT [Our 


EDDIMATIC 
TORQUE RANGER 


RANGE EXTENDED 
FROM 8 TONS to10/12 TONS 


All weights of rollers available from 30 cwts. 
including Tandem Rollers—Vibrating Rollers. 
Head Office and Works: BELTON GRANTHAM Tel: Grantham 1221/3 


Depots: BIRMINGHAM Tel: Shirley 3522 
BRECON Tel: 330 
CARDIFF Tel: 71354 
CARDINGTON, BEDS. Tel: 206 
DARLINGTON Tel: 3258 
DEWSBURY, YORKS. Tel: Heckmondwike 1360 
DISS, NORFOLK Tel: 2688 
DORCHESTER Tel: 57 
EDINBURGH Tel: Liberton 74507 
GLASGOW Tel: Stepps 628 
KINGSTON-ON-THAMES Tel: 7016 
MANCHESTER Tel: Ramsbottom 3516 
NEWTON ABBOT, DEVON Tel: 1181 
SOUTHAMPTON Tel: Bishop’s Waltham 137 


EDDISON PLANT LTD 


EP 33a 





NIGHT WORKING LIGHTS OPTIONAL 
STRONG BOX SECTION LIFT LINKS 


SLIDE-ASIDE REAR WINDOWS 


DROP FORGED ENDS BUILT INTO ALL LINKAGES 


INTERCHANGEABLE DIG AND LIFT RAMS WITH UNIVERSAL COUPLINGS 


DE-LUXE FOLD-OVER SEAT 


ENGINE THROTTLE CONTROL FROM OPERATOR'S SEAT 


HYDRO FRUID TEMPERATURE AND PRESSURE GAUGES 
CONTROL VALVES 


NON-SLIP RETRACTABLE FEET AND ROAD PADS 


HEAVY DUTY BOX SECTION MAIN JIB WITH BUILT-IN HYDRAULIC STEEL TUBES 
HEAVY GAUGE DISC WHEELS AND 8-PLY TYRES 

FAN AIR COOLING DUCT 

SWIVEL COUPLINGS AT ALL MOVING POINTS OVERCOME FLEXING 

ROBUST SLEW POST ENCLOSING STEEL HYDRAULIC TUBES 

HEAVY DUTY STABILIZER RAM 

FORGED AND GROOVED QUADRANT 

LARGE DIAMETER SLEW POST BEARING 


EXCAVATOR 


LOW OVERALL HEIGHT UNDER BRIDGES 
UNIVERSAL JOINT ENSURING CONSTANT SELF ALIGNMENT 


POWERFUL THRUST DIG*AND CROWD RAM 
REINFORCED LUGS AND SIDE PLATES 
UNBREAKABLE DIG ARM 


FULL CROWD ACTION ON LARGE CAPACITY BUCKETS 


TWO INCH DIAMETER PINS AND BEARINGS 
BOLT-ON MANGANESE STEEL TEETH AND PLATES 


WHITLOCK BROS LIMITED - GREAT YELDHAM 


Only Whitlock provides a complete range 





WHiTLOCK GG 


POWER SHOVEL 


MANGANESE TEETH ANDO ARROWHEAD INTERCHANGEABLE 





REINFORCED SHOVEL HOOD AVOIDS OVERSPILL 


TWIN CROWD RAMS WITH TREMENDOUS BREAK-OUT FORCE 


LARGE DIAMETER REPLACEABLE PINS AND BUSHES 
DETACHABLE FIBRE GLASS ROOF ELIMINATES DRUMMING 


DE-LUXE MODEL CAB, FULL COMFORT AND FIRST-CLASS VISIBILITY 


HEAVY DUTY SWIVEL BALL JOINT LIFT RAMS 


SLIDING WINDOWS 
HEAVY PRESSED STEEL DEEP BOX SECTION ARMS 


TWO LOCK-UP SLIDING DOORS FOR EASY ACCESS 


REFUELLING PUMP OPTIONAL 
PROOFMETER 
SLOPED BONNET FOR GOOD DRIVING VISION. 
MASSIVE BOX SECTION FRAME HINGED TO UNDERFRAME 
SHOVEL OIL RESERVOIR, LARGE CAPACITY TWIN FA 
SADDLE TANKS, MICRONIC FILTER AND: 
; 51 BHP. DIESEL Ft 


6 


HYDRAULIC PUMP AND DRIVE SHAFT 





i 


\M ESSEX Telephone Gt. Yeldham 505 (8lines) 


ff hydraulic excavators and shovels 
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J. 1. CASE COMPANY LTD 


MILL ROAD, WEST DRAYTON, MIDDLESEX. West Drayton 3221/3 


60 JHS 6170 








